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Rules and Regulations 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

(Docket No. S4-CE«2e-AD; Arndt 39-6003] 

AirworttiiMM Directives; Gulfstreeni 
Aerospace Models 112,112B, 112TC, 
112TCA, 114, and 114A Airplanes 

agency: Federal Aviation 
AdmimstratHm (FAA), DOT. 
action: Final rule. 

summary: This amendment adopts a 
new .Airworthiness Directive (ADh 
applicable to Gulfstream Aerospace 
Corporation Models 112 and 114 Series 
airplanes. This AD supersedes existing 
AD 77-16-00 and requires modiBcalion 
of the front seat base structure and 
feiocatioaof the shoulder strap anchor. 
During some accident impacts, failures 
of the front seat rollers and release of 
the seats have been reported on 
airplanes which had complied with AD 
77-16-001 This increases the possibility 
of aerioos injury or fatality during what 
otherwise might have been suivivable 
accidents. The modification required 
herein urill improve retention of the seat 
on the track and occupant restraint 
during such an accident 
KfYfcmvi OATS : March 25.1985. 
COMPUANce Required within the next 
100 hours after the effective date of this 
AD unless already accomplished. 
AooRESsaa: Gulfstream Aerospace 
Service Bulletin Nos. SB-112-70 and SB- 
114-21 both dated September 7.1984. 
kpplicable to this AD may be obtained 
from Gulfstream Aerospace 
Corporation, Wiley Post Airport Post 
Office Box 22500. Oklahoma City. 
Oklahoma 73123 or the Rules Docket at 
w FAA. Central Region. Office of the 
^ional Counsel. Attention: Rules 
Docket No. 84-CE-28-AD, Room 1558. 


601 East 12lh Street. Kansas City. 
Missouri 64106. 

FOR FURTHER IMFORMATION CONTACT: 

Tom Dragset. Airplane Certification 
Branch. ASW-150, FAA. Southwest 
Region. Post Office Box 1889. Fort 
Worth, Texas 76101: Telephone (817) 
877-2075. 

SUPPtEMf NTARY INFORMATION; To 
improve front seat retention during hard 
landings or minor crash impacts. 
Rockwell International General 
Aviation Division (the former Type 
Certificate holder) redesigned the front 
seat bases and incorporated the new 
design in seals installed in its 
subsequently produced Models 112. 
112TC and 114 airplanes. It also made 
available in Rockwell Service Bulletin 
Nos. 112-45A and No. 114-8A both 
dated April 7.1977, instructions and 
parts for incorporation of equivalent 
improven>ent8 on already p^uced 
airplanes of these models. The FAA 
made compliance with these service 
bulletins on in-service airplanes 
mandatory by AD 77-16^)9. Amendment 
39-3004 (42 FR 41105). 

Since the issuance of AO 77-16-09. the 
FAA and the manufacturer have 
determined that on airplanes modified 
por this AD and subsequently type 
certificated Models 112B. 112TCA and 
114A airplanes the retention of Bont 
seats under impact conditions should be 
further improved. Investigation of two 
accidents involving airplanes in 
compliance with AO 77-16-09 revealed 
that the front seat attachment rollers 
failed and released the seat. The FAA 
and the manufacturer believe that 
fuselage deflections, associated with 
certain impact loadings, may increase 
the bending moment on the rollers 
thereby causing failure of the rollers and 
release of the seat from the seat track. 

To reduce the possibility of this 
occurrence. Gulfstream Aerospace 
Corporation (the present Type 
Certificate holder) has developed 
modincations to (1) strengthen the seat 
base structure in the mounting area and 
(2) relocate the shoulder harness anchor 
from the seat to the airplane cabin roof. 
These modifications will further improve 
seat retention to the airplane structure 
and transfer some passenger impact 
restraint loads from the seat to the 
airplane cabin structure. Gulfstream 
Amspace has made parts and 
instructions for accomplishing the above 
modificatioas available in Service 
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BuUetin Nos. 112-70 (applicable to 
.Model 112 series airplanes) and 114-21 
(applicable to the Model 114 aeries 
airplanes) both dated September 7,1984. 

Since the condition described herein 
is likely to exist or develop in other 
Gulfstream Aerospace Models 112.112B. 
112TC, 112TCA. 114 and 114A airplanes 
of the same design, the FAA proposed 
an AD which would supersede AD 77- 
16-09 and require modificatioa of the 
above mentioned airplanes in 
accordance with Gulfstream Aerospace 
Corporation Service Bulletin Nos. 112-70 
or 114-21 as applicable. The proposal 
was published in the Federal Register on 
October 9.1904 (49 FR 39585. 39500). 
Interested persona have been afforded 
an opportunity to participate in the 
making of this amendment 

In response to the proposal, only one 
comment was receivocL The Aircraft 
Owners and Pilots Association (AOPA). 
objected to the proposal because it 
implied uncertainty as to the 
effectiveness of the proposed corrective 
action. 

In response to this comment the FAA 
states that on the basis of the two 
accident findings, it is apparent that the 
previous modification required by AD 
77-16-09 did not protect the occupants 
from serious injury because the seats 
did not remain attached and thus did 
not afford the occupants the full 
protection inherent in the fuselage 
structure. Based on test findings 
provided by the airplane manufacturer, 
the FAA concludes that the proposed 
AD will result in a seat oonllgiu^QUon 
which will provide the desired seat 
retention. Accordingly, the proposal is 
being adopted without change. 

The FAA has detenoined there are 
approximately 1,390 airplanes affected 
by the AD. The cost of modifying the 
front seats and relocating the shoulder 
harness anchor in accordance with the 
AD is estimated to be $1,495 per 
airplane. The total cost is estimated to 
be $2,078,050 to the private sector. It 
would be necessary for a small entity to 
own more than two of the affected 
airplanes to incur a significant cost of 
compliance with this action and few if 
any small entities affected by the AD 
own more than one of the affected 
airplanes. Therefore. 1 certify that this 
action (1) is not a major rule under the 
provisions of Executive Order 12291. (2) 
is not a signiHcant rule under DOT 
Regulatory Policies and Procedures (44 
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FR 11034; February 26,1979) and (3) will 
not have a significant economic impact 
on a substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. A final regulatory 
evaluation has been prepared for this 
action and has been placed in the public 
docket. A copy of it may be obtained by 
contacting the Rules Docket at the 
location provided under the caption 
**ADDResses". 

List of Subjects in 14 CFR Part 39 

Air transportation. Aviation safety. 
Aircraft. Safety. 

Adoption of the Amendment 

PART 39—(AMENDED) 

Accordingly, pursuant to the authority 
delegated to me by the Administrator. 

§ 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new AD: 

Culffttrearo Aerospace (Rockwell): Applies to 
Models 112 and 112B (S/Ns 3 through 344 
and 13000); Models 112rrC and 112TCA 
(S/Ns 13001 through 13300); and Models 
114 and 114A (S/Ns 14000 through 14540) 
airplanes certificated in any category. 
Compliance: Required within 100 hours 
time-in-service after the effective date of this 
AO. unless already accomplished. 

To improve seat retention and passenger 
restraint during crash landing or accident 
impact accomplish the following: 

(a) Modify tl^ front scat base and relocate 
the front seat shoulder harness anchor in 
accordance with Gulfstream Aerospace 
Service BiiUetin Nos. 112-70 or 114-21 both 
dated September 7.19&4. as applicable. 

(b) Airplanes may be flown In accordance 
with FAR 21.197 to a location where this AD 
may be accomplished. 

(c) An equivalent method of compliance 
with this AD may be used If approved by the 
Manager. Airplane Certification Branch. 
ASW-150. FAA. Southwest Region. 4400 Blue 
Mound Road. Fort Worth, Texas 76101: 
Telephone (817) 877-2074. 

(Secs. 313(a). 601 and 603 of the Federal 
Aviation Act of 1958, as amended (49 U.S.C. 
1354(a). 1421 and 1423): 49 U.S.C 106(g) 
(Revised Pub. L 97-449. fanuary 12.1983): 
and S 11.89 of the Federal Aviation 
Regulations (14 CFR 11.89)) 

This AD supersedes AD 77-16-09. 
Amendment 39-3004. 

This amendment becomes effective on 
March 25.1965. 

Issued in Kansas City. Missouri, on 
February 8.1965. 

John E. Shaw, 

Acting Director, Central Region. 

|FR Doc. 65-4266 Filed 2-20^: 6:45 am| 
BltUNO cooe 


14 CFR Part 71 

I Airspace Docket No. SS-AWA-11] 

Alteration of VOR Federal Airways; 
Robbinsville. NJ 

agency: Federal Aviation 
Administration (FAA). DOT. 

ACTION: Final rule: request for 
comments. 

summary: This amendment revises and 
adds new segments to VOR Federal 
Airways V-213. V-214. V-249 and V-445 
between Baltimore, MD. and Albany, 
NY. Most of the changes are in the 
vicinity of Robbinsville. NJ. Air carrier 
and general aviation operators have 
been experiencing increasing delays in 
arrivals and departures at airports In the 
New York. NY. area. This action, in 
conjunction with revised air traffic 
management procedures, will increase 
air traffic control system capacity and 
reduce air traffic delay In the New York 
area. 

OATES: Effective c/a/a^-ODOl GMT, April 
11.1965. 

Comments must be received on or 
before May 31.1985. 

ADDRESSES: Send comments on the rule 
in irfplicate to: Director, F/VA. Eastern 
Region. Attention: Manager. Air Traffic 
Division. Docket No. 85-AWA-ll. 
Federal Aviation Administration, JFK 
International Airport. The Fitzgerald 
Federal Building. Jamaica. NY 11430. 

The official docket may be examined 
in the Rules Docket, weekdays, except 
Federal holidays, between 0:30 a.m, and 
5iX) p.m. The FAA Rules Docket is 
located in the Office of the Chief 
Counsel. Room 916.800 Independence 
Avenue. SW., W^ashington. D.C. 

An informal docket may also be 
examined during normal business hours 
at the office of the Regional Air Traffic 
Division. 

FOR FURTHER INFORMATION CONTACT: 
Lewis W. Still. Airspace and Air Traffic 
Rules Branch (ATO-230). Airspace- 
Rules and Aeronautical Information 
Division. Air Traffic Operations Service. 
Federal Aviation Administration. 600 
Independence Avenue. SW.. 

Washington, D.C. 20591; telephone: (202) 
426-0626. 

SUPPLEMENTARY INFORMATION: 

Request for Comments on the Rule 

Although this action is in the form of a 
final rule and was not preceded by 
notice and public procedure; comments 
are invited. When the comment period 
ends, the FAA will use the comments 
submitted, together with other available 
information, to review the regulation. 
After the review, if the FAA finds that 


changes are appropriate, it will initiate 
rulemaking proceedings to amend the 
regulation. Comments that provide the 
factual basis supporting the views and 
suggestions presented are particularly 
helpful In evaluating the effects of the 
rule and determining whether additional 
rulemaking Is needed. Comments are 
specifically invited on the overall 
regulatory, aeronautical, economic, 
environmental, and energy aspects of 
the rule that might suggest the need to 
modify the rule. 

The Rule 

The purpose of this amendment to 
§ 71.123 of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) is 
to increase the capacity of all airways in 
the New York metropolitan area by 
readjusting and extending VOR Federal 
Airways V-213, V-214, V-249 and V- 
445. Section 71.123 of Part 71 of the 
Federal Aviation Regulations was 
republished in Handbook 7400.6 dated 
January 3.1984. 

The current air traffic flow in the New 
York metropolitan area involves 
departure delays at the gate and on the 
taxiways and long arrival delays which 
controllers are required to manage. This 
amendment will reduce delay 
experienced by individual users as a 
result of the additional system capacity 
and the revised air traffic control (ATC) 
procedures which the additional airw ay 
capacity allows. 

In response to increasing user delays 
in the New York area in 1984. the FAA 
initiated several actions, one of which 
was a study of airways and ATC 
procedures for aircraft approaching New 
York area airports. As a result of that 
study, new procedures were developed 
for arrivals to LaCuardia and Newark 
Airports and to satellite facilities in 
New Jersey: Teterboro. Morrislowm. and 
Caldwell Airports. Implementation of 
these procedures will require the 
establishment of several new airway 
segments and the minor readjustment of 
some existing segments. This 
amendment establishes and revises the 
airway segments necessary to 
implement the improved procedures 
The FAA estimates that the new airway 
segments and associated ATC 
procedures will increase the airway 
system capacity in the New York area 
by approximately 15-20 percent. 
Benefits of the new airways are an 
immediate reduction in the frequency 
and duration of delays experienced by 
arriving aircraft in the New York area 
and the more efficient use of FAA*8 air 
traffic control resources. The FAA 
foresees no negative impact on system 
users as a result of this amendment. 
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FAA totiinical review and flight 
checks of the new airway segments 
have been completed, and ATC facility 
radar equipment will be modified to 
display the new airways prior to the 
next publication of cn route low altitude 
navigatiofl charts on April 11,1985. 

Ac( ordingiy. the amendments can take 
effect on that date. Because of the 
essential need to increase ATC system 
capacity in the northeast corridor, and 
because air traffic is projected to 
increase in the next three months due to 
leasonal factors, the FAA has 
detennined that there is an immediate 
need to amend the regulations to 
provide the additional airway capacity. 
Therefore, 1 find that notice and public 
procedure under 5 U.S.C. SS3(b) are 
impracticable and contrary to the public 
interest. However, the FAA wHl accept 
comments on the rule through May 31. 
1985. If. as a result of comments 
received and operational experience 
under the rule, the FAA finds tha 
changes in the rule are warranted, 
rulemaking will be initiated to amend 
the rule at that time. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
cmrenl. It, therefore—(1) is not a •’mafor 
mie*' under Executive Older 12291: (2) la 
not a ' signifleant rule** under DOT 
Regulatory Policies and Procedures (44 
FR11034: February 26,19791; and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
ts certified that this rule will not have a 
significant economic impact on a 
Bubstuntial number of small entities 
tinder the criteria of the Regulatory 
Flexibility Act. 

List of Subjects in 14 CFR Part 71 

VOR Federal Airways, Airspace, 
Navigation (air). 

Adoption of the Amendment 

Arxordfngly, pursuant to the authority 
delegated to me. §71.123 of Part Tl of the 
Federal Aviation Regulations (14 CFR 
Part 71) is amended, as follows: 

V«2i3 lAmcndedl 
By removing sH of the words after 
|Woodfiown, NJ;” and substituting the wards 
Robbintville, N|, INT Robbinsville 014 * and 
^rta. ISt|, 174* redials: Sparta; to Albany. 

NY. The airspace within R-KtOS and R-4Q0e 
*• excluded.'* 

Y-214 |Amended| 

By reaioviiig the words "*10 Baltimore.** and 
substituting the words Bultimore: INT 


Baltimore 093* and Dupont. DE. 223* nsdialr 
Dupont: Yardlcy, PA; to Teterboro. Nf. 

V-249 (Amendedl 

By removing the words **Prom Sports. N). 
INT Sparta N).** and substituting the words 
"From Robbiefvills. N|: INT Robbintvtlle 
320* * and Solberg, N). 181* rsdtals: Solberg: 
Sparta. N|; INT Sparta*' 

V-445 lAmeiidsdl 

By removing the words "From LaCusrdia. 
NY,** and sobstitufing tbs words **Fhmi INT 
Washington. DC, 065* and Baltimore. MD. 

197* radiois; INT Baltimore 093* end Dupont. 
DE 223* radials; Dupont; Yardley. PA; INT 
Yardley 073* and Canorsia. NY. 239* rsdials;'* 
INT Csnarsis 239* and LaCuordia, NY. 209* 
radials; LoCusrdis;** 

(Secs. 307(a) and 313(a). Federal Aviation Act 
of 1958 (49 U.S.C 1348(a) and 1354(a)); (49 
U.S.C 106(g) (Revised, PUb. L 97-449. |anuary 
12.1983)h ajut 14 CFR 11.89) 

Issued in Washington. O.C. on February 
14.1965. 
lohn W. Baler. 

AcUng Manager, Airspace'RuJes and 
AerrmauticaJ /nfarmotfon Dir titan. 

(FR Doc. 65-4265 Filed 2-20-65; 8:45 am) 
SfLUNO COOC St10-I>4l 


14 CFR Part 97 

(Docket No. 2446S; Arndt No 1288) 

Standard Instrument Approach 
Procedures; Miscellaneous 
Amendments 

agency; Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: This amendment establishes, 
amends, suspends, or revokes Standard 
Instrument Approach Procedures 
(SlAPs) for operations at certain 
airports. These regulatory actions are 
ne^ed because of the adoption of new 
or revised criteria, or because of 
changes occuring hi the National 
Airspace System, such as the 
commissioning of new navigational 
facilities, addition of new obstacles, or 
changes In air traffic requirements. 
These changes are destgrted to provide 
safe and efficient use of the navigable 
airspace and to promote safe flight 
operations under Instrument fli^t rules 
at the affected airports. 

EFFECTIVE DATE: An effective date for 
each SLAP is specified in the 
amendatory provisions. 

ADDRESSES: Availability of matters 
incorporated by reference in the 
amendment it as follows: 

For Examination — 

1. FAA Rules Docket FAA 
Headquarters Building. 800 


Independence Avenue. SW., 
Washington. D.C. 20591: 

2. The FAA Regional Office of the 
region in which the affected airport is 
located: or 

3. The Flight Inspection Field Office 
which originated the SlAP, 

For Purchase — 

Individual SlAP copies may be 
obtained from: 

1. FAA Public Inquiry Center (APA- 
430). FAA Headquarters Building, 800 
Independence Avenue, SW.. 

Washington. D.C 20591: or 

2. The FAA Regional Office of the 
region in which the affected airport is 
located. 

By Subscription — 

Copies of all SlAPs. mailed once 
every 2 weeks are for sale by the 
Superintendent of Documents. U.S, 
Government Printing Office, 

Washington, D.C. 20402. 

FOR FURTHER INFORMATION CONTACT. 
Donald K. Funai, Flight Procedures 
Standards Branch (AFO>-230), Air 
Transportalioo Division, Office of Flight 
Operations, Federal Aviation 
Administration, 800 independence 
Avenue, SW., Washington. O.C. 20591; 
telephone (202) 426-8277. 
SUPFUEMENTARY INFORMATION; This 
amendment to Part 97 of the Federal 
Aviation Regulations (14 CFR Part 97) 
prescribes new, amended, suspended, or 
revoked Standard Instrument Approach 
Procedures (SlAPs). The complete 
regulatory description of each SlAP is 
contained in official FAA form 
documents which are incorporated by 
reference in this amendment under 5 
U.S.C. 552(a). 1 CFR Part 51. and § 97.20 
of the Federal Aviation Regulations 
(FARs). The applicable FAA Forms are 
identified as FAA Forms 0280-3. 8260-4. 
and 0200-5. Materials incorporated by 
reference are available for examination 
or purchase as stated above. 

The large number of SlAPs, their 
complex nature, and the need for a 
special format make their verbatim 
publication in the Federal Register 
expensive and impracticaL Further, 
airmen do not use the regulatory text of 
the SlAPs, but refer to their graphic 
depiction on charts printed by 
publishers of aeronautical materials. 
Thus, the advantages of incorporation 
by reference are realized and 
publication of the complete description 
of each SlAP contained in FAA form 
document is unnecessary. The 
provisions of this amendment state the 
affected CFR (and FAR) sections, with 
the types and effective dates of the 









7168 Federal Register / VoL 50, No. 35 / Thursday, February 21. 1985 / Rules and Regulations 


SlAPs. This amendment also identifies 
the airport, its location, the procedure 
identification and the amendment 
number 

'fhis amendment to Part 97 is effective 
on the date of publication and contains 
separate SlAPs which have compliance 
dates slated as effective dates based on 
related changes in the National 
Airspaoe System or the application of 
new or revised criteria. Some SlAP 
amendments may have been previously 
issued by the FAA in a National Flight 
Data Center (FDC) Notice to Airmen 
(NOTAM) as an emergency action of 
immediate flight safety relating directly 
to published aeronautical charts. The 
circumstance which created the need for 
some SlAP amendments may require 
making them effective in less than 30 
days. For the remaining SLAPs, an 
effective date at least 30 days after 
publication is provided. 

Further, the SlAPs contained in this 
amendment are based on the criteria 
contained in the U.S. Standard for 
Terminal Instrument Approach 
Procedures (TERPs). In developing these 
SlAPs. the TERPS criteria were applied 
to the conditions existing or anticipated 
at the affected airports. Because of the 
close and immediate relationship 
between these SlAPs and safety in air 
commerce. 1 find that notice and public 
procedure before adopting these SlAPs 
in unnecessary, impracticable, and 
contrary to the public interest and, 
where applicable, that good cause exists 
for making some SlAPs effective in less 
than 30 days. 

List of Subjects in 14 CFR Part 97 

Approaches. Standard instrument. Air 
Traffic control. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me. Part 97 of the Federal 
Aviation Regulations (14 CFR Part 97) is 
amended by establishing, amending, 
suspending, or revoking Standard 
Instrument Approach ^cedures. 
effective at OWl G.M.T. on the dates 
specified, as follows: 

1. By amending § 97.23 VOR. VOR/ 
DMF^ VOR or TACAN. and VOR/DME 
or TACAN SlAPs identified as follows: 

• * * Effective April tt 1985 
Kipnuk. AK—Klpnuk. VOR RWY 15. Orlg. 
Kipnuk, AK—Kipnuk. VOR RWY 33. Orig. 
Flippln. AR— StAfion County Regional. VOR- 

A. Arndt. It 

Mountain Home. AR—Baxter County 

Regionil. VOR-A. Arndt. 7 
Muscatine. lA—Muscatine Muni. VOR RWY 

23. Arndt. 4 

Muscatine. lA—Muscatine Muni. VOR RWY 

5. Arndt. 4 


Muscatine. LA—Musc^atine Muni. VOR RWY 
30. Arndt. 4 

Muscatine. lA—Muscatine Muni. VOR/DME 
12. Arndt. 4 

Olathe. KS—Johnson County Executive. VOR 
RW^Y 35. Arndt. 9 

Grand Island NE—Hall County Regional. 

VOR RWY 13, Arndt. 16 
Grand Island NE—Hall County Regional 
VOR RWY 17. Arndt, 20 
Grand Island NE—Hall County Regional 
VOR/DME RWY 31. Arndt. 4 
Grand Island NE—Hall County Regional 
VOR/DME RWY 35. Arndt 12 
Muskogee. OK—Davis Field. VOR RWY 31, 
Arndt. 2 

• • • Effective March 28,1985 

Newport, AR—Newport Muni. VOR/DME 
RW^Y 18. Orig. 

Newport, AR—5sle%vport Muni. VOR/DME-A. 
Amdt 2. Cancelled 

Rogers. AR—Rogers Muni Airport>Carter 
Field. VOR/D.ME RWY 19. Arndt, 6 
Tifton, CA—Henry Tift Myers, VOR RWY 27. 
Arndt. 7 

Tifton, CA—Henry Tift Myers, VOR RWT 33. 
Arndt. 9 

Lawrence. MA—Lawrence Muni, VOR RWY 
23. Amdt, 9 

Albion. NY—Pine Hill VOR/DMF^A. Arndt 
1 

Buffalo. NY—Buffalo Airpark. VOR RWY 24, 
Arndt. 6 

Potsdam. NY—Potsdam Munl/Damon Fid. 

VOR/DME RWY 24. Arndt. 3 
Watertown. NY—Watertown New York Inti 
VOR RWY 7. AmdI. 12 

• • * Effective March U. 1985 

Pineville. LA—Pincvillc Muni, VOR-A, Amdl 
2, Cancelled « 

• * • Effective February h 1965 

North Bend OR—North Bend Muni VOR/ 
DME RWY 4. Amdl. 7 

2. By amending { 97.25 LOG. IX)C/ 
DME. LDA, LDA/DME, SDF. and SDF/ 
DME SlAPs identified as follows: 

• • * EffecUve April 1h 1985 

Olathe. KS—Johnson County Executive. LOG 
RWY 17. Arndt 5 

Lebanon. MO—Floyd W. Jones Lebanon, SDF 
RWY 36. Amdl. 2 

Grand Island NE—Hall County Regional 
LOC/DME BC RWY 17, Arndt 6 

• • * Effective March 28 1985 

Laconia. NH—Uconia Muni, LOG RWY 6. 
Amdl. 6 

Houston. TX—William P, Hobby. LOC BC 
RWY 22. Arndt 1 

Green Bay, Wl—Austin Straubel Field, LOC 
BC RWY 24L Arndt 15 

• • * Effective March 14,1985 

Bangor. ME—Bangor Inti, LOC RWY 15. 

Orig.. Cancelled 

• • * Effective February 1,1985 

San Luis Obispo. CA—San Luis Obispo 
County. LOC RWY 11. Arndt. 2 
The FAA published an Amendment in 
Docket No. 24447. Amdl. No. 1287 to Part 97 
of the Federal Aviation Regulations (VOL 50 


FR No. 22 Page 4639: dated Fnday. February 
^ 1.1965) under Section 97,25 effective April n. 
* 1965. which is hereby amended as follows: 

Hays, KS—Hays Muni. Loc RWY 34. Amdl 
1. eff 11 APR 85 by changing Hays. KS— H,iyi 
Muni LOC RWT 34. Arndt 1 effective date to 
March 14.1985. 

The FAA published an Amendment in 
Docket NO. 24429, Arndt No. 1288 to Part 97 
of the Federal Aviation Regulations (VOL SC 
VR No. 14 Page 2777; dated January 22. 1985) 
under Section 97.25 effective February 28. 
1965, which is hereby amended as follows 

Watertown, SD—Watertown Muni LOC,' 
D.ME RW'Y 17. Arndt. 6, eff 28 Feb 85. title of 
procedure should read Watertown. SD— 
Watertown Muni. IXX:/DME BC RWY 17. 
Arndt 6 


3. By amending § 97,27 NDB and NDB/ 
DME SlAPs identified as follows: 


• • ‘ Effective April 11,1985 


Farewell AK—Farewell NDB RWY 8. Amdf 
1. Cancelled 

Farewell AK—Farewell. NDB-A. Orig 
lliamna. AK—fliamna. NDB RWY 35. Arndt. 3 
Mekoryuk. AK—Mekoryuk. NDB RWY 23. 
Orig. 

Mekoryuk. AK—Mekoryuk. NDB/DME-A 
Orig. 

Chicago, IL-<:hicago-0*Hare Inll NDB RWY 
32L Arndt. 19 

Muscatine. lA—Muscatine Muni NDB RWY 
5. Arndt 10 

Olathe. KS—Johnson County Executive. NDB 
RWY 17. Arndt 2 

Olathe. KS—Johnson County Executive. 
NDB-B Arndt 1 

Lebanon, MO—Floyd W. Jones Lebanon. 

NDB RWY 38. Arndt 2 
Shelby. MT—Shelby. NDB RWY 23. Arndt 4 
Cambridge. NE—Cambridge Muni NDB RWY 
14. Arndt 1 

Cambridge. NE—Cambridge Muni. NDB RWY 
32, Arndt 1 

Muskogee, OK—Da\is Field. NDB RWY 31. 
Amdl. 8 

Amarillo. TX—Tradewind. NDB-A. Amdl 12 


• • Effective March 28, 1985 


Birmingham. AL—Birmingham Muni. NDB 
RWY 23. Arndt 13 

Newport. AR—Newport Municipal NDB 
RWY 36. Arndt 5 

Stuttgart. AR—Stuttgart Muni.'NDB RWY 18 
Arndt. 8 

Tiflon, CA—Henry Tift Myers, NDB RWY 38 
Arndt. 10 

Laconia. NLf—Laconia Muni, NDB RWY 8 
Arndt 7 

Block Island. Ri—Block Island Slate. NDB 
RWY la Orig. 

Georgetown. TX.—Georgetown Muni RWY 
18. Amdl. 2 

Medford, WI—Taylor County. NDB RWY 33. 
Arndt. 4 


* • • Effective March 14, 2985 
Hays. KS-Hays Muni. NDB RWY 34. Arndt. 
1 

Bar Harbor. ME—Hancock County>Bur 
Harbor. NDB RWY 22, Amdl 2 
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■ 4 By amending 5 97.29 IIA II>S/DME, 

■ ms, MLS. MI^/DME and MLS/ 

H RNAV SIAPs identified as follows: 

B • • • Effective April Ih t8H5 

fl Denver. CO—Staplcrton Inll, H-S RWY 35R, 

jH Arndt. 6 

B CSikiagO. ILr—Chicago-O'llara Int). IIS RWY 
M SZL Arndt. 22 

IB iBlsnii NR—Hall County Regional ILS 

M RWY 35. Arndt. 6 

|B OdUs. TX-Redblrd. US RWY 31. Arndt 4 
B • • • Effective March 28, iyss 
B Rochester. NY—Rochettirr-Monroe County. 
B ILS RWY 4. Arndt. 10 
B Wilfdown. NY—Watertown Now York Inll. 
B ILS RWY 7. Arndt. 4 
B Creen Bay. Wl—Austin Straubol Field. ILS 

■ RWY 6R. Arndt. 17 

B * * * Effective March M, isr65 
B ftinpur. ME—Bangor IntL IIS RWY IS. Qng. 
B I i^rbof, ME—Hancock County'Bar 

B H'lrbor. Its RWY 22. Arndt. 1 
B WSeilingi WV—Wbeeling Ohio Co.. IIS 
fl RWY 3, Arndt. 17 

B • • • Effective fanvary 25, tmS 
B Huntsville. AL—HuntsvilW^Mndison Co 
B Apt-Carl T {ones Fid. US RWY 16R. 

B AmdL 10 

B HuntfviUe, AL—Huntville-Madiaon Co Apt— 

■ Car) T lones Fid. ILS RWY 36U Arndt. 3 
B 1^ FAA published an Amendment In 
B Bucket No. 24429. Arndt. No. 1286 to Part 07 
B iHc Fodoral Aviation Regulations |VOL SO 
H FR No. 14 Poge 2777; dated |anuary 22,196S) 
H wider section 97.29 effective February 14. 

■ 1965. which if hereby amended as fuilowa: 

B Houston. West Houston Ukcflde. MLS STOL 

■ RWY 15. Orig., U hereby cancelled. 

B 5. By amending § 97.31 RADAR SfAPS 
B identified as follows: 

B * • * Effective March 28, 1985 

B Rochester. NY—Rochestor-Monroe County. 

■ RADAR-i. Arndt. 13 

■ • • " Effective January 25,1985 

B Honfivilla, AL—Huntsville’Madison Co 
B Apt—CfrI T lonet Fid. RADAR-1, Arndt 5 

fl 6, By amending $ 97S3 R.NAV SIAPs 
I Uentified as follows: 

B * * * Effective April 11,1985 

B Amarillo. TX—Tredewind. RNAV RWY 35. 

H AmdL 7 

B ’ * • Effective March 28,1985 
B Wetumpka, AL—Wetumpka Muni. RNAV 

■ RWY 27, AmdL 1. Cancelled 

■ ftifralo. NY-Greater Buffalo InU. RNAV 

■ RWY 31. Arndt. 5 

■ Culpeper. VA—Culpeper County T. 1. Martin 

■ Field. RNAV RWY 22, Orig. 

B 307. 313(a). 801. and 1110. Federal 

■ Aviation Act of 1958 (49 US.C. 1348.13S4(a). 
B * and 1510); 49 U.S.C 106(g) (Revised. 

■ JXb. L 97-44a lanuary 12,1983); and 14 CFR 
fl »h49(b)(3)) 

B ^'^••^^The FAA has determined that this 
fl *^3 involves on established body 

B regulations for which frequent 

B fnutine amendments are necessary to 


keep them operationally current. It, 
thertrfom—(1) is not a "major rule" under 
Ej^ecutive Order 12291; (2) is not a 
"significant rule" undcir DOl' Regulatory 
Policies and Procedures (44 FR 11034; 
February 28.1979); and (3) does not warrant 
preparation of a regulatory evaluation as the 
snildpatcd impact Is so minimal. For the 
same reason, the FAA certifies that this 
amendment will not have a significant 
economic impact on a substantial number of 
small entities under the criteria of the 
Regulatory Flexibility Act. 

Note.—The incorporation by reference in 
the preceding document was approved by the 
Director of the Federal Register on December 
31,1960, and reapproved as of January 1. 

1982. 

Issued in W'ashington. D.C on February 8. 
1965. 

|uhn S. Kem. 

Acting Director of Flight Operations, 

(FR Doc. 85-4260 Filed 2-20-85; 8:45 am) 
aitUNQ coot 4St0-fS4l 


Office of the Secretary 

14 CFR Part 385 

[Docket No. 42745; Arndt No. 1) 

Assignment of Certain Aviation 
Economic Functions; Correction 

agency: Department of Transportation 
(DOT). Office of Ihe Secretary (OST). 
action: Final rule; correction. 

summary: On December 31.1984. the 
Department of Transportation reissued 
in a new form the Civil Aeronautics 
Board rules dealing with the delegation 
of numerous discretionary^ authorities 
needed to carry out titles IV and X of 
the Federal Aviation Act of 1958. as 
amended, and related statutes (49 FR 
50984. December 31.1904). This 
document corrects minor editorial errors 
and adds one new subsection to reflect 
a delegation adopted by the Civil 
Aeronautics Board on December 21, 

1984. but published on January 2,1085 
(50 FR 22). that should have been 
incorporated into the rules issued by the 
Department on December 31.1984. 
EFFECTIVE DATE: These corrections will 
be effective March 13.1985. Interested 
persons may avail themselves of the 
procedures set forth in Subpart C of 14 
CFR Part 385 if they desire to petition for 
review of this action. 

FOR FURTHER INFORMATION CONTACT: 
Warren Dean. Assistant General 
Counsel for International Law (202) 428- 
2972, or Vance Fort Director, Special 
Programs. Office of the Assistant 
Secretary for Policy and International 
Affairs (202) 428-4341, Department of 
Transportation, 400 Seventh St, SW., 
Washington. D.C. 20590. (The latter 


phone number listed corrects the 
number onginally listed at 49 VR 50984. 
December 31,1904.) 

SUPPLEMENTARY INFORMATION: The 
changes listed below correct Part 385. as 
published at 49 FR 50964. December 31. 
1984. The changes fall into several 
categories. The first involves 
typographical errors. The second 
includes changes to reflect the takeover 
of CAB functions by the Department, 
and changes to make the document 
consistent with a definition contained in 
{ 385.1. Finally, two subsections are 
being deleted since they refer to 
procedures that no longer exist, another 
subsection is being added to incorporate 
a delegation adopted by the Civil 
Aeronautics Board on December 21. 

1984. but published in the Federal 
Register after the Department's 
publication of the reissued Part 385, and 
in one instance the term "Reviewing 
Official" is being replaced with 
"Secretary" to correct an error. 

Concurrently with the reissuance of 
Part 385, the Department issued an 
amendment to 49 CFR Part 1 to delegate 
transferring CAB functions to 
Secretarial officers within DOT (49 FR 
50994. December 31.1984.) With respect 
to a delegation contained in 49 CFR 
1.56(i)(l). one point deserves 
clarification. Under ( 1.56(i)(l}, the 
Assistant Secretary for Policy and 
International Affairs is delegated 
authority, among other things, to 
determine the economic fitness of 
carriers under 49 U.S.C. 1389. The 
limitation on the Assistant Secretary's 
authority contained in § 1.56(i](l] only 
applies to decisions and 
recommendations under 49 U.S.C 1389 
made by the Director, Office of Essential 
Air Service. An amendment to clarify 
this point does not appear to be 
necessary. However, if confusion 
results, 49 (^FR 1.56(i)(l) may be 
amended at a later date. 

Regulatory Evaluation 

This rule has been evaluated under 
Executive Order 12291, "Federal 
Regulation," dated February 17,1981, 
and the Department of Transportation's 
Regulatory Policies and Procedures, 
dated February 28,1979. The rule is not 
considered to be "major** as defined by 
E.0.12291 because it will not have an 
annual effect on ihe economy of SlOO 
million or more: it will not cause a major 
increase in costs or prices for 
consumers, individual industries, 
government agencies or regions, and it 
will not have a significant adverse effect 
on competition, or any other aspect of 
the economy. The economic impact is 
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judged to be so minimal as not to 
warrant a full regulatory evaluation. 

Since this amendment relates to 
Departmental management, procedures, 
and practice, notice and comment on it 
are unnecessary and it may be made 
effective in fewer than 30 days after 
publication in the Federal Roaster. 

List of Subjects in 14 CFR Part 385 

Organization and functions 
(government agencies). 

(Fedtsral AvUtkui Act of 1958, as amended 
(49 U.S.C 1301 et seq.): Airline Ooregulatioa 
Act of 1978 (Pub. L 9&-504. October 24.1976). 
Civil Aeronautics Board Sunset Act of 1964 
(Pub. L 98-443. October 4.1964): 49 U.S C 
SubliUe 1: and 14 CFR 385.19) 

PART 38S—(AMENDED) 

Corrections 

Accordingly. 14 CFR Part 385 (49 FR 
50964. December 31.1984) is corrected 
as set forth below: 

{385.3 (Amended) 

1. By adding an V to the word 
'^determination*^ in the third sentence of 
S 38S.3. 

{365.4 (Amended) 

2. By replacing the words **Re\iewing 
Official** with the word ''Secretary** in 
the third sentence of { 385.4. 

{385.13 (Amended) 

3. By removing { 385.13(k) and 
marking it "(Reserved)**. 

4. By replacing the first word **or** 
with **on** in the third sentence of 

{ 3a5.13(m). 

{{385.13100 385.19 (Amended) 

5. By removing the words "Civil 
Aeronautics'* in the third sentence of 
{ 385.13(m)« in the first sentence of 

{ 385.13(v), in the second sentence of 
{ 385.13(qq)(3). and in the first sentence 
of { 385.19(a)(3). 

{385.13 (Amended) 

6. By rep)acing the paragraph 
designation "(x)" with "(ss)** in the first 
sentence of ( 385.13(s8)(3); 

{365.19 (Amended] 

7. By adding a period between the 
words "involved" and "Such** in 

{ 38S.19(a)(2). 

8. By removing { 385.ig(a](6); 

{385.27 (Amended) 

9. By adding a new | 38SJ27(u) which 
reads as follows: 

• • • • • 

(u) Grant or deny requests for 
individual air carrier fiimncial data in 
accordance with the limitations on the 
availability of these data contair>ed in 


paragraph (d) of the reporting 
instructions for schedule F-L which are 
contained in { 298.82 of this chapter. 

{365.28 (Amended] 

10. By replacing the word "Board" 
with •’DOT* in the first sentence of 
{ 385.28(a). 

11. By replacing the acronym ‘CAB** 
with "DOT* in the first sentence of 

{ 385.28(c). 

{385.54 (Amended) 

12. By replacing the words "motion if 
two or more Boa^ Members so desire. 
The Board" with "motion. The 
Reviewing official" in the first and 
second sentence of ( 385.S4(b). 

Issued in Washington. O.C. on February 15, 
1965. 

|im |. Marquez. 

General CouMet, Department of 
Transportation. 

[FR Doc. 65-4310 Filed 2^20-65: 845 am) 
BILUNO COOC 4ef0-il-ll 


DEPARTMENT OF COMMERCE 

International Trade Adfnkilatration 

DEPARTMENT OF THE INTERIOR 

Office of Terrttodal and International 
Affairs 

15 CFR Part 303 
IDockat No. 40320-5004) 

Limit on Duty-Free Insular Watchaa in 
Calendar Year 1985 

AOSHCv: Import Administration. 
Internationa) Trade Administration, 
Department of Commerce: Office of 
Territorial and International Affairs. 
Department of the Interior. 
action: Pinal rule. 

summary: This document establishes 
the quantity of watches and watch 
movements which may be entered free 
of duty into the U.S. customs territory 
during calendar year 1985 from the 
insular possessions of the United States 
(the Virgin Islands. Guam, and 
American Samoa) pursuant to Pub. L 
97-446w and makes other minor 
amendments. 

EFFECTIVI DATE: March 25.1985. 

FOR FURTHER INFORMATION CONTACT: 
Prank Creel. (202) 377-1680 
SUPPLEMENTARV INFORMATION: In the 
Federal Register of November 8,1964 (49 
FR 44651) we proposed a 1985 limit of 
5.000,000 units, with the respective 
territorial shares as shown in (he 
following table: 


Virgin liinnds.. 

Guom....».. 

American Samoa., 


-3.5oaooo 

1.000.000 1 
...... 500.000 


We also proposed other minor 
amendments of the regulations. 

We invited comments from the public 
on these proposals. The only 
commenter. an insular watch producer 
in the Virgin Islands, informed us that it 
expected to expand its production in 
1985. It reported its understanding that 
there would be further expansion on the 
part of other insular watch 
manufacturers. The comment supports 
our proposal to increase the territorial 
share of the Virgin Islands. 

This action is taken under authority of 
Pub. L 97-448 and in compliance with 
Executive Order 12291. 


List of Subjects in 15 CFR Port 303 


Imports, Customs duties and 
inspection. Watches and jewelry. 
Marketing quotas. Administrative 
practice and procedure. Reporting and 
recordkeeping requirements. American 
Samoa. Guam, Virgin Islands. 


PART 303-( AMENDED! 


Part 303 of Title 15 of the Code of 
Federal Regulations is amended as 
follows: 

1. Section 303.3(b) is revised to read: 


{ 303.3 Determinstlon of the total armuN 
duty-exemption. 


(b) Slandards for Determination. (1) 
Notwithstanding paragraph (b)(2) of this 
section, the limit established for any 
year may be 7,000,000 units if the limit 
established for the preceding year was a 
smaller amount 

(2) Subject to paragraph (c) of this 
section, the total annual duty-exemption 
shall not be decreased by more than 105 
of the quantity established for the 
preceding calendar year, or fnereased. if 
the resultant total is larger than 
7,000,000. by more than 20% of the 
quantity established for the calendar 
year immediately preceding. 


2. Section 303.4(b)(1) is revised to 
read: 


{ 303.4 Determination of territorial 
distribution. 


(b) Standards for Determination—[\) 
Limitations. A territorial share may nol 
be reduced by more than 506,000 units in 
any calendar year. No territorial share 
shall be less than 500,000 units. 
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}. The following new paragraph (e] is 
tdded to i 303.14: 

{303.14 ABocation (actors and 
nlscensneous provtalona. 

• a • • a 

(e) Territorial shares. The shares of 
the total duty exemption are 3.500,000 
lor the Virgin Islands. 1.000.000 for 
Guam, and 500,000 for American Samoa, 

(Pub. L 97-446; 96 Slat. 2320 (19 U.S.C 1202)) 
Dated: February 14,1965. 
lobn L Evans, 

Ikputy to the Deputy Assistant Secretary for 
Import Administration. 
lidiard T. Montoya, 

Assistant Secretary for Territorial and 
htrmatkmat Affairs. 
irR Doc. 85-4246 Tiled 2-20-65; 8:45 am| 
mma coot ssts-os^M. 4ats>io-ii 


SECURITIES AND EXCHANGE 
COMMISSION 

17CFR Part200 

IRfitase No. 34-21756) 

Delegation of Authority to the Director 
of the Division of Market Regulation 

aocncy: Securities and Exchange 
Ci>m mission* 
action: Final rule. 

SUMMARY: The Commission is amending 
its rules governing delegation of 
authority in order to allow the Director 
of the Division of Market Regulation to 
review, publish notice of. and where 
Appropriate, approve, proposed self- 
regulatory organization (**SRO*') plans, 
«nd plan amendments for the 
abbreviated reporting of minor 
infractions (sanctions not exceeding 
SISOO), 

CFFEcrnra date: February 21,1985. 

FOR FURTHER INFORMATION CONTACr. 
Pam Konieezka. Esq.., Division of Market 
Regulation, (202) 272-2855. 
aofpumentary information: The 
^curiliet and Exchange Commission 
("Commission**) today announced the 
amendment, effective upon publication 
in the Federal Register, of its rules under 
ihe Securities Exchange Act of 1934 
("Act*’) (15 U.S.C 78a et seq. as 
Amended) governing delegation of 
authority to the Director of the Division 
« Market Regulation (17 CFR 200.30-3). 
ine amendment authorizes the Director 
of (he Division of Market Regulation to 
f*vlew. publish notice of, and where 
Appropriate, approve plans and 
Amendments to plans for abbreviated 
furling of minor infractions submitted 
ny *clf*regulatory organizations 


pursuant to section 19(d)(1), of the Act 
and Rule 19d-l(c). 

Discussion 

Rule 19d-l. which was adopted 
pursuant to Section 19(d)(1) of the Act. 
requires SROs to report to the 
Commission notice of final disciplinary 
actions, and prescribes the content of 
such notices. Paragraph (c)(2) of Rule 
19d-l, however, as adopted effective 
June 8.1984 (Securities Exchange Act 
Release No. 21013 (June 1,1984); 49 FR 
23828 (June 8,1984)], permits SROs to 
submit for Commission approval plans 
and plan amendments specifying 
uncontested minor rule violations 
(sanctions not exceeding $2,500) which 
would either be exempt from Rule 19d- 
l*s current rejKirting requirements or 
subject to reduced, periodic reporting to 
the Commission, 

In adopting amendments to Rule 19d- 
1 the Commission noted that separate 
detailed reports of uncontested minor 
rule violations impose administrative 
burdens on both the SROs and the 
Commission yet are of limited value for 
purposes of the Commis8ion*s oversight 
of enforcement and disciplinary 
activities of SROs. The Commission 
believes that review and action on plans 
for the abbreviated reporting of 
ostensibly administrative, minor 
operational and reporting violations 
generally would not raise significant 
policy issues. Moreover, their review by 
the Commission would result in 
additional delays and expenditures of 
time and resources by the Commission 
and its staff. Therefore, the Commission 
believes it appropriate to delegate to the 
Director of the Division of Market 
Regulation the authority to review, 
publish notice of, and where 
appropriate, approve SRO plans 
specifying uncontested minor rule 
violations (sanctions not exceeding 
$2,500) which would either be exempt 
from Rule 19d-l's current reporting 
requirements or subject to abbreviated 
reporting to the SEC. 

The Commission finds that there will 
be no burden on competition imposed 
by the amendment not necessary or 
appropriate in furtherance of the Act. 
Furthermore, the Commission finds that 
the foregoing action relates solely to 
agency management and personnel, and 
accordingly, that notice and prior 
publication for comment under the 
Administrative Procedure Act (5 U.S.C. 
553) are not necessary. *rhi8 action, 
taken pursuant to 15 U.S.C 78d-l, as 
amended, becomes effective February 
21,1985. 


List of Subjects In 17 CFR Part 200 

Administrative practice and 
procedures. Freedom of information. 
Privacy, Securities. 

Text of Amendment 

The Securities and Exchange 
Commission, pursuant to (he Act, and 
particularly sections 2,19 and 23 thereof 
(15 U.S.C. 788. 788 and 76w). and the 
Delegation of Functions Act^ 15 U.S.C 
78d-l, hereby adopts an amendment to 
§ 200.30-3(a), 

The Commission hereby amends 
paragraph (a) of } 200.30^ of Title 17, 
Chapter 11 by adding new paragraph 
(a)(44) to read as follows: 

PART 20a-ORGANIZAnON: 
CONDUCT AND ETHICS; 
INFORMATION AND REQUESTS 

{ 200.30-3 Delegation of Authority to 
Director of Division of Market Regulation. 

• • • • • 

(a) • • • 

(44) To review, publish notice of, and 
where appropriate, approve plans, and 
amendments to plans, submitted by self- 
regulatory organizations pursuant to 
Rule 19d-l(c) under the Act ($ 240.19d- 
1(c)]. 

By (he Commitiioa. 

|ohn Wheeler. 

Secretary. 

February 13,1985. 

(FR Doc. 85-1292 Filed 2-20-65; 8:45 am) 
aiULINO COOC M1»4>Mi 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 180 

IPP 4F3018/R733; FRL-2761-5J 

Pesticide Programs; Tolerances snd 
Exemptions From Tolerances for 
Pesticide Chemicals In or on Raw 
Agricultural Commodities; Permethrin 

AGENCY: Environmental Protection 
Agency (EPA), 

action: Final rule. 

summary: This rule established 
tolerances for the combined residues of 
the insecticide permethrin and its 
motabolites in or on leafy vegetables 
(except Brassica). The regulation to 
establish maximum permissible levels 
for the combined residues or permethrin 
was requested pursuant to a petition by 
ICl Americas, Inc. 

EFFECTIVE DATE: Effective on February 
21,1985. 
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AODfiESS: Written objections may be 
submitted to the: Hearing Clerk (A-llO), 
Environmental Protection Agency, Rm. 
3708. 401 M St.. SW.. Washington. D.C. 
20460. 

FOU FURTHER INFORMATION CONTACT: 

By mail: Timothy Gardner, Product 
Manager (PM) 17, Registration 
Division (TS-767C). Office of Pesticide 
Programs, Environmental Protection 
Agency, 401 M St.. SW., Washington. 
D.C. 20460. 

Office location and telephone number 
Rm. 207, CM #2.1921 Jefferson Davis 
Highway, Arlington, VA 22202, (703- 
557-2690). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice published in the Federal 
Renter of May 23,1984 (49 FR 21795), 
which announced that ICl Americas. 

Inc., Agricultural Chemical Division. 
ConcoH Pike and New Murphy Rd., 
Wilmington, DE19097, had submitted 
pesticide petition 4F3018 to EPA 
proposing that 40 CFR 180.378 be 
amended by establishing a tolerance for 
the combined residues of the insecticide 
permethrin (3- 

phenoxypheny l)mcthy l( 4^ )‘CiA </Yzn5>3- 
(2.2-dichloroethenyl)-2,2- 
dimethyIcyclopropanecarboxylate, and 
its metabolites ( )-c/s,/a7/is-3-(2,2- 
dich]oroethenyl)-2,2> 
dimethycyclopropane carboxylic acid 
(DCVA) and (3-phenoxyphenyl) 
methanol (3*raA) in or on all raw 
agricultural commodities of the leafy 
vegetables (except Brossica) group at 20 
parts per million. 

Thcrre were no comments received in 
response to the notice of filing. 

The data submitted in the petition and 
other relevant material have been 
evaluated. The toxicological data 
considered in support of the tolerances 
have been discussed in detail in the 
Federal Register of October 13,1984 (47 
FR 45008), and the same toxicological 
concerns apply without revision to the 
newly listed commodities. 

Granting these tolerances will 
increase the theoretical maximum 
residue contribution from 1.2282 to 
1.3529 milligrams per day (mg/day). The 
percentage of the acceptable daily 
intake used will increase from 40.94 to 
45.10 percent. 

The metabolism of permethrin is 
adequately understood, and an 
adequate analytical method, gas-liquid 
chromatography with an electron 
capture detector, is available for 
enforcement purposes. No actions are 
pending against continued registration 
of permethrin. nor are any other 
considerations involved in establishing 
the tolerances. 


Since there will be a label restriction 
of no feeding of crop refuse to livestock 
and not to graze treated areas, there will 
be no problem of secondary residues in 
milk, meat, or meat byproducts from 
dairy animals or animals being finished 
for slaughter. As the leafy vegetables 
(except Bross/ca) group is not a poultry 
feed item, there will be no problem of 
secondary residues in eggs or poultry 
tissues. 

Even if the subject crop was to be fed 
to livestock or poultry, the established 
meat, milk, poultry, and egg tolerances 
would be adequate to cover secondary 
residues resulting from the proposed 
use. 

The pesticide is considered useful for 
the purpose for which the tolerances are 
sought. It is concluded that the 
tolerances will protect the public health 
and are established as set forth below. 

Any person adversely affected by this 
regulation may. within 30 days after 
publication of this notice in the Federal 
Register, file written objections with the 
Hearing Clerk, at the address given 
above. Such objections should specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 96- 
354. 94 Slat 1164, 5 U.S,C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities, A certification 
statement to this effect was published in 
the Federal Register of May 4.1981 (46 
FR 24950). 

(Sec. 408(e). 68 Stat 614 (21 U.S.C 34a«(e))) 
list of Subjects In 40 CFR Part 180 

Administrative practice and 
procedure. Agricultiu^l commodities, 
Pesticides and pests. 

Dated: February Sw 1065. 

Sumo H. Shennao. 

Acting Director, Off tee of Pesticide Programs. 

PART 180—lAMENDEO] 

Therefore. 40 CFR 180.378(b) is 
amended by adding, and alphabetically 


inserting, the following raw agricultural 
commodities, to read as follows: 

{ 180.378 PermettMin; tolerances for 
retiduea. 

• ft • • • 

(b) • • • 


CoMwiodrtiM 

MBqr 

• • a • 

. 

2QS 

• • • • 

• 

[FR Doc. 85-4231 Plied 2-20-BS; 8:45 un| 

SiLimO COOC Meo-M-N 



40 CFR Part 180 


Pesticide Programs; Tolerances and 
Exemptions From Tolerances for 
Pesticide Chemicals In or on Raw 
Agricultural Commodities; 
Cypermethrln 

IPP 2F2e23/R740; FRL-2781-41 

AGENCY: Environmental Protection 
Agency (EPA). 

action: Final rule; extension of 
tolerance, 

summary: This rule extends tolerances 
for the residues of the synthetic 
pyrethroid insecticide cypermelhrin in 
or on certain raw agricultural 
commodities. This regulation to extend 
the maximum permissible level for 
residues of cypermethrin in or on these 
commodities was requested by ICl 
Americas. Inc. 

EFFECTIVE DATE: Effective on Februar)' 
21.1985. 

ADDRESS: Written objections, identified 
by the document control number (PP 
2F2623/R740]. may be submitted to the: 
Hearing Clerk (A-110). Environmental 
Protection Agency. Rm. 3708,401 M St, 
SW.. Washington, D.C 20400. 

FOR FURTHER INFORMATION CONTACT; 
Timothy A. Gardner, Product Manager 
(PM) 17, Registration Division (T^ 
767C), Environmental Protection 
Agency, 401 M SU SW., Washington. 
D C. 20460. 

Office location and telephone number 
Rm. 207, CM #2,1921 lefferson Davis 
Highway. Arlington. VA 2220Z (703- 
557-2890). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice, published in the Federal 
Register of February 24.1982 (47 FR 
8067). which announced that ICl 
Americas, Inc., Concord Pike and New 
Murphy Rd.. Wilmington. DE 19897. had 
submitted pesticide petition 2F2623 to 
EPA proposing that 40 CFR Part 180 be 
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amended by establishing a tolerance for 
residues of the insecticide cypermcthrin 
|( ±)o/pAo-cyano-(3- 
phenoxyphcnyl)methyl( ± )-ci$Jtx]ns-3- 
[2.2*dichloroethenyl)-2.2- 
dimethylcyclopropane-carboxylate) in 
or on the raw agricultural commodities 
cottonseed at 0.5 part per million (ppm): 
meat. fat. and meat byproducts of cattle, 
goats, hogs, horses, and sheep at 0.05 
ppm: and milk at 0.05 ppm. 

There were no comments received in 
response to the notice of Bting. 

The Agency published in the Federal 
Register of June 15.1964. a notice 
announcing its decision to establish a 
tolerance for residues of cypermethrin 
on cottonseed: meat. fat. and meat 
byproducts of cattle, goals, hogs, horses, 
and sheep: and milk for a period 
extending to December 31.1985, to cover 
residues existing from the conditional 
registration of cypermethrin. Based on 
additional information received in 
responsB to the June 15.1984 notice, the 
Agency extended the conditional 
registration ^ cypermethrin to 
December 1.1986 (see 50 FR 1112; 
lanuary 9.1985). Therefore, the Agency 
is extending the tolerances for 
cypermethrin for the period extending to 
December 1.1987. and the tolerance may 
be made permanent if registration is 
continued based on information 
received in 1986. 

The data submitted in the petition and 
other relevant material have been 
evaluated. The toxicological data 
considered in support of the tolerances, 
as well as the risks of cypermethrin, are 
discussed in related documents, 
published in theTederal Register of June 
15.1984 (49 FR 24864) and January 9, 

1985 (50 FR 1112). 

A full review of the data indicates 
that although c>i)ermethrin is oncogenic 
in female mice, the risks would be 
extremely small from the proposed use 
of cypermethrin on cotton. The l-year 
pro-rated dietary risk, based on the 
Highly conservative assumption that all 
units of those conunodities would bear 
residues at the proposed tolerance 
levels, is estimated to be 1.4x10'*’. 
Actual residues in meat and milk are 
expected to be less than the tolerances 
of 0.05 ppm. 

Based on a 1-year dog feeding study 
with a ruMibscrx’ed-effect level (NOEL) 
of 1.0 mg/kg/day ’ for nononcogenic 
effects and using a safety factor of 100. 
the acceptable daily intake (ADI) has 
bwn calculated to be 0.01 n^kg/day 
with a maximum permissible intake 


* Thf Agency u«»d lh« l-year dog feeding tludy 
NOEL to MtAblnli Iht ADI itnee lb« dog wai Ihv 
•riuitwt ipecict letted. i.t.. gave the lowest 
NOKL 


(MPl) of 0.6 mg/kg/day for a 60-kg 
person. The tolerances represent a 
theoretical maximal residue contribution 
(TMRC) of 0.0307 mg/kg/day in a 1.5 kg 
diet and represent 5.12 percent of the 
MPl. 

There are no regulatory actions 
pending against the registration of 
cypermethrin. The metabolism of 
cypermethrin in plants and animals is 
adequately understood for purposes of 
the tolerances set forth below. An 
analytical method using electron capture 
gas-liquid chromatography is available 
for enforcement purposes. 

Based on the above information, the 
Agency has determined that extending 
the tolerances for residues of the 
pesticide in or on the commodities will 
protect the public health. Therefore, as 
set forth below, the tolerances are 
extended to December 31.1987, to cover 
residues existing from this continuing 
conditional registration of cypermethrin. 

Any person adversely affected by this 
regulation may, within 30 days after 
publication of this document in the 
Federal Register, file written objections 
with the Hearing Clerk, at the address 
given above. Such obiections should 
specify the provisions of the regulation 
deemed objectionable and the grounds 
for the objections. If a hearing is 
requested, the objections must stale the 
issues for the hearing and the grounds 
for the objections. A hearing will be 
granted if the objections are supported 
by grounds legally sufficient to Justify 
the relief sought. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 96- 
534. 94 Slat 1164. 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4.1981 (46 
FR 24950). 

(Sec. 40e(d)(2). 68 Stat 512 (21 U.S.C. 
346a(d)(2))) 

List of Subjects in 40 CFR Part 180 

Administrative practice procedure. 
Agricultural commodities. Pesticides 
and pests. 


Dated: Febmory 7.1965. 

Susan H. Shaimasi. 

Acting Director, Office of Pesticide Progrome, 

PART 180-{AMENDEO| 

§180.414 lAmendedI 
Therefore. § 180,418 Cypermethrin: 
tolerances for residues is amended by 
extending the effective date of 
December 31,1985, to December 31. 
1987. 

(FR Doc 85-4232 Filed 2^-20-85; 8:45 sm) 
SILLIMO COM tSaS-MMI 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 67 

National Flood Insurance Program; 
Final Flood Elevation Determinations 

AGENCY; Federal Emergency 
Management Agency. 
action: Final rule. 

summary: Final base (lOO-yeor) flood 
elevations are finalized for the 
communities listed below. 

The base (100-year) Rood elevations 
are the basis for the flood plain 
management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 

EFFECTIVE DATE: The date of issuance of 
the Flood Insurance Rate Map (FIRM] 
showing base (100-year) flood 
elevations, for the community. This date 
may be obtained by contacting the office 
where the maps are available for 
inspection indicated on the table below. 
ADDRESSES: See table below. 

FOR FURTHER INFORMATION CONTACT: 

Mr. John L Matticks, Acting Chief. Risk 
Studies Division. Federal Insurance 
Administration. Federal Emergency 
Management Agency, Washington, D.C., 
20472 (202) 646-2787. 

SUPPLEMENTARY INFORMATION: The 
Federal Emergency Management 
Agency gives notice of the final 
determinations of flood elevations for 
each community listed. Proposed base 
flood elevations or proposed modified 
base flood elevations have been 
published in the Federal Register for 
each community listed. 

This final rule is issued in accordance 
with Section 110 of the Flood Disaster 
Protection Act of 1966 (Title XUl of the 
Housing and Urban Development Act of 
1968 (Pub. L 90-448)), 42 U.S.C 4001- 
4128, and 44 CFR Part 67. An 












7174 


Federal Register / Vol. 50. No. 35 / Thursday. February 21. 1985 / Rules and Regulations 


opportunity for the community or 
individuals to appeal proposed 
determination to or through the 
community for a period of ninety (90) 
days has been provided. 

The Agency has developed criteria for 
flood plain management in floodprono 
areas In accordance with 44 CFR Part 
60. 

Pursuant to the provisions of 5 U.S,C. 
605(b), the Federal Insurance 
Administrator, to whom authority has 
been delegated by the Director, Federal 
Emergency Management Agency, hereby 
certifies for reasons set out In the 
proposed rule that the Anal flood 
elevation determinations, if 
promulgated, will not have a signiflcunt 
economic impact on a substantial 
number of small entities. Also, this rule 
is not a major rule under terms of 
Executive Order 1229. so no regulatory 
analyses have been prepared. It does 
not involve any collection of information 
for purposes of the Paperwork 
Reduction Act. 

List of Subjects in 41 CFR Part 67 

Flood insurance, Flood plains. 

Interested lessees and owners of real 
property are encouraged to review the 
proof Flood Insurance Study and Flood 
Insurance Rate Map available at the 
address cited below for each 
community. 

The base (100-year) flood elevations 
are finalized in the communities listed 
below. Elevations at selected locations 
in each community are shown. No 
appeal was made during the OO^ay 
period and the proposed base flood 
elevations hove not been changed. 
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Sanaa Rcoa Oaofc 20 laol upalroam Mi ma 
oaniar of Mdaor BoMmO ., .. 

About 1.900 laal ipiMm of mourn . . . 

NomOwOk 

SanCi Root Qodt Sipm Rbor JQ laol upacrawn 


About 7.000 laal dowmMm of Oonrif __ 

Juat dowmairaam of Conrad __ 

Tdd Rood TnMmr 20 loat upiMoi M mo 
cMiflt 0 # u•aa^ig^ Siraal . 

•J2Q 

£aar fork Nom aoM: 

Aim ipatran of imarMaM ao —.-.. 

Tdd flood £sd fortu A| oonMnoa 

aam TalM Rood Timulary. 

•S36 

•36 

•167 

•11 

•15 

About S.000 laM upaMn of Qom R^ad ^ . 
£od fed. Awna Chia* Tnbdur 

R'Rpo' OM: SO loat upaPaam Mi ma oomar of 

Udalgo Avanua.^....... 

Cottd Coofon Omk At OCy of Arroyo Granda 

oorporaia lanoa.. ____ 

PoGmeOemn: 

OnC Sooac. 300 loaf ooumMi of MraocOon 
«<m Ooaon aoiMord ... 

About SjQOOlaMdoafnaMmolAamay Rood. . 

About 400 Mat doamtMm of UB^ RoulaO _ 

Aim dcmnaMm of imarMBM 60 . . ... 

AimSdnoQook 

About 24 mioa doamatraam of Ulnooia Road-- 

AboM 2400 faM upiMm of imarMMa 80 _ 

Gocoobony Crook: 

Arat norm of oonAuonoa vOh Hoiwd Cmiyon 
OaaA al Uomana Ot Oe Sioia P»% ^ 
Mapa avialiH lor mpaac6on al Coumy 
naar*! Ofioa, Couniy Qouammanc. Caniar. 
Room 206. Son Uaa Obopd CoRowim. 

AjM UpaMm of OM Maaon Road ... 

Amt doumairaam d UOngokso RaaO 

Womfod Gooubmrf Otde 

About 3.100 MM doumairaam of Sady Road _ 

Abrul Z600 MM upfMm of MrMaM 55..^ _ 

Oojfgool Odcd 



AjM ipMToam of Argtoum Road_ 



Aiai dpfiaauam nf Rtnan—y An*ff 

NofctdiM (loomK Oolli CoMOty. ruu>642l 
M)rm fotk Gemapn R%«r 40 laol downatra^ 
morn camacina of SM M^mray 92 _ 

•W16 

vrmsw PQr rapvcvon si w ouKinQ. 
PMnnmg and Zoning CMoa, Gnmdy Ooimty 
Cotflhouai. Ill E. Waafunglorv Moma. MnoM. 

Mapa moiiOli lor Iwapacdoii al WorM 

Oaparmwm. B and Main. Hoit«uad Coloradd 

Oufoy ComOy (unlncorporaHad araoa). FCMA- 

662S 

Uncondongm fhmr 

Al ma oamar at Pa 

IOWA 

•6086 

•7.066 

•7.4S7 

• 1 

City of WaMrfoo, BMei Ha«R County fOochaf 
No.miA-R63S) 

CaoBr Rwr 

About 1 75 miaa doonalraam of Mnoia OamrM 
Qui naifoad ______ 

wy CW —- .. 

SO laal downalraom Mi ma Camar of Ponar 
Lm 

About 215 nmaa upaMm of oooBuanoa of 
Sbaam Nd IS __... 

Al ma oonMneo of CorOoil C^idk M tfm 

UnoompMigra Root-. 

1SO0 laat mod d ma imariacM of CuOar 

no Alta 

StnUCtook 

About 060 MM doumMraam of STMtAa Road__ 

About 2.650 Mot UpaMm of Hammond 
Avanua . ... 

mm u 9. rv^nMoy ooo --... 

iMcomgohgro f¥m Woat Arm Al ma eoRMoo 
of PaR CMcIi and Om Unoompafv* Rrvar Waal 

Aim. 

OcoaroodB OoMt 

Mourn at Cadw Rumt 

•7.191 

Aim UpaMm of CMcago. Rode Mland and 

Mapa airaOabla lor tnapacM ai Spaool AaOM- 
anri OfM. 54l 4m SPaot daay. CoMdd 

Ouray (olCyX Ouray County. PEMA-6625 
UnoodptOgfo Rnmr 

A] ma ooniuanoa d Bndofmi Cmao «id mo 

Unoompohgra RRor __ _ 

SO Hm UpaMm Mi 6ia cantar of Sovanm 
Avomia .. .. 

PaoMe RaBoad ... 

•7.626 

•7.710 

•7.750 

About 120 MM upaaaam of Hammond Amnua . 

HfciupT Crook 

AjM upairaaiA of ctotum Mnjctura _ _ __ 

Ami downatraam of tBno« CamrM GMI RaMd 
(about 1 SOO MM tpfMm of cMaua iauc> 

tiMa) _____ _ _ 

About 200 Mat upaMm of RnoM CamrM Gud 
RoMd labout 1400 MM upaMm of do- 
•ura atruclura) ... 

SO laol UpaMm Ml mo oomat of Ooii SMC. 
Mapa auaiaPli loc inapaccion at C% HML S20 
6m Auamid Ouray. C<^odo 

About 100 MM doumaMm d lafayas SbaM 

AjM UpaMm of LaFayad SMC .... 


At comManea of Mayumod Branen 


Monwcod Bunch 

At oonduanca mm Bkmara Crook . 

JuM uoMmarn nl UrnmmM SirMt 

lUJNOIt 


(DecOal Mol FUfA>662S) 

£^mPanoa Rwar 

About 17 miao domaraom of oonMnoa d 
MudOtfOam 

•51S 

•564 

Rpaam OooH (tpaMm of Mo/mood RancAi 

At oonduanca lum Mayuood Branch _ 

Ami upaaaam of Naumi StraM -..._ 

VkdtnOook 

JuMupaamamofCMvartMt- . . 

About 067 mit upairaam of EaM OomM Sbaai. 
WolfM Qook Tnbdorr 

About 1400 MM doanataam of EaM Aatna 

Mpbawy ....... 

AboiA 100 MM UpaMm of Bg Roed Road _ 

Abo»4 SjO miaa upaPaom of Coumy Roum 6 „ 
Mapa iMabla for mopodlon at mo County 
OaR't OfM. Ojmburiand County Coumeuao. 
Toiodo. NMa. 
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roipix 

m M 


8oufC9 of ftoodi^ ond tocooofv 


oround 

lK)n 


1 —town, iMOa (raiA 

OocMf Na MMI 


AlMindc ODMff 

Shorwtnm i Moot»r> Sl toH ( i f »<d9 d | 
s^orvtno 1000 fMi oouiNivmi of mm ip of 

LMmIW- - -— 

Shonino tf Blinov 8lr«ot fortondM.. 

>io»1no m O iBDup w Ppwt — . 

Mops otrPlobfo lor imptrtHo at «io Tomi M- 
fwwaolraooo B m diog. iwpiripocoo. MoMOCho- 
tono 


•10 

•» 

•20 

•15 


Sood corwoxOo to Hoootobfo Co^ry Groonbouni, 
Cboomon of wm Board of S ilo cH ai n for lha 
Iowa af Siwampacoft. Tonm AtPnaaaaraion 
Buil(5ng, Swrarnp a oofl Mamctti.iaam 


Trara, taam Bafnafabia Coaniy (FEMA Dadtaf 
No. MM) 


AMriar Qp aarr 

Sharairo al TfurO’f^npfincaiOMi ootporaia lamia ^ 
Shacaina m Coaal Guard Road iactandad) ..—. 


Shorabna approalraeUfy 1.5 miaa aowdt of 

LonQnooit Road (OKiandacO . . 

Cam^CodOar 

ShoraiTO al Trurt>*PyoMaoaioaN^ ootporaia BHMa> 
S horafcna ai Qraaf Hodoa Road (aataadad) ^ ^ 


i Way I 

Bhoiaana al RoBng Mda Road I 


maat Otfkia. Tnao Toam Hal, Trura Maaaa- 
ch ua at ta 


Cl^rtar ToamaMp af Oaorpalearv Ottawa 
County fDacfcat Na. PEMA-MMI 
Qmndfbmr 

About tf miaa downairaam of corWuanea of 

loadop-Comalocfi Oram ... 

About 1.500 foot Mpaaaam oaunly boundary 
(1,100 laal Lpairaam of co n iaa n oa of Ruan 

Ctaali - 

RuahOmk 

Hmodrn - 

JmI doam ab aa m of Chaaaia TjOlani 
BamDmn 

Al moudi ... . - .... 

About 670 laal daa m a i raara of IManar Sbaal 


About OS mia upatraam of imaralaia IM _ 

HGyMMpu ^wat 
Al mourn __ 

Al Kanowa LaM iidal ..— ...—--- 

dual uppraam of Rawa n awood Oram ... 

Jual dbamalraafn of Kanowa Avar^ .— 


About TSOfaatdoam ai raaraof 24d» Auanua^ — 

About AfS laal downatraam of 24tb Avanua - 

Jual dOwn a baa m of 28lh Avanua __ 

£aaf Branch Lecmg OantsaocH OMt 
At mouH ________ 

Jual upabaam of Nornian Onua .... - 

Mapa avadabla for biapacboo at tha Ocioa al 
Townabp Clark, CbMr Townahp of Gaoroa- 
toum. 203 Gbiucfi Sbaal Janaorr Uchpan 


• to 

•2f 

• 14 

• 15 

• ft 

• 17 
•20 
•24 


•602 


•006 

•005 

•on 

•007 

•623 

•031 

•041 

•006 

•000 

•013 

•610 

•606 

•603 

•016 

•622 

•040 

•606 

•012 


City af Oranby, Waurlan County (Oaebat Ha 
ICMA-OC20) 


ShoctOmt 

About 1.300 toot dowwairiam of oonftuanoa of 

Cdpappar Craak. .. . *1033 

About 3j000 laal upabaam of Burkngion Norw 

am Rabaad .. •i007 

OQMrpar Quat 

At moudi __ ■ 

Jual dow na ba^ Of Ccuniy l Otpta a y E ___ 

Jual upabaam of Courdy i U ftaa i B - 

Mapa m aOMta far btpaacPan at tm (3ly Had. 

GrarPy. MaaouA. 


1034 

’1000 

1074 
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Souro* of MoodK^g §no tocMion 



Map* av iO ablt for l otf o cO o n Jrt (he lafto JOdi 
%>in Off Had. 25 Oad Orrt. tad# JacUoh. 
Trsao 

aoruan^. city. San ^trlcto County (Docket Na I 

FEIAA-4S25) j 

Mbcvof Bsy Vpf<Mmalf«|r 750 le«t aAong ON i 
Orwo from (he ( n fareaclKyi of Ckff Onvo and ; 
Moom A<mnuo 

Cofput CHmi» Btr ptani a ppr ow m t ery 200 ' 
i#e( moreowd from ttw irvtarioceon of Mark- I 
ham Piaoa and Shore Drive . 

Mape ivailaMe lor inepecilon al Haa. WO ! 
Moore Avenue. PorSand, Tencei 7B374 


Richland NMa, City. Tarrant County (Oocliet | 
No. rCMA>4425) j 

Big fo99i Doalt 
tx arietraaoi of scale RcMe t?! 

Apcroidmaiaiir 2.000 leet K»aeom ol dounv 


Foeai 


upMream corpocaia bmdt 
MictayOMA. 

UpMmamot Baaer Boulevaid 
updroam corporaaa Iwieta 
Simon 

Atxyi nwMal^ 340 feet upeireem of B«o 

Oeati Levee.. . 

itpeeeam of Park Race Drive 
upMreem of Baker Boulevard 
Upfireem of Brooks Aver^ie 

Ooonairaeni of Hardety Street _ 

StrmmStr-SA 

Confluence oah Sk ee m BF-5 

Upatream of Park Ptece Onve. 

Upelreani of Baker BoiAevard 
SHiamaf-BB 

Confkmnoi earn Slreem BF-5- 

upetream of AAana Lane - . 

LV wnrtrai cf Crdee Street 
C Mo aer flkerKh 


Senam 


i. tP i ir ieiR of State HouM 121 
Doun at raefli of Bndgee Avarxia 
Ripe evailaMa for tnapoctfen at the PKtiiand 
HIN cay Has S200 Dm Oive. Fort Worvn 


Twnetreraek Canyotx ettteoe Randak County 

(Docket No. FEkU-«a2S) | 

Deg Tom M of fW9r 
At OMmsiream corporal# ianitB 
OpMieam uda of Rotierts Orhe . 

At xpatraam corporate kmas . _ 

Nape evattaMt for Inapaction ai die ktayor i 
OHce. fVMe ?, Bov 4-5 Amanka leva# 

VERiaONT 


fterKhatiar, teem, Bermlngton County (Docket | 
lao. FCIIA-M2S) 

BMwoKm 

^^paiream Nde Ol Urson Street _ 

Cor«janoe Of Watt Branch Bonen Ml 

MPMeam nde of Depot Street _ 

Dpvmatream eMe ot (XiheM Dam . . 

•‘WOrancsfl aaitnWf 

<^«nfkmnoe orlh Battan KB .. 

'^Pfkeem aida oi Dapol Street _ 

Donnatraam eat of Dam . 
ftkvnfkcoa. 

Co»Amnea Orth Batten KB .... 

^■^pa k eaw arj# of Vermont Roadroed 
UpNmam ode et Fkctiv«a Road - . - - 

^^keiraam aide of Old QMn Road ___ 

Aoprournataly 10 foal upatream Of Route 7 . 

Mpaeeam wde of Qian Hoed. .. 

•••P*«vaaakta for I n apecdon at eie Offcce of 
oewd (Xrtvai. Lonvig Adtrervetralor. Mancheslar. 


•5D5 


*506 

*506 


•532 

•534 


•sot 

•521 

•541 

•560 

•561 

•506 

•520 

•541 

•501 

•505 

*521 

•54« 

•567 

•516 

•527 

•547 


•3.417 

•3.422 

•3.427 


•661 

•661 

•TOO 

•704 

•661 

•666 

•720 

•687 

•660 

•701 

•740 

•747 

•766 


The base (100*year) Hood elevations 
are finalized in the communities listed 
below. Elevations at selected locations 
in each community are shown. Appeals 
of the proposed base flood elevations 
were received and have been resolved 
by the Agency. 


f Depth 
; mfaut 


Soured et ioodkig and location 


ground 

^EWvk^ 


1NGV0» 


( 


CAUFORWA 


Raddmg (cItyL Shaata County F£kU-4Sa6 
StCTMftwnfo Rh«r 50 faut upaldim from eanlar ^ 

of lAarkat SlTddt . _ 

5u0hurCmdk. Mtaraaction of Croak and SUfphur 
Croak Rood -- ... 

ONap OoaA 15 feat idMlroam from conlar of 

Sacrornonlo Dmm..- --- 

rnPueary M OfHjm C>aot Cfkjm Qom 
interMCtton of Hartnol Avanuo and Laoronco 

Rood .. 

50 faot upitroam from comer of Harfnai 

Avanuo .. - ... 

Mapa era avakoOta for fnapa cUon at Oaparl* 
mant of Planrvng, 760 Park Vlo«r Avanuo. Rad- 
ckng. Cafiorrua 


FLORiOA 


City of Laoeburg. Lake CowrMy (Docket No 
FCJiA<4S12) 

f^ntBng Anaa 07-3^ Approawn a fefy 2000 feat ^ 
along Tally Road rtorpi of the t ntaraacbon of * 
GrOfin Road and Taly Rood, than i^ipronmaiafy { 
SO faot norfhvmct 

PonOng Amo 07-5 Approvomatefy 400 fool 
northaaot of State Higheoy 4 aa (Omen Roars 


PonOng Amo 07-7 Appronomalafy 400 foot aouPr- 
woti of Stale Highway 44A (Qnffm Road) and 
Thomas Avenue aoaraockon _ 

O^cfm LM0 Apprortanalofy 600 faot eouih of 
Slate f kgNvy 44 (Wait Mam Street) and Stale 

Kghway 44A rtoaraicbon - „ 

POnang Ants 0^-1 Appr o rnimlaty 1.500 faot 
north of Stela Hghwoy 466 and Stefa Hgnway 

44 (Weal Mam BtrooQ mtarpaciion .- _ 

PoKfno Ama Appronmoiafy 1,000 feet 

aouOMOM ot Oychok Lake ..- 

Ponding snm ApprownaMiy 10 feat south- 
«««t of Stale Hgpmof 466 and Sksia Hgtiway 

44 (West Mam SireoQ mtamacbon . 

Ponding Amo 09-A Norihwoat oomar of State 
Highway 44 (Waal Mam SirooQ and Stats High- 

veay 44A (Oikn Rood) mlaraockon _ 

Poming Amo 04-0^ ApproanMiofy 3500 foot 
•ou th waa t of Staio H^^iwoy 466 and Saaboard 

Coaat Lfna Rartrood mtamoebort __ 

Ldm Hedymoott Appronmafafy 2,000 teal nonh- 
wMi of Stale Hi^iwav 466 and Seabowd Coaat 

Una Rarkoad mtertecbon .. . 

PonBng Amo Kt^t Appr ow mai a ty TOO feat 
■outhaott ot $Mta Mghway 460 and Seaboard 

Coaat Lmt Rartroad miaroa c bon ^ .... 

Ponding Amo H or t hwoa t corner ol State 

Highwoy 466 and Seaboard Coaat Uno Rairoad 


PonOng Amo fCt-J Norkioaat oomar of Stmoar ] 
Street and Sude f Oghway 29 (laih Skoal) mtar- 


Pondng Amo Ko-t Approan m atety 1.000 feat 
a outhae at ol Stela H^hway 44 (teal Mam 
Skeet) and State Highway 33 (Qkat Avenue) 

trteraection . _ _ ____ _ . .— 

take Lueonm Aboul 200 foot eoat of the mter- 
kickon of Semnota Avotxia and i2Vi Skoat 
Rpndky Amo Of-0 Approiamalaty SCO I 
nodhweat ot Ook Drive M Qrbaon Skoat mier 


P)n0kig Amo 09-f Appr ou rn ia daty 400 foot north 
of Mom Street end Center Street mteftoc b on 
Mope ere eveiiabte for inepe ct io n at the Oty 
Mak. 504 West Orange. Laaaburg. Ffondi 


•75 

•75 

•75 

•ac 

• 71 
•79 

•75 

• 79 

•10 

•75 

•73 

*75 

•75 

•66 

•71 

•70 

•75 



•AM 

•522 

OHIO 


(O WhUahal. Framittn County (Oockaf No 


•451 

FEIIM-6S26) 

ap WomutOwok 


• 

Juai tipuraam of Mam Straot , _ 

• 766 

•534 

XM downakaam Of Cohfiii . .. 

ACason Pun 

•761 

•511 

About 025 nvfa downawm of Mor Skoal - 

•776 


About 0 Oi mia upMraam ol Brood Skoal— 
Mapa are avokabfa for fnoptcOon at Bio Sorvico 
DvocMr't Okco. 360 South Yoofkng Road 
wivtohak. OHO 

•793 


Unmeo r porafad artoa of Qtynn County (FCMA- 
6653) 

AdonoeOcoon. 

Al moraockon of Onoio Skoal and Oynn 

Avenue - - 

Al mtaraoebon ot Kmgs Way and Oamam Road 
At m taraoctwr^ of Sea NMnd Road and Kmga 

Way .. ... 

Al m te reeckon of Sea laiand Onve and Augua- 


Mopt are evettabtt for inapociton at ihe Ofkot 
of Bio Oirocior of Bit Bnmowick-Givnn County 
Ptannmg Conuntaeon. Old HaM BtAckng. 
BnmavMcK Goorg« 31520 


’ 17 
• 15 


• 14 

• 14 


(Nationiil Flood Insurance Act of 1908 (Tid^ 
Xill of Housing and Urban Development Act 
of 1968). effective |anuary 28.1969 (33 FR 
17801. November 28.1908). as amended; 42 
U.S.C 4001-4128: and Executive Order 12127. 
44 FR 19367; and delegation of authority to 
the Administrator) 

Issued: February 1Z 1985. 
leffrey 8. Bragg. 

Federal Insurance Administrator Federal 
Insurance Administration, 

|FR Dor. 8S^199 Filed 2-20-85; 8 45 ami 

BILLINQ COOC 1711-03-11 


DEPARTMENT OF TRANSPORTATION 
Coast Guard 
46 CFR Part 401 
[CQO $4-089) 

Great Lakes Pilotage Rates 

AGENCY: Coast Guard. DOT. 
action: Final rule. 

SUMMARY: This rule amends the Great 
Lukes Pilotage Regulations. These 
amendments increase the basic pilotage 
rates by four percent in the U.S. Great 
Lakes pilotage system. These changes 
are made in order to increase the 
revenue received by the pilot 
organizations so that they may meet 
their operating costs. 

EFFECTIVE DATE: March 25,1985. 

FOR FURTHER INFORMATION CONTACT: 

Mr. John J. Harlke (C-MVP/12). Room 
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1210. Department of Transportation. 
Coaat Guard Headquarters. 2100 Second 
Street. SW.. Washington. D.C 20593. 
(202) 420-2985. 

SUPPLEMENT ARY INFORMATION: The 
United States and Canada entered into a 
Memorandum of Arrangements 
regarding Great Lakes Pilotage (1977 
being the most recent version) which 
incorporates, among other things, the 
provisions for the establishment and 
adjustment of joint or identical pilotage 
rales. The U.S. Coast Guard and the 
Canadian Great Lakes Pilotage 
Authority. Ltd. have agreed to a joint 
Identical four percent rate increase in 
the international sections of the Great 
Lakes pilotage system to be 
Implemented prior to the 
commencement of the 1985 navigation 
season on the Great Lakes. Under the 
“foreign affairs** exception of the 
Administrative Procedures Act (5 U.S.C. 
553(a)(1)), a Notice of Proposed 
Rulemaking is not required As this rate 
adjustment involves a foreign affairs 
function, only a Final Rule will be 
published setting forth the provisions of 
the agreed to four percent rate increase 
In Great Lakes Pilotage Rates. 

U.S. pilots ore private entrepreneurs, 
and as such, they must price their 
services so as to recover the costs of 
providing that service. 

The Coast Guard has completed a 
review of revenues earned and expenses 
incurred by the three U.S. Great Lakes 
pilot organizations and has developed 
estimated revenue requirements. Tlxe 
sum of all operating costs, including 
administration, dispatching, pilot boats, 
pilot travel, pilot training, and target 
pilot compensation, form the total 
estimated revenue requirements. The 
guideline followed in the development of 
a pilot compensation figure is that the 
target compensation for U.S. pilots Is to 
be comparable to the earnings of their 
licensed counterparts on U.S. Great 
Lakes vessels. 

Traffic was also analyzed by 
reviewing traffic trends of prior years 
and by obtaining the views of interested 
persons including the pilots and the 
users of pilotage services. The number 
of vessels, their size, and route patterns 
for 1985 are expected to be similar to 
those in 1964. 

The estimated revenue requirements 
taken in conjunction with projected 
traffic produce the basic rates required 
to enable the U.S. pilotage system to be 
self-supporting. Our analysis did not 
show uniform results throughout the 
system. These factors were considered 
thoroughly and in our negotiations with 


Canada we agreed to an identical 4% 
across the board rate increase in the 
international sectors of the system. 

Evalustioa 

Although Executive Order 12291 does 
not apply to this regulation under the 
foreign affairs exception, the Coast 
Guaid has nevertheless reviewed this 
regulation and has determined it to be 
non-major. This regulation is considered 
to be nonsignificant and. although not 
required, a regulatory evaluation has 
been prepared under the Policies and 
Procedures for Simplification, Analysis, 
and Review of Regulations (DOT Order 
2100.5 dtd 5-22-80). The DOT Order 
requires that each evaluation include an 
economic analysis which quantifies, to 
the extent practicable, the estimated 
cost of (he regulations to the private 
sector, consumers, and Federal, State, 
and local governments, as well as the 
anticipated benefits and impacts of the 
regulations. The estimated cost of this 
rule Is $315,871. This figure is the 
amount of additional revenue the U.S. 
pilots should receive under this 
regulation based on the projected 1985 
traffic and is the increased amount that 
shippers would have to pay for pilotage 
services on the Great Lakes. The benefit 
of this rule Is the value of avoiding or 
minimizing costly delays and 
disruptions in shipping attributable to 
the failure to retain qualified pilots and 
to attract new qualified pilots. The 
overall efficiency and safety of the 
pilotage system is enhanced by having 
an appropriate number of pilots 
available to provide the required 
services. The regulatory evaluation from 
which this information is taken has been 
included in the pubic docket and can be 
obtained from the Marine Safety 
Council (G-CMC/21)(CGD 84-089). U S. 
Coast Guard, Washington. D.C. 20593. 

The Regulatory Flexibility Act of 1980 
(Pub. L 96-354, 94 Stat. 1164) requires an 
initial regulatory flexibility analysis for 
regulations having a significant 
economic impact on a substantial 
number of small entities. The pilotage 
fees in question account for less than 
five percent of the total shipping cost 
and will not have a significant impact on 
the shipping industry. Pursuant to 
section 605(b) of the Act. it is certified 
that this regulation will not have a 
significant economic impact on a 
substantial number of small entities. 

In the development of this rate 
adjustment U.S. and Canadian shipping 
associations and pilots organizations 
were consulted. 

Drafting Infoimstion 

The principal persons involved in 


drafting this rule are: Mr. |ohn ). Hartkr. 
Project Manager. Office of Mer^ant 
Marine Safety, and Lieutenant 
Commander Ronald C. Zabel. Project 
Attorney, Office of the Chief Counsel. 

list of Subjects In 46 CFR Part 401 

Administrative practice and 
procedure. Great Lakes. Navigation 
(water). Reporting and recordkeeping 
requirements. ScameiL 

PART 401—(AMENDED] 

In consideration of the foregoing. Pari 
401 of Title 46 of the Code of Federal 
Regulation is amended as follows: 

1. The authority citation for Part 401 is 
revised to re^ as follows and all other 
authority citations within this part are 
removed: 

Authority: 46 U.S.C 6105,9303, 9304; 40 
CFR 1.46a. 

2. Section 401.405 is revised to read as 
follows: 

$401,405 Basic rates and ctiarges on 
designatad waters^ 

Except as provided under { 401.421). 
the following basic rates shall be 
payable for all services and assignments 
performed by U.S. Registered Pilots in 
the areas described in S 401.300. 

(a) District 1: 

(1) For passage through the District or 
any part thereof. $9.13 for each statute 
mile, plus $122 for each lock transited, 
but with a minimum basic rate of $266 
and a maximum basic rate for a through 
trip of $1,170, 

(2) For a movage in any harbor, $401. 

(b) District 2: 

(1) Southeast Shoal to Toledo or any 
point on Lake Erie west of Southeast 
Shoal, $623. 

(2) Between points on Lake Erie west 
of Southeast ShoaL $368. 

(3) Southeast Shoal to Port Huron 
Change Point or any point on the St. 
Clair River when pilots are not changed 
at Detroit Pilot Boat, $1,085. 

(4) Southeast Shoal to Detroit/ 
Windsor or any point on the Detroit 
River, $623. 

(5) Southeast Shoal to Detroit Pilot 
Boat $451. 

(6) Toledo or any point on Lake Erie 
west of Southeast Shoal to Port Huron 
Change Point when pilots are not 
changed at Detroit Pilot Boat, $1,257. 

(7) Toledo or any point on Lake Erie 
west of Southeast Shoal to Detroit/ 
Windsor or any point on the Detroit 
River, $809. 

(8) Toledo or any point on Lake Erie 
west of Southeast Shoal to the Detroit 
Pilot Boat. $823. 
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(9) Detroit/Windsor to any point on 
the Detroit River and between points on 
the Detroit River, $368. 

(10) Detroit/Windsor or any point on 
the Detroit River to Port Huron Change 
Point or any point on the St. Clair River, 
$816. 

(11) Detroit Pilot Boat to any point on 
the St Clair River, $816. 

(12) Detroit Pilot Boat to Port Huron 
Change Point, $634. 

(13) Between points on the St. Clair 
River. $368. 

(14) Port Huron Change Point to any 
point on the St. Clair River. $451. 

(c) District 3: 

(1) Between the southerly limit of the 
District and the northerly limit of the 
District or the Algoma Steel Corporation 
Wharf at Sault Ste. Marie. Ontario, 

$1,065. 

(2) Between the southerly limit of the 
District and Sault Ste. Marie. Ontario or 
any point in Sault Ste. Marie. Ontario 
other than the Algoma Steel Corporation 
Wharf, $893. 

(3) Between the northerly limit of the 
District and Sault Ste. Marie. Ontario, 
including the Algoma Steel Corporation 
Wharf, or Sault Ste. Marie. Michigan. 

$401. 

(4) For a movage in any harbor, $401. 

3. Section 401.410 is amended by 
revising paragraphs (a) and (b) to read 
as follows: 

1401.410 Basic rates and charges on 
urvdesignated waters. 

(a) Except as provided under § 401.420 
and subfect to paragraph (c) of this 
section, the basic rates for each 6 hour 
period or part thereof that a U.S. pilot is 
on board in the undesignated waters 
shall be: 

(1) In Lake Ontario, $215. 

(2) In UkeFjie, $266. 

(3) In Lakes Huron, Michigan and 
Superior. $215. 

Each time a U.S. pilot performs the 
docking or undocking of a ship in 
undesignated waters there is an 
additional charge of $205. 

(b] Between Buffalo and any point on 
the Niagara River below the Black Rock 
Lock, $523. 

• • • • • 

4. Section 401.420 is revised to read as 
follows: 

§ 401.420 CanceBation. delay or 
interruption in rendition of services. 

(a) Except as provided in this 
paragraph, whenever the passage of a 
»bip is interrupted and the services of a 
U.S. pilot are retained during the period 
of the interruption or when a U.S. pilot is 
detained on board a ship after the end of 
an assignment for the convenience of 


the ship, the ship shall pay an additional 
charge calculate on a basic rate of $34 
for each hour or part of an hour during 
which each interruption lasts with a 
maximum basic rate of $532 for each 
continuous 24 hour period during which 
the interruption continues. There is no 
charge for an interruption caused by ice. 
weather, or traffic, except during the 
period beginning the Ist of December 
and ending on the 6th of the following 
April No charge shall be made for an 
interruption if the total interruption ends 
during the 6 hour period for which a 
charge has been made under {401.410. 

(b) When the departure or movage of 
a ship for which a U.S. pilot has been 
ordered is delayed for the convenience 
of the ship for more than one hour after 
the U.S. pilot reports for duty at the 
designated boating point or after the 
time for which the pilot is ordered, 
whichever is later, the ship shall pay an 
additional charge calculated on a basic 
rate of $34 for each hour or part of an 
hour including the first hour of the delay, 
with a maximum basic rate of $532 for 
each continuous 24 hour period of the 
delay. 

(c) When a U.S. pilot reports for duty 
as ordered and the order is cancelled, 
the ship shall pay: 

(1) A cancellation charge calculated 
on a basic rate of $201: 

(2) A charge for reasonable travel 
expenses if the cancellation occurs after 
the pilot has commenced travel and 

(3) If the cancellation is more than one 
hour after the pitot reports for duty at 
the designated boarding point or after 
the time for which the pilot is ordered, 
whichever is later, a charge calculatcKi 
on a basic rate of $34 for each hour or 
part of an hour including the first hour, 
with a maximum basic rate of $532 for 
each 24 hour period. 

5. Section 401.428 is revised to read as 
follows: 

{ 401.428 Basic rafts and charges for 
carrying a US. pilot heyond normal change 
point or for boarding at other than the 
normal boarding point ^ 

If a U.S. pilot is carried beyond the 
normal change point or is unable to 
board at the normal boarding point the 
pilot shall be paid at the rate of $205 per 
day or part thereof, plus reasonable 
travel expenses to or from the pilot*s 
base. These charges are not ai>plicable if 
the ship utilizes the services of the pilot 
beyond the normal change point and the 
ship is billed for those services. The 
change points to which this section 
applies are designated in ( 401.450. 


Dated: February 14,1985. 

Clyde T. Lusk, Jr^ 

Hear Admiral, US. Coast Guard, Chief, Office 
of Merchant Marine Safety. 

[FR Doc. 85-4223 Filed 2-20-85: 8:45 am| 
BftU»«0 COOC 4i10-14-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 22 

ICC Docket No. 84-749; FCC 8S-S0] 

Air-Ground Stations in the Public Land 
Mobile Service 

agency: Federal Communications 

Commission. 

action: Final rule. 

summary: Frequency 459.675 MHz. 
previously unassigned, is assigned for 
use as a signaling frequency in the 
Public Air-Ground Radiotelephone 
Service. Use of this frequency in 
conjunction with its paired frequency. 
454.675 MHz, will allow implementation 
of an automated signaling system for 
air-ground service. 

EFFECTIVE DATE: February 21.1965. 

FOR FURTHER INFORMATION CONTACT: 
Kelly Cameron. (202) 632-6450. 
SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 22 
Communications common carriers. 

Report and Order (Proceeding 
Terminated) 

In the matter of amendment of Pari 22 of 
the Commission's Rules and Regulations 
Governing Air-Cround Stations in the Public 
Land Mobile Service: CC Docket No. 84-749. 
Adopted January 30.1985. 

Released February 6.1985. 

By the Commisaion. 

1. By a Notice of Proposed 
Rulemaking (Notice) in this docket. FCC 
84-352. released July 31.1984. the 
Commission proposed to assign 
frequency 459.675 MHz as a signaling 
channel for radio communications with 
airborne stations.' We found that the 
proposed assignment would make 
possible the development and 
implementation of an automated 
signaling system for air-ground 
radiotelephone service. We stated our 
belief that this would benefit the public 
by making air-ground service more 
efficient and less costly. We therefore 


*The NPRM also denlad • petition filed by 
Denver Telephone Aniwehog Serv ice. Inc^ 
requetUng t^t the currently auiignrd eignidins 
chanoeL 454875 MHz. be iiuide aveilable for shared 
use 
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proposed to amend our rules lo provide 
for the assignment of 4S9.d75 MUz as a 
signaling channel in the air-ground 
service. We invited comments on this 
proposal and specifically requested 
comments on whether we should take 
any further action to ensure that the 
proposed signaling system would be 
compatible with existing equipment and 
whether we shoidd specify a signaling 
format. 

2. In response to the Notice, we 
received comments from six parties.* * All 
of the commenters supported the 
proposed assignment. Four of the 
commenters addressed our concern that 
any automated signaling system should 
be compatible with existing manually- 
operated equipment Three of these 
parties—National Business Aircraft 
Association, Inc.. Rockwell International 
of Canada, Ltd./Wescom Canada 
Division and Wulfsberg Electronics. 
Inc.—have assured us that the proposed 
automated system Is fully compatible 
with existing equipment. They therefore 
urge that we not prescribe a signaling 
format but that we allow the 
marketplace lo determine what format is 
most appropriate. Wulfsberg also notes 
that the system it manufactures is the 
only one currently available. The 
Opera Ung Telephone Companies (OTC) 
urge us to propose minimum technical 
standards which clearly evidence 
compatibility between automated and 
manual systems. OTC does not specify, 
however, what type of standards we 
should propose. 

Discussion 

3. We conclude that the proposed 
assignment would serve the public 
interest by making air ground service 
more efficient and less costly. 
Accordingly, we are adopting the final 
rule set out in Appendix B.*ln light of 
the comments, we do not believe that 
further technical standards are 
necessary. Our concern that the 
proposed automated signaling system 
might not be compatible %vith existing 
manually-operated equipment appears 
to have been unfounded. All but one of 
the commenters opposed the adoption of 
technical standards. The only 
commenter urging us to impose technical 
standards, OTC. has not suggested what 
these standards should be. Nor has OTC 


■ A list of ihc crniOTiftfiting poHir* !■ atUchMl lo 
this Reporl and Ordar at Appendix A. 

*Sevaml of the cofnmentara oboerved that our 
Propofcd Rule Inadvertantly failed lo ipactfy that 
4504175 MMx ia being asfignad for uaa aa a aIgnallng 
channal. Wa are tlMrafore fDodtfying oiir Propoaod 
Rule to clarify this poini aa Iba commrntara havt 
auggeaied. 


demonstrated convincingly that 
regulatory action is necessary. Thus, the 
development of standards would 
needlessly delay the Initiatioo of 
automated air-ground service. In 
addition, as Wulfsberg appears to be the 
only manufacturer of terminal 
equipment for the proposed automated 
system, de facto technical standards 
v^U be established for later entrants. As 
we have already noted. Wulfsberg has 
assured us that its equipment is 
compatible with existing equipment. In 
sum. it has not been shown that the 
public interest requires the imposition of 
technical standards. particulaHy when 
this would delay the initiation of this 
valuable new service. However, should 
subsequent developments indicate that 
the public interest requires that 
technical standards adopted, we will, 
of course, entertain a petition for 
rulemaking requesting such action. 

Regulatory Floxibillly Act—Final 
Analysis 

4. The rule assigns an additional 
frequency to the Public Air-Ground 
Radiotelephone Service for use as a 
signaling frequency. The rule is needed 
to allow the implementation of an 
automated stealing system. No report 
or recordkeeping requirements are 
imposed by the rule. 

5. !b8U€8 raised by the public in 
response to the Initial Analysis, None. 

6. Alternatives that Would Lessen 
Impact None. 

7. Authority for this rulemaking is 
contained in sections 4(i) and 303(c) of 
the Communications Act of 1034. as 
amended. 47 U.S.C 154(i). 303(c). and 
section S53 of the Administrative 
Procedure Act 5 U.S.C. S53. 

8. Accordingly»it is ordered, that Part 
22 of the Commission*s Rules and 
Regulations is amended as specified in 
Appendix B. effective immediately upon 
publication in the Federal Register. 

9. It is further ordered, that the above- 
captioned proceeding is hereby 
terminated. 

(Sect. 4. 303. 46 sUt.. at amended. 1066.10B2; 
47 US.C 154. 303) 

Federal Communicattont Committlon. 

WillUm |. Tricarico. 

SecrvtQiy, 

Appendix A 

Aircraft Owners and Pilots Association 
Business and Commercial Aviation 
Magazine 

National Business Aircraft Owners 
Association. Inc. 

Operating Telephone Companies 


Rockwell International of Canada. Ltd./ 
Wescom Canada Division 
Wulfsberg Electronics, Inc. 

Appendix B 

PART 22—(AMENDED) 

47 CFR Part 22 is amended as follows: 
1. Section 22.521 is amended by 
revising paragraph (a)(2) to read as 
follows: 

{ 22.521 Air-ground radiottlephono 
service. 


(2) Frequencies 454.675 MHz and 
459.675 MHz are to be associated with 
each base/mobfle pair listed for use In 
signaling, including automatic signaling. 

• • • • • 

(FR Doc 85-4225 Filed 2-20-65:845 tm] 
■itUNO coot tni-si-ii 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

50 CFR Part 258 
[Dodiet No. 41036-4136] 

Fisherman's Protectivs Act 
Procedures 

agency: National Marine Fisheries 
Service (NMFS), NOAA. Commerce. 
action: Interim rule; extension of 
comment period. 

summary: NOAA extends the comment 
pmod for another fifteen days for the 
Fisherman's Protective Act interim niJe. 
The interim rule revises administration 
of the Fisherman's Guaranty Fund under 
section 7 of the Fisherman's Protective 
Act of 1967. The comment period for the 
interim rule ended on February 6.1965. 
EFFECTIVE OATH CoflunenU will be 
accepted until March 8.1985. 
addresses: Send comments to Michael 
L Grable, Chief. Financial Services 
Division. National Marine Fisheries 
Service. 3300 Whitehaven St.. NW., Page 
Building 2. Room 309, Washington, D.C 
20235. 

FOR FURTHER INFORMATION CONTACT. 

Charles L Cooper (Program Leader. 
NMFS). 202-834-4688. 

Dated: February 14.1665. 

Carmon |. Blondio. 

Deputy Assistant Administrator for Fishenet 
Resource ManasemenL 
(FR Doc. 85-4264 Filed 2-20-85: 845 am] 
SaUNQ COM M10-2S-N 
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Proposed Rules 


TTm section of the FEDERAL REGISTER 
oontaint notices to the public of the 
pfoposed issuance of rules and 
regulationa. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
making prior to the adoption of the final 
fuiea. 


DEPARTMENT Of AGRICULTURE 

AnlmaTand Plant Health Inspection 
Service 

9CFR Part 92 

lOocfcef Mo. 84-094] 

Horses From CEM Countries 

agcmcy: Animal and Plant Health 
Inspection Service. USD A. 
actiom: Proposed rule. 

summary: This document proposes to 
amend the regulations concerning the 
treatment and testing of stallions and 
mares over 731 days of age for 
importation into the United States from 
counthos where contagious equine 
metritis (CEM) exists. The regulations 
currently require that a salaried 
veterinary officer of the national 
government of the country of origin 
supervise certain treatment and 
specimen collection for stallions and 
mares and that the veterinarian sign a 
certificate indicating such supervision. It 
is proposed to allow veterinarians 
authorized by the National Veterinary 
Services of the country of origin, in 
addition to salaried veterinarians of the 
National Veterinary Services of the 
country of origin, to supervise such 
treatment and specimen col|^tion. It is 
further proposed that, if the certificate is 
signed by a veterinarian authorized by 
the National Veterinary Services of the 
country of origin, that the certificate be 
endorisd by a salaried veterinarian of 
the Nation^ Veterinaiy Services of the 
country of origin, thereby representing 
that the veterinarian signing the 
certificate was authorized to do so. This 
action appears necessary because It has 
been determined that supervision of the 
treatment and testing by veterinarians 
authorized by the National Veterinary 
Serxices of the country of origin and 
subf^uent endorsement by a salaried 
veterinarian of the National Veterinary 
^rx ices of the country of origin would 
^ adequate to help ensure that such 
horses are free from CEM without 


imposing an unwarranted burden on the 
animal health authority of the country of 
origin. 

DATi: Written comments must be 
received on or before April 22.1985. 
AODRCSS: Written comments concerning 
this proposed fule should be submitted 
to Thomas O. Cessel. Director. 
Regulatory Coordination Staff. Af^lS. 
USDA. Room 728, Federal Building. 6505 
Belcrest Road. Hyattsville. MD 20782. 
Written comments received may be 
inspected at Room 728 of the Federal 
Building between 8 a.m. and 4:30 p.ro.. 
Monday through Friday, except 
holidays. 

FOR FURTHER INFORMATION CONTACT: 

Dr. A.A. Furr. VS, APHIS. USDA. Room 
846. Federal Building, 6505 Belcrest 
Road. Hyattsville. MD 20782 (301) 436- 
8170. 

SUPPLEMENTARY INFORMATION: 
Background 

The regulations in 9 CFR Part 92 (the 
regulations) regulate the importation 
into the United States of specified 
animals and animal products in order to 
prevent the introduction into the United ' 
States of various diseases. 

Section 92.2(i) of the regulations, 
among other things, authorizes the 
importation of certain stallions and 
mares over 731 days of age into the 
United States from countries affected 
with contagious equine metritis (CEM) if 
specific requirements to prevent their 
introducing CEM into the United States 
are met and if the animals imported are 
moved into approved States for further 
inspection, treatment, and testing. 

With respect to stallions over 731 
days of age imported for permanent 
entry, the regulations in S 92.2(i)(2)(iv) 
require, among other things, that certain 
scrubbing, packing and collection of 
specimens be conducted in the country 
of origin under the supervision of a 
salaried veterinary o^cer of the 
national government of the country of 
origin. The regulations in { 92.2(i)(2)(iv) 
also require that compliance with these 
requirements be reflected on the 
certificate acom^nyina the stallions 
and that the certificate be signed by the 
salaried veterinary officer who 
supervises the scrubbing, packing and 
collection of spedmens. 

With respect to mares over 731 days 
of age. the regulations in { 92.2(i](2)(v) 
require, among other things, that certain 
surgery, topical treatment, and specimen 


Federal Register 

Vd. 5a Na 35 

Thursday. February 21, 1965 


collection be conducted in the country of 
origin under the supervision of a 
salaried veterinary officer of the 
national goverament of the country of 
origin. The regulations in S 92.2(i)(2)(v) 
also require that compliance with these 
requirements be reflected on the 
certificate accompanying the mares and 
that the certificate be signed by the 
salaried veterinary officer who 
supervises the surgery, topical 
treatment, and specimen collection. 

This document proposes to amend the 
regulations by providing that the 
supervisory activities for stallions and 
mares required by $ 92.2(i)(2) (iv) and 
(v) shall be allowed to be conducted 
either by a salaried veterinarian of the 
National Veterinary Services of the 
country of origin or by any veterinarian 
who is authorized to do so by the 
National Veterinary Services of the 
country of origin. Further, it is proposed 
to provide that the certificate must be 
signed by the veterinarian conducting 
the supervisory activities to indicate the 
supervision, it is further proposed that if 
the person conducting the supervisory 
activities is not a salaried veterinarian 
of the National Veterinary Services of 
the country of origin, that the certificate 
must be endorsed by a salaried 
veterinary officer of the National 
Veterinary Services of the country of 
origin, thereby repi^esenting that the 
veterinarian signing the certificate was 
authorized to do so. 

It appears that the superx isory 
activities could be adequately done by 
any veterinarian who is authorized by 
the National Veterinary Services of the 
country of origin to supervise the 
activities required by the regulations, in 
addition to any salaried veterinarian of 
the National Veterinary Services of the 
country of origin. In order to ensure that 
any veterinarian signing the certificate 
is authorized to do so, it appears 
necessary to require that the certificate 
be endorsed by a salaried veterinarian 
of the National Veterinary Services of 
the country of origin. It appears that 
such certification would be adequate to 
help ensure that such horses are free 
from CEM ivithout imposing an 
unwarranted burden on the animal 
health authority of the country of origin. 

It should be noted that the term 
**8aldried veterinary officer of the 
national government of the country of 
origin^ would be amended by this 
document to read ^'salaried veterinarian 
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of ihe National Veterinary Ser\Mces of 
the country of origin.** This amendment 
is proposed to more clearly identify the 
category of individuals who may 
perform the function Involved. 

It should also be noted with respect to 
stuliions and marcs from CEM countries 
that pursuant to S 92.4 (a)(5) and (a)(8)» 
permits are issued only If the horses arc 
consigned to States which arc approved 
by the Deputy Administrator to receive 
such horses. The requirements for such 
approval are set forth in t 92.4. These 
requirements include, among other 
things, quarantine, further treatment, 
and handling provisions. The 
requirements in | 92.4. in combination 
with the proposed certiricatlon 
requirements, appear adequate to 
ensure that horses from countries 
imported into the United States pursuant 
to the regulations do not present a risk 
of introducing CEM into the United 
States. 

Executive Order 12291 and Regulatory 
Flexibility Act 

This action has been reviewcnl in 
conformance with Executive Order 
12291 and has been determined to be not 
a **maJor rule.’* The Department has 
determined that this rule would not have 
a significant annual effect on the 
economy; would not cause a mafor 
increase in costs or prices for 
consumers, individual industries. 

Federal. State, or local government 
agencies, or geographic regions; and 
would have no significant adverse 
effects on competition, employment, 
investment, pr^uctivity, Innovation, or 
the ability of United Stutes^based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

It is anticipated that this amendment 
would not have any significant effect on 
the number of horses imported into the 
United Stales or on the cost of importing 
these animats. 

Under the circumstances explained 
above, the Administrator of the Animal 
and Plant Health Inspection Service has 
determined that this action would not 
have a significant economic impact on a 
substantial number of small entitles. 

List of Subjects in 9 CFR Part 92 

Animal diseases, Canada. Imports. 
Livestock and livestock products. 

Mexico, Poultry and poultry products. 
Quarantine, Transportation, Wildlife. 


PART 92—IMPORTATION OF CERTAIN 
ANIMALS AND POULTRY AND 
CERTAIN ANIMAL AND POULTRY 
PRODUCTS; INSPECTION AND OTHER 
REQUIREMENTS FOR CERTAIN 
MEANS OF CONVEYANCE AND 
SHIPPING CONTAINERS THEREON 

992.2 I Amended! 

Accordingly, it is proposed to amend 9 
CFR 92.2 as follows: 

1. In paragraph (i)(2)(iv) of } 92,2 
**6igned by a salaried veterinary officer 
of Ihe national government of the 
country of origin** would be changed to 
“either signed by a salaried veterinarian 
of the National Veterinary Services of 
the country of origin or signed by a 
veterinarian authorized by the National 
Veterinary Services of the country of 
origin and endorsed by a salaried 
veterinarian of Ihe National Veterinary 
Services of the country of origin, thereby 
representing that the veterinarian 
signing the certificate was authorized to 
do so,** 

2. In paragraph (i)(2)(iv)(A) of 9 92.2 
“veterinary officer** would be changed 
to **vetcrinarian**. 

3. In paragraph (i)(2)(iv)(B) of 9 92.2 
“veterinary officer*’ would be changed 
to “veterinarian**. 

4. In paragraph (i)(2)(v)(A)(2) of 9 92.2 
’’signed by a salaried veterinary officer 
of the national government of the 
country of origin** would be changed to 
**either si^ed by a salaried veterinarian 
of the National Veterinary Services of 
the country of origin or signed by a 
veterinarian outhorized by the National 
Veterinary Services of the country of 
origin and endorsed by a salaried 
veterinarian of Ihc National Veterinary 
Services of Ihe country of origin, thereby 
representing that the veterinarian 
signing the certificate was authorized to 
do so.** 

5. In paragraph (i)(2)(v)(A)(2)(/) of 

9 92.2 “the salaried veterinary o^cer of 
Ihe national government of the country 
of origin’* would be changed to “Ihe 
veterinarian signing the certificate**. 

Authority: Sec. 203. 60 Slot. 1067, as 
amended; secs. 6. 7. a 10. 28 Slat, 416,417. at 
amended; see. 2. 32 Slat. 792. at amended: 
tec. 306. 46 Slat. 089. as amended: secs. 2. 3. 

4. 5.11. 76 Stat. 129.130,132: sec. 1. 64 Slat. 
202; 7 U.S.C 1622; 19 U.S,C. 1306: 21 U.S.C. 
102-105, 111, 134a. 134b, 134c, 134d. 134f. and 
135; 7 CFR 217. 251. and 3712(d). 

Dona at Washington. D.C. this 14th day of 
February 1965. 

Norvan L. Mayor. 

Acting Deputy Administrator, Veterinary 
Services, 

(FR Doc. 85-4200 Filed 2-20-65:8:45 amj 

SIUJNQ COOf MIS-M-M 


9 CFR Part 112 

(Oochst No. 64-090) 

Viruses, Serums, Toxins, and 
Analogous Products; Packaging and 
Labeling 

agency: Animal and Plant Health 
Inspection Service, USDA. 
action: Proposed rule. 

summary: This proposed amendment 
would update and clarify the regulations 
governing labeling of products involving;; 
subsidiaries, distributors, and 
permittees by removing certain 
restrictions and revisina current 
language regarding the label 
requirements. The proposed revision 
would also amend the label 
requirements for products imported for 
research and evaluation. The purpose of 
the proposed amendments is to remove 
undue restrictions and to simplify the 
labeling procedures for products to be 
evaluated in small scale laboratory 
studies. 

date: Comments must be received on or 
before April 22.1985. 

ADDRESS: Interested parties are invileii 
to submit written data, views, or 
arguments regarding the proposed 
regulations to Thomas O. Gessel, 
Director, Regulatory Coordination Staff. 
APHIS. USDA. Room 728. Federal 
Buildings, 6505 Belcrest Road. 
Hyaltsville, MD 20782. Written 
comments received may be inspected at 
Room 728 of the Federal Budding. 8 a.m. 
to 4:30 p.m., Monday through Friday, 
except holidays. 

FOR FURTHER INFORMATION CONTACT: 

Dr. David F. Long. Chief Staff 
Veterinarian. Veterinary Biologies Staff. 
VS, APHIS. USDA, Room 834. Federal 
Building. 8505 Belcrest Road. 

Hyattsville. MD 20782. 301-438-8674. 
SUPPLEMENTARY INFORMATION; 

Paperwork Reduction Act 

This proposed rule contains no new or 
amend^ recordkeeping, reporting or 
application requirements or any type of 
information collection requirement 
subject to the Paperwork Reduction Act 
of 1900. 

Executive Order 12291 

This proposed action has been 
review^ under USDA procedures 
established in Secretary's Memorandum 
No. 1512-1 to implement Executive 
Order 12291 and has been classified as a 
“Nonmajor Rule.** 

The proposed rule would not have 
significant effect on the economy and 
would not result in a major increase in 
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costs or prices for consumers, individual 
industries. Federal. State, or local 
government agencies, or geographic 
regions; or significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of the United States^based 
enterprises to compete with foreign- 
bdsed enterprises, in domestic or export 
markets. 

Certificstloo Under the Regulatory 
Flexibility Act 

The Administrator of the Animal and 
Plant Health Inspection Service has 
determined that this action would not 
result in an adverse economic impact on 
a substantial number of small entities. 
Small entities ere defined as 
independently owned firms not 
dominant in the field of veterinary 
biologies manufacturing- # 

Background 

The regulations in 9 CFR 112.4(a) 
govemins labeling of products prepared 
by subsiraries operating in licensed 
establishments contain language which 
limits such subsidiaries to *^domestic 
subsidiaries.'* Such limits are unduly 
restrictive. Therefore, the word 
'"domestic’" would be deleted. 

Sometimes licensees established 
marketing units which are known as 
divisions. The only reference to label 
provisions for divisions is contained in 
the definition in 9 CFR 101.2(z]. No 
reference is made to divisions in 0 CFR 
112.4 which deals with requirements for 
labels. A new § 112.4(b) is proposed to 
provide for labeling requirements which 
prescribe the placement of the division 
name in relationship to the name, 
address, and license number of the 
licensee. Accordingly, to maintain 
continui^ current J 112.4 (b) and (c) are 
proposed to be redesignated as (c) and 
Id). 

The regulations in 90 CFR 102.4(b)(3) 
and 112J(a) specify that labeling must 
not be false or misleading in any 
particular. The Department reviews and 
approve each label used on licensed 
biological products to ensure that it 
complies with the Act and the 
regulations. When the regulations in 9 
CFR 112.4 (b) and (c) were adopted, 
restrictions on the method of placement 
of permittee and distributor names and 
addresses were intended to avoid false 
and misleading information regarding 
the identity of the manfacturer. Section 
U2.4{b) of the regulations restricts label 
reference to the distributor to name and 
address only. Also, permittees are 
allowed to be referred to by name, 
address, and permit number only (9 CFR 
U2.4lc)). Administration and 
enforcement of these provisions has 


become increasingly diHicult because of 
the desire of some producers and 
distributors to use trade names, special 
package designs, and logos on their 
product packaging. While some oC these 
label designs and logos could create a 
false and misleading impression as to 
the actual producer, others may not do 
so. Therefore, this proposed revision of 9 
CTR 11Z4 would accommodate 
acceptable producer-distributor/ 
permittee arrangements and would 
prohibit only those labels containing 
information, trade names, designs, or 
logos which are determined by the 
Department's reviewers to be false and 
misleading or which otherwise do not 
comply with the Act and the regulations. 
In order to ensure that manufacturers 
are clearly identified, this revision 
would co^y the practice of including 
the words "manufactured by." "product 
by." or an equivalent term placed in 
connection with the name, address, and 
license number on distributor labels. 

The same words would be used in 
connection with the name and address 
of the manufacturers of products 
imported for sale and distribution by the 
permittee under the provisions of 9 CFR 
104.5. 

Title 9. CFR 112.9(a) requires that the 
statement "Notice! For Experimental 
Use Only-Not For Sale!" appear on 
labels for all products imported for 
reseasch and evaluation under the 
provisions of 9 CFR 104.4. This 
requirement is considered to be 
unnecessary in the case of products 
imported in small quantities for 
evaluation by the permittee and for 
samples of previously exported products 
returned to licensed establishments for 
testing under the provisions of 9 CFR 
104.4(d). However, the warning is ver>' 
important on labels of products to be 
shipped for evaluation in laboratory or 
field trails as provided in 9 CFR 103.3. 
Therefore, this proposed amendment 
would only retain the present 9 CFR 
112.9(a) labeling statement. "Notice! For 
Experimental Use Only—Not For Sale!" 
in the case of imported products «vhich 
would be distributed for evaluated 
under the provisions of 9 CFR 103.3. 

Title 9 CFR 112.9(a) also requires a 
dosage table for each product imported 
for research and evaluation. This 
requirement is considered to be 
unnecessary because numerous 
products, such as diagnostics, are not 
administered to animals and. therefore, 
have no recommended dose. The 
requirement that full instructions be 
provided with all products would ensure 
proper dosage information, where 
appropriate. Therefore, reference to the 
dosage table is proposed to be deleted. 


List of Subjects in 9 CFR Part 112 

Animal biologies. Exports. Imports, 
Labeling. Packaging and Containers. 
Transportation. 

PART 112—PACKAGING AND 
LABELING 

Section 112.4 would be revised to 
read: 

112.4 Subsidiaries, dlvlskm, distributors, 
and pefmittess. 

Labels used by subsidiaries, divisions, 
distributors, and permittees shall 
comply with requirements for review, 
approval, and filing of labels used for 
licensed biological products distributed 
and sold by licensees and as provided in 
this section. 

(a) Subsidiaries^ Labeb to be used on 
a licensed biological product prepared 
by a subsidiary operating in a licensed 
establishment shall be submitted in 
accordance with { 112.5. Only labels 
approved for use on such product shall 
be used by the subsidiary. 

(b) Divisions, Labels to be used on a 
licensed biological product prepared in 
a licensed establishment for distribution 
by a division or marketing unit of the 
licensee shall be submitted in 
accordance with i 112.5. The name, 
address, and license number of the 
licensee shall be prominently placed on 
such labels. The relationship ^ the 
division or marketing unit to the licensee 
shall appear prominently on the label by 
use of the term ''division oP or 
equivalent. 

(c) Distributors. The name and 
address of the distributor or any 
statement, design, or device sh^l not be 
placed on the labels or containers of a 
licensed biological product in a manner 
which could be false or misleading or 
which could indicate that the distributor 
is the manufacturer of such product or 
operating under the license number 
shown on the label. The manufacturer 
shall be identified by name, address, 
and license number with the term 
"manufactured by," "produced by," or 
an equivalent term prominently placed 
in connection therewith. The name and 
address of the distributor may be placed 
on labels or containers if the term 
"distributor," or '^distributed by," or an 
equivalent term is prominently placed in 
connection therewith. 

(d| Permittees. The name and address 
of the permittee and any statemenL 
design, or device shall not be placed on 
the labeb or containers of a biological 
product imported for sab and 
distribution in accordance with i 104.5 
in a manner which could be fabe or 
misleading or which could falsely 
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indicate that the permittee is the 
manufacturer of such product. The 
manufacturer shall be identified by 
name and address with the term 
**manufactured by/* **produced by/* or 
an equivalent term prominently placed 
in connection therewith. Reference to 
the permittee shall be made by namet 
address, and permit number with the 
term **imported by/* **produced for/* or 
an equivalent term prominently placed 
in connection therewith. 

Section 112.9 would be revised to 
road* 

$ 112.9 Biotoqlcal products knporltd for 
research and evaKiation. 

A biological product imported for 
research and evaluation under a permit 
issued in accordance with S 104.4. with 
the exception of products imported 
under S 104.4(d], shall be labeled as 
provided in this section. 

(a) The labels shall Identify the 
product and the name and address of 
the manufacturer and shall provide 
instructions for proper use of the 
product including all warnings and 
cautions needed by the permittee to 
safely use the product. 

(b) Labels on each product to bo 
further distributed in accordance with 

1103.3 shall bear the statement **Notjcet 
For Experimental Use Only—Not for 
Sale!** 

(c) The labeling shall contain any 
other information deemed necessary by 
the Deputy Administrator and specified 
on the permit, (37 Stat. 832-B33 (21 
use 151-158)1 

Done at Washington. D.C. thit I5!h day of 
Febniury, 1965. 

K.R. Hook, 

Acting Deputy A^ifninistrotor, Veterinary 
Services. 

(FR Doc, 65^208 Filed 2'20-85; 8:45 am) 
meum cooc J4is>j4>ai 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 

12CFR Part 309 

Disclosure of Information 

agency: Federal Deposit Insurance 
Corporation (“FDIC”). 

ACTION: Proposed rule. 

SUMMARY: The FDIC is proposing to 
amend its regulations to provide for the 
release of notice of charges issued by it 
in administrative enforcement 
proceedings, as well as final orders 
resulting from such proceedings. 


date: Comments must be received by 
March 25.1985. 

ADDRESS: Send comments to Hoyle L 
Robinson. Executive Secretary, Federal 
Deposit Insurance Corporation, 550 17th 
Street. Washington. D.C. 
Comments may be hand delivered to 
and reviewed at Room 6108 between the 
hours of 8:30 a.m. and 5:00 p.m. 

FOR FURTHER INFORMATION CONTACT: 
Waller P. Doyle. Counsel. Legal 
Division; (202-389-4151), Room 4023G. 
55017th Street, NW.. Washington. D.C 
20429. 

SUPPLEMENTARY INFORMATION: Pursuant 
to a polic>' statement proposed for 
comment published in the notices 
section of this issue FDIC would initiate 
a policy of publishing the names of all 
parties to final orders resulting from 
administrative enforcement actions 
brought by it and making copies of such 
orders available to the public. FDIC also 
proposes, in Its discretion, to make 
available to the public the notices of 
charges initiating such actions. This 
proposed rulemaking would moke a 
necessary conforming amendment to 
Part 309 of FDIC reflations to reflect 
the substantive policy changes 
contained in the proposed policy 
statement as it relates to publishing 
notices of charges. Final orders are 
already covered by { 309.4(b)(1). 

The FDIC it limiting the comment 
period on this proposed rulemaking to 30 
(rather than the usual 60) days in order 
to coincide the comment period 
hereunder with that provided for in the 
proposed statement of policy related 
hereto. 

In accordance with the Regulatory 
Flexibility Act. the Board of Directors 
certifles fliat the rule would not have a 
significant economic impact on a 
substantial number of small entities. The 
amendment to Part 309 relates to the 
public disclosure of information by the 
FDIC 

There are no paperwork requirements 
in this rule, and, consequently, the 
provisions of the Paperwork Reduction 
Act do not apply. 

List of Subjects in 12 CFR Part 309 

Authority delgations. Disclosure 
requirements. Freedom of information. 
Privacy. 

PART a09—DISCLOSURE OF 
INFORMATION 

For the reasons set forth above, the 
FDIC hereby proposes to amend Part 309 
of Title 12 of the Code of Federal 
Regulations as follows: 

1. Authority: Sec. 2[9 ‘‘Seventh*’ ond 
‘Tenth**!, Pub. L No. 797. 64 Slut. 881 as 


amended by title HI. sec 309. Pub. I„ No, 
95-630, 92 Stat. 3677 (12 U.S.C. 1819 

• Seventh** and Tenth**); 5 U.S.C. 552 

2. It is proposed that the following 
new paragraph (c)(4) be added to 
$ 309.4: 

§ 309.4 PubHcty svaltsbie Informstfon: 

• • * • • 

(cl • • • 

(4) At the FOlC's discretion, copies cif 
notices of charges or assessments or 
similar notices initiating proceedings 
within the scope of { 308.03. 

By Order of the Board of Dircctun this ilth 
day of February 1985. 

Federal Deposit Insurance Corporation. 

Hoyle L Robinson. 

ExccuU%e Secretary. 

|FR Doc 85-3908 Filed 2-29-85: 8:45 anf| 
mium cooe sris^t-si 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Adminietratioo 
14 CFR Part 71 

lAlrapace Docket No. 85-AWP-2I 

Proposed Alteration of VOR Federal 
Airway V-460; San Diego, CA 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Notice of proposed rulemaking. 

summary: This notice proposes to 
amend Federal Airway V-4eo by 
extending it from Mission Bay, CA, to 
Julian, CA. This action would reduce air 
traffic controller workload by 
eliminating the need for radar vectionng 
of traffic circumnavigating the Naval Air 
Station (NAS) Miramar traffic flows. 

OATES: Comments must be received on 
or before March 27.1985. 

ADDRESSES: Send comments on the 
proposal in triplicate to: Director. FA.A. 
Westem-Poclfic Region. Attention: 
Manager. Air Traffic Division. Docket 
No. 85-AWP-2. Federal Aviation 
Administration. P.O. Box 92007, 
Worldway Postal Center, Los Angeles 
CA 90009. 

The official docket may be examined 
in the Rules Docket, weekdays, except 
Federal holidays, between 8:30 a.m. and 
5:00 p.m. The FAA Rules Docket is 
located in the Office of the Chief 
Counsel. Room 916,800 Independence 
Avonue SW., Washington. D.C. 

An informal docket may also be 
examined during normal business hours 
at the office of the Regional Air Traffic 
Division. 
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FOR FURTHER INFORMATION CONTACT: 
Burton Chandler, Airspace and Air 
Traffic Rules Branch (ATO-230), 
Airspace^Rules and Aeronautical 
Information Division. Air Traffic 
Operations Scr\'ice. Federal Aviation 
Administration. 800 Independence 
Avenue SW.. Washington. D.C. 20591: 
telephone: (202) 426-8783. 
SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested parties are invited to 
participate in this proposed rulemaking 
by submitting such written data, views, 
or arguments as they may desire. 
Comments that provide the factual basis 
supporting the views and suggestions 
presented are particularly helpful in 
developing reasoned regulatory 
decisions on the proposal. Comments 
are specifically invited on the overall 
regulatory, economic, environmental, 
and energy aspects of the proposal. 
Communications should identify the 
airspace docket and be submitted in 
triplicate to the address listed above. 
Commenlers wishing the KAA to 
acknowledge receipt of their comments 
on this notice must submit with those 
comments a self>addresscd. stamped 
postcard on which the following 
statement is made: “Comments to 
Airspace Docket No. 85-AWP-2.’* The 
postcard will be date/time stamped and 
returned to the commentcr. All 
communications received before the 
specified closing date for comments will 
be considered before taking action on 
the proposed rule. TTie proposal 
contained in this notice may be changed 
in the light of comments received. All 
comments submitted will be available 
for examination in the Rules Docket 
both before and after the closing date 
for comments. A report summarizing 
each substantive public contact with 
FAA personnel concerned with this 
rulemaking will be filed in the docket. 

Availability of NPRM a 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the Federal 
Aviation Administration. Office of 
Public Affairs. Attention: Public 
Information Center. APA-430.800 
Independence Avenue SW,. 

Washington. D.C. 20591. or by calling . 
(202) 426-8058. Communications must 
identify the notice number of the NPRM 
Persons interested in being placed on a 
mailing list for future NPR.M's should 
also request a copy of Advisory Circular 
No. 11-2 which describes the application 
procedure. 

The Proposal 

The FAA is considering an 


amendment to § 71.123 of Part 71 of the 
Federal Aviation Regulations (14 CFR 
Part 71) to amend VOR Federal Airway 
V-460 by extending it from Mission Bay. 
CA. to Julian, CA. This action would 
eliminate unnecessary vectoring of 
traffic to avoid the NAS Miramar traffic 
flows. Additionally, east and northeast 
departures from the San Diego area 
would utilize this routing and avoid the 
NAS Miramar arrivals. Section 71.123 of 
Part 71 of the Federal Aviation 
Regulations was republished in 
Handbook 7400.6 dated January 3.1984. 

The FAA has determined that this 
proposed regulation only involves an 
established body of technical 
regulations for which frequent and 
routine amendments are necessary to 
keep them operationally current It. 
therefore—(1) is not a “major rule" 
under Executive Order 12^: (2) is not a 
“significant rule” under DOT Regulatory' 
Policies and Procedures (44 FR 11034; 
February 26.1979); and (3) does not 
warrant preparation of a regulatory 
evaluation as the anticipated impact is 
so minimal. Since this is a routine matter 
that will only affect air traffic 
procedures and air navigation, it is 
certified that this rule, when 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act. 

List of Subjects In 14 CFR Part 71 

VOR Federal airways, aviation safety. 
The Proposed Amendment 

Accordingly, pursuant to the authority 
delegated to me. the Federal Aviation 
Administration proposes to amend 
5 71.123 of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) as 
follows: 

V-460 (Amrndedl 

Dy removing the words "From Poggl. CA 
via Julian, CA;" and substituting the words 
*'From Mission Bay. CA: INT Mission Bay 
001 “nOTe'M) and Julian. CA 1B5 T(170‘M) 
radials; Julian;*' 

(Secs. 307(a) and 313(a), Federal Aviation Act 
of 1958 (49 U.ac 1348(b) and 1354(a)); (49 
U.S.C 106(g) (Revised. Pub. L 97-449, January' 
12.1063)); and 14 CFR 1185)) 

Issued In Washington. D.C. on February 
12.1985. 

John W. Baier, 

Acting Sianager, Airspace-Rates and 
Aeronauticot Information Division, 

|FR Doc. 85-4268 Ftled 2-20-85; 8:45 am) 
SitUNQ COOC 4SI0-1)-M 


14 CFR Part 71 

(Airspace Docket No. 84-ANM-30I 

Proposed Alteration of VOR Federal 
Airway V-142 and Establishment of 
Additional Control Areas 

agency: Federal Aviation 
Administration (FAA). DOT. 

ACTION: Notice of proposed rulemaking. 

summary: This notice proposes to 
amend VOR Federal Airway V-142 by 
extending it from Malad City. ID. to 
Twin Falls. ID. and designate additional 
controlled airspace between Burley. ID. 
and Ogden. (JT. This will allow more 
flexibility by providing more direct 
routing and better utilization of radar 
capabilities and available navigable 
airspace. 

OATES: Comments must be received on 
or before March 27,1985. 

ADDRESSES: Send comments to the 
proposal in triplicate to: Director. FAA. 
Northwest Mountain Region. Attention: 
Manager. Air Traffic Division. Docket 
No. 84-ANM-30, Federal Aviation 
Administration, 17900 PacfBc Highway 
South. G-68906. Seattle. WA 98168. 

The official docket may be examined 
in the Rules Docket weekdays, except 
Federal holidays, between 8:30 a.m. and 
5:00 p.m. The FAA Rules Docket is 
located in the Office of the Chief 
Counsel. Room 916.800 Independence 
Avenue SW.. Washington. D.C. 

An informal docket may also be 
examined during normal business hours 
at the office of the Regional Air Traffic 
Division. 

FOR FURTHER INFORMATION CONTACT. 
Burton Chandler. Airspace and Air 
Traffic Rules Branch (ATO-230), 
Airspace Rules and Aeronautical 
Information Division. Air Traffic 
Operations Service, Federal Aviation 
Administration. 800 Independence 
Avenue SW,. Washington. D.C. 20591; 
telephone: (202) 426-8783. 
SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested parties are invited to 
participate in this proposed rulemaking 
by submitting such written data, views, 
or arguments as they may desire. 
Comments that provide the factual basis 
supporting the views and suggestions 
presented are particularly helpful in 
developing reasoned regulatory 
decisions on the proposal. Comments 
are specifically invited on the overall 
regulatory, economic, environmental, 
and energy aspects of the proposal. 
Communications should identify the 
airspace docket and be submitted in 
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triplicate to the address listed above. 
Commenters wishing the FAA to 
acknowledge receipt of their comments 
on this notice roust submit with those 
comments a self-addressed, stamped 
postcard on which the following 
statement is made: '^Comments to 
Airspace Docket No. 84-ANM-30.** The 
postcard %vill be date/time stamped and 
returned to the commenter. All 
communications received before the 
specified closing diitc for comments will 
be considered before taking action on 
the proposed rule. The proposal 
contaii^ in this notice may be changed 
in the light of comments received. All 
comments submitted will be available 
for examination in the Rules Docket 
both before and after the closing date 
for comments. A report summarizing 
each substantive public contact with 
FAA personnel concerned with this 
rulemaking will be filed in the docket. 

Availability of NPRM*s 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the Federal 
Aviation Ad^nistration. Office of 
Public Affairs. Attention: Public 
Information Center, APA-«43a 800 
Independence Avenue S.W,. 
Washington* D.C. 20591. or by calling 
(202) 420-8058. Conununications must 
identify the notice number of this 
NPRM. Persons interested in being 
placed on a mailing list for Kiture 
NPRM*s should also request a copy of 
Advisory Circular No. tl-2 which 
describes the application procedure. 

The Proposal 

The FAA Is considering an 
amendment to { 71.123 and f 71.183 of 
Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) to amend 
VOR Federal Airway V-142 by 
extending it from Malad City, ID, to 
Twin Falls. ID. and designate additional 
controlled airspace between Burley, ID. 
and Ogden, UT. This will allow more 
flexibility by providing more direct 
routing and better utilization of radar 
capabilities and available navigable 
airspace. Sections 71.123 and 71.183 of 
Part 71 of the Federal Aviation 
Regulations were republished in 
Handbook 7400.6 dated January 3.1984. 

The FAA has determined that this 
proposed regulation only involves an 
established body of technical 
regulations for which frequent and 
routine amendments are necessary to 
keep them operationally current It 
therefore—(IJ is not a **ma|or rule” 
under Executive Order 12291: (2) is not a 
^significant rule” under DOT Regulatory 


Policies and Procedures (44 FR 11034: 
February 28,1979); and (3) does not 
warrant preparation of a regulatory 
evaluation as the anticipated impact is 
so minimal. Since this is a routine matter 
that will only affect air traffic 
procedures and air navigation, it is 
certified that this rule, when 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act. 

List of Subjects in 14 CFR Part 71 

Aviation safety, VOR Federal 
airways, additional control areas. 

The Proposed Amendment 

Accordingly, pursuant to the authority 
delegated to me. the Federal Aviation 
Administration proposes to amend 
S 71.123 and $ 71.163 of Part 71 of the 
Federal Aviation Regulations (14 CFR 
Part 71) as follows: 

S 71.123 

V-142 i.^menddd) 

By removing the words **Frcim Malad City, 
ID." and subatituting ibe wovds **From Twin 
Falls. ID, vU INT Twin Fails 113T(09rM) 
and Malad City. ID. 242T(225*M) radialt; 
MaUd City:** 

$71,163 

Budey. ID [Naw| 

That airspace extending upward from 1.200 
feet above the surface bounded on the 
northeast by V-lOl: southeast by V-465: on 
the southwest by V-484: oo the northwest by 
a line 14 miles southeast of and parallel to 
the Burley. ID. VORTAC (Tat. 42*34'49’ N.. 
long. 113*51 54- W.J 223T(206*M) radial 
extending from the northeast edge of V-4d4 
to the southwest edge of V-101: and 
excluding the airspace of V-142. 

Osfieo.inr |New| 

That airspace extending upward from 6.500 
feet MSL alxive the surface bounded on the 
northeast by V-101 and the Ogden. UT. 1,200 
fool transitiun area: on the south by V-288; 
on the southwest by V-484: on llie northwest 
by V-46S. 

(Sacs. 307(a) and 313(a). Federal Aviation Act 
of 1956 (49 U.S.C 1348(a) and 1354(a)); (49 
U.S.C 106(g) (Revised. Pub. L 97-440. January 
12. 1963)). and 14 CFR 11j05) 

Issued in Washington. O.C. on February 
12 1965. 

)oho W. Bider. 

Acting onager, Airspace-Rules and 
Aeronautical InformaUon Division. 

|FR Doc. 85-1267 Filed Z-20-65; ^45 am) 

WUJNQ CO0€ stw-ts-n 


SECURITIES AND EXCHANGE 
COMMISSION 

17 CFR Part 270 

(RelesM No. 33-8566; FUt No. S7-36-64J 

Request for Comments; Providing Safe 
Harbor for Certain Types of Annuity 
Contracts 

agency: Securities and Exchange 
Commission. 

action; Extension of time for commenr 


summary: The Securities and Bxchan)^e 
Commission today announced that it 
has extended from February 15 until 
April 15.1985. the date by which 
comments on Securities Act Release No. 
33-6558 (November 21.1964) regarding 
certain types of annuity contracts (49 FR 
46750, November 2a 1984| must be 
submitted. The Commission has 
received a request that the comment 
period be extended and believes that an 
extension of time until April 15.1985. 
will be beneficial since it will result in 
the receipt of additional useful 
comments. 

date: Comments must be received on or 
before April 15,1985. 
address: Comments should be 
submitted in triplicate to John WheeN r. 
Secretary, Securities and Exchange 
Commission, 450 Fifth Street, NW., 
Washington. D.C 20549 (Reference to 
File No. S7-38-84). All comments will be 
available for public inspection and 
copying in the Commission's Public 
Reference Room. 450 Fifth Street. NW., 
Washington. D.C 20549. 

FOR FURTHER INFORMATION CONTACT. 
Karen L Skidmore. Attorney (202) 272- 
3017, Office of Insurance Piquets and 
Legal Compliance. Division of 
investment ManagemenL Securities and 
Exchange Commission. 450 Fifth Street. 
NW.. Washington. D.C 20549. 

SURFUTMENTARY INFORMATION; In 

Securities Act Release No. 33-6558. the 
Commission requested written 
comments on proposed rule 151. which 
would provide a safe harbor under 
section 3(a)(6) of the Act for certain 
types of annuity contracts. The 
American Council of Life Insurance 
f'ACU”). an insurance industry 
representative, has requested that the 
comment period on the proposed rule be 
extended. In view of this request and in 
order to receive the benefit of commenls 
from the greatest number of interested 
persons, the Commission has extended 
the comment period for Securities Act 
Release No. 33-6558 from February 15. 
until April 15.1985. 
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By the Commission. 

{ohn Wheeler. 

5rtnp/o/y. 

February 15.1985. 

|FR Doc. 65^293 Filed 2-20-85; 8:45 am| 
laUNO COOC 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 146 

[Docket No. a4N-0404I 

Concentrated Blackcurrent Juice; 
Advance Notice of Proposed 
Rulemaking on the Possible 
Establishment of a Standard 

Correction 

In FR Doc. 85-1888 beginning on page 
3535 in the issue of Friday, fanuary 25. 
1985, make the following corrections: 

1. The docket number in the heading 
was incorrect'. It should read as set forth 
above. 

2. On page 3538. In the first column, 
the ninth line should read "oils/kg.** 

mum COOK ffos^i>4i 


21 CFR Part 146 
[Docket No. S4N-0403J 

Nectars of Certain Citrus Fruits; 
Advance Notice of Proposed 
Rulemaking on the Possible 
Establishment of a Standard 

Correction 

In FR Doc. 85-1884 beginning on page 
3538 in the issue of Friday, January 25, 
1985. make the following correction on 
page 3541: 

In the first column, in paragraph "19”. 
in the last line. ”mg/kg” should read 
*‘tng iron/kg”. 

eUJNO COOK 1S0S-01^ 


21 CFR Part 146 
(Docket No. a4N-0406I 

Non-Pulpy Blackcurrant Nectar, 
Advance Notice of Proposed 
Nulemaklng on the Possible 
Establishment of a Standard 

Correction 

In FR Doc. 85-1689 beginning on page 
3541 in the Issue of Friday, January 25. 
1985. make the following corrections: 

1‘ On page 3543, in the middle column. 
P^^^ph "1.", "IJU” should rend 
Iljff * in both cases. 


2. On page 3544. in the first column, 
footnote 4 to paragraph "24.” was 
omitted. The footnote reads: 

^ Temporarily endorsed pending 
consideration by the IFJU Working Group of 
AAS method (AOAC, 1975, 25.143-25.147) for 
general use in fruit juices. 

BtL4JMO COOK 190S^t-M 


21 CFR Part 146 
iOocket No. a4N-0405] 

Blackcurrant Juice; Advance Notice of 
Proposed Rulemaking on the Possible 
Establishment of a Standard 

Correction 

In FR Doc. 85-1883 beginning on page 
3533 in the issue of Friday, January 25. 
1985. make the following corrections: 

1. On page 3534. in the first column, in 
”2.2”, *Sti 5 gor.” should read 

2. On the same page, in the third 
column, in *7,8”, in the sixth line. **or” 
should read "of*. 

BtLUNO COOK 1505-0t-M 


21 CFR Part 606 
(Docket No. aSN-00701 

Agency Collection of information 
Under Review by the Office of 
Management and Budget (0MB) 

AGENCY: Food and Drug Administration. 
ACTION: Notice of intent. 

summary: The Food and Drug 
Administration (FDA) is announcing its 
intent to issue notices of proposed 
rulemaking for changes in the collection 
of information requirements contained 
in the agency*s current good 
manufacturing practices for blood and 
blood components regulations at 21 CFR 
Part 606. This notice is required by 5 
CFR 1320.14(0. 

FOR FURTHER INFORMATION CONTACT: 
Sieve Falter, Center for Drugs and 
Biologies (HFN-368). Food and Drug 
Administration. 5600 Fishers Lane. 
Rockville. MD 20857. 301-443-1306. 
SUPPLEMENTARY INFORMATION: On 
August 28.1984. FDA submitted to the 
Office of Management and Budget 
(OMB) for clearance the existing 
recordkeeping and reporting 
requirements contained in the agency's 
current good manufacturing practices for 
blood and blood components regulations 
found in 21 CFR Part 606. 

On November 26.1984, OMB notified 
FDA through the Department of Health 
and Human Services of its decision to 
request the agency to initiate proposals 
for change in the collection of this 


information. OMB has extended its 
approval for this collection of 
information under OMB control number 
0910-0116 through December 1985. FDA 
is developing notices of proposed 
rulemaking that would reduce or 
eliminate unnecessary burdens in these 
regulations. Publication of this notice is 
required by OMB regulations. 5 CFR 
1320.14(0. 

List of Subjects in 21 CFR Part 606 

Blood, Reporting and recordkeeping 
requirements. 

Dated: February 14.1965. 

Mer\'in H. Shumate. 

Acting Associate Commissioner for 
Regulatory Affairs, 

|FR Doc. 854192 Filed 2-15-85: 3:47 pm| 

WLLINO COOK 41SS-01-U 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 52 

1A-4-FRL-2780-6) 

Approval and Promulgation Florida; 
Lead Implementation Plan 

agency: Environmental Protection 
Agency. 

action: Proposed rule. 

summary: Pursuant to Section 110 of the 
Clean Air Act and the National Ambient 
Air Quality Standard (NAAQS) for lead, 
the State of Florida, submitted to EPA a 
State Implementation Plan (SIP) for lead. 
On November 30.1983.(48 FR 56406), 

EPA proposed to approve the plan 
subject to the correction of several 
deficiencies. Florida submitted a revised 
plan on September 17,1964. EPA today 
proposes to disapprove the regulatory 
portion of the revised plan, approve all 
other portions of the State's submittal, 
and to promulgate Federal source* 
specific emission limitations for the lead 
stationary sources in Florida identified 
as having a potential to violate the lead 
NAAQS. Prior to final promulgation. 

EPA will hold a public hearing in 
Tampa. Florida, to obtain comments on 
its proposed action. The hearing is 
scheduled for Thursday, March 28.1985, 
at 10 a m. at the Hillsborough County 
Office, 190 Ninth Avenue. Tampa. % 
Florida. 

DATE: To be considered, comments must 
reach us on or before April 22.1985. 
ADDRESSES: Written comments should 
be addressed to Ms. Kelly McCarty of 
EPA Region I Vs Air Management 
Branch (see EPA Region IV address 
below). 
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Copies of the materials submitted by 
Florida may be examined during normal 
business hours at the following 
locations: 

Environmental Protection Agency. 
Region IV, Air Management Branch. 
345 Courtland Street, NW^ Atlanta. 
Georgia 30365 

Florida Department of Environmental 
Regulation. Bureau of Air Quality 
Management. Twin Towers Office 
Building, 2600 Blairstone Road. 
Tallahassee. Florida 32301 
EPA Central Docket Section. West 
Tower Lobby, Gallery I. A-130, 401 M 
Street, SW.. Washington, D.C. 20460 
FOR FURTHER INFORMATION CONTACr. 
Ms. Kelly S. McCarty. EPA Region IV, 
Air Management Branch, at the above 
listed address and phone 404/881-3286. 
or FTS 257-3286. 

SUPPLEMENTARY INFORMATION: On 

October 5.1978 (43 FR 46246). EPA 
promulgated the NAAQS for airborne 
lead. Under the provisions of section 
110(a)(1) of the Clean Air Act. each state 
is required to submit a SIP which 
provides for implementation, 
maintenance, and enforcement of the 
primary and secondary NAAQS • within 
the state. The primary and secondary 
standard for lead is 1.5 averaged 

over a calendar quarter. 

Today’s action is in response to a 
court-ordered schedule resulting from a 
Settlement Agreement reached on July 

26.1983. betweeen EPA and the Natural 
Resources Defense Council, Inc. (NRDC) 
in litigation concerning the completion 
of lead SIPs for a number of states, 
{NRDC V. Ruckelshaus, (D.D.C.) No. 82- 
2137), The schedule called for certain 
stales, including Florida, to submit SIPs 
for lead to EPA by August 1,1984. or In 
time for EPA to propose action on the 
submittal by January 1 . 1985. 

On October 31.1983. the Florida 
Department of Environmental 
Regulation (EDERJ submitted a lead SIP 
to I^A for parallel processing. EPA 
proposed to approve the SIP on 
December 21.1983 (48 FR 56406), with 
the understanding that FDER would 
corrrect several deficiencies. Comments 
were submitted to EPA on its proposal, 
as well as to the State on its proposal. 
All of these comments were addressed 
by the FDER. and the lead SIP was 
revised. These changes included 
revision of the emissions inventory and 
control strategy. FDER submitted the 
revised lead SIP to EPA on September 

17.1984. The Stale of Florida's 
submission all the necessary supporting 
material consistent with the 
requirements of 40 CFR Part 51, 
including an appropriate emissions 
inventory, modeling analysis, and 


demonstration of attainment; however, 
it does not include enforceable laws or 
regulations to implement the specific 
measures necessary to assure 
attainment and maintenace of the lead 
NAAQS around certain stationary 
sources of lead. Such enforceable 
measures are required by section 
110(a)(2)(B) of the Act and EPA*s 
regulations governing the preparation, 
adoption and submission of 
implementation plans. (See 40 CFR 51.22 
and 51.87 (1984)). Therefore. EPA is 
disapproving the regulatory portion of 
the State’s submittal, approving all other 
aspects of the FDER submittal and 
proposing federal source-specific 
emission limitations based upon the 
supporting material submitted by the 
State of Florida. Following is a 
discussion of the supporting material 
submitted by Florida that is the basis for 
the source-specific emission limitations 
being proposed today by EPA pursuant 
to section 110(c) of the Clean Air Act, 
Analyses were performed for areas 
which are not In the vicinity of lead 
point sources but have exceeded the 
standard since 1974. as shown by 
monitoring. Automobiles are the major 
contributors to lead emissions in these 
areas. Federal regulations that limit the 
lead content of gasoline have resulted, 
and will continue to result, in a gradual 
decrease in lead emissions. Depending 
on the lead air concentration in the base 
(historic) year, it is possible for such 
areas to attain the lead standard solely 
due to these Federal regulations. Based 
on this, and information about past and 
projected gasoline usages, and assuming 
that lead concentrations decrease 
proportionally with automotive lead 
emissions. EPA has calculated critical 
lead concentrations for several base and 
attainment years. Those were published 
in a July, 1983, draft report entitled 
Updated Information on Approval and 
Promulgation o /Lead Implementation 
Plans, If the highest lead concentration 
for a given base year/attainment year 
combination is less than the critical 
value for that combination. EPA 
assumes that the standard will be 
attained by that attainment year. In 
each of the areas analyzed, the quarterly 
lead concentrations were below EPA’s 
critical values and should be well below 
the standard by 1985. All of the data 
showed attainment of the standard in 
1982, except one site in Duval County. 
Measured air quality data submitted 
with the plan (1974 to present) showed a 
violation in 1962 in Duval County 
caused by automobile emissions This 
site showed attainment by 1983 using 
the modified rollback technique 
described in Appendix F of the above 
report and information from 1982 and 


1983 refinery lead usage reports 
submitted to EPA (as described in the 
Technical Support Document). 

The submittal also contains a control 
strategy that depends on source-speoftc 
emission limits, and the Federal lead in 
gasoline phase-down program, to attain 
and maintain the NAAQS. The plan 
proposes to apply source-specific 
regulations to three battery 
manufacturing plants and three 
secondary lead smelters. Sources in 
these categories have to be specifically 
addressed in the SIP if actual emissions 
exceed five tons per year. The emission 
inventories contained in the proposed 
plan show (hat all but one of these 
sources had actual emissions in the 1962 
base year of less than the significance 
level of five tons a year, but were 
formally permitted at levels that 
modeling showed could cause 
exeedances of the lead standard 

EPA’s review of the modeling 
submitted by the State in their original 
submittal of October 31.1983. revealed 
certain discrepancies (see the proposal 
of December 21.1983. 48 FR 56406); 
these have been corrected in the 
submittal of September 17.1984. To 
correct the plan, the State used the 
appropriate meteorological data and 
changed the emission inventory to 
distinguish process and fugitive 
emission points, also, a new modeling 
analysis was performed and the control 
strategy was adjusted on the basis of 
that analysis. Further details pertaining 
to these corrections and other techniciil 
aspects of this plan are contained in the 
Technical Support Document available 
for public inspection at EPA’s Regional 
Office in Atlanta. Georgia, and at EPA 
Headquarters in Washington. D.C 

The currect attainment demonstration 
shows that the revised source-specific 
regulations will result in the att^ment 
and maintenence of the lead standard in 
the areas that the sources impact. 
Stationary sources were modeled at 
their allowed emission limits using the 
Industrial Source Complex (ISC) air 
quality model in its long term mode 
(ISCLT). 

In addition, the State has committed 
to operating a lead monitoring network 
in accordance with 40 CFR Part 58. The 
public may inspect the description of the 
monitoring network for lead at the FDER 
address listed above. 

Although FDER has the ultimate 
responsibility and authority for the lead 
SIP, certain activities have been 
delegated to local air pollution control 
agencies. All these local agencies are 
responsible for monitoring and some are 
also responsible for permitting and 
enforcement. 
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The revised SIP, as discussed earlier, 
contains one signiBcant deficiency. It 
does not include legally enforceable 
measure establishing specific emission 
limitations on certain sources of lead in 
Florida, The State has indicated that 
(hey want to promulgate source-specific 
regulations, but that this approach will 
tike them a considerable amount of 
time. In the meantime the State does not 
want to sumit individual State operating 
permits for the six affected sources as 
part of the lead SIP. Under the court- 
ordered schedule in the NROC litigation 
concerning completion of the various 
lead imlementation plans. EPA was 
lupposed to take final action on the 
Florida lead SIP by August 1,1984. If 
EPA's final action was to disapprove the 
SIP. it was supposed to propose a 
Federal implementation plan (FIP) for 
the State by October 1,1984. Since the 
State of Florida was making a number of 
re\'isions to its original SIP submittal. 

EPA deferred action on its original 
proposal. In light of the various changes 
to the SIP submittal. CPA subsequently 
concluded that it would be necessary to 
repropoae action on (his plan. FPA and 
NRDC have been discussing an 
extension of time for completion of 
action on Florida's implementation plan 
(as well as for several other states). 

Once EPA and NRDC have concluded 
their Jiscustiona, the United States 
DiitiicI Court for the District of 
Columbia will need to independently 
consider the appropriateness of any 
extension for completion of this 
implementation plan. In order to 
proceed as quicldy as possible, however, 
EPA is proposing action lo disapprove 
the rogulatory portion of the Florida 
lubmittah approve the rest of the plan, 
and Biniultaneously propose Federal 
regulations that would establish 
federally enforceable source-specific 
emission limitations on the six lead 
sources in Florida. The State submitted 
recommended emission limits to the 
EPA on November 19.1984. The 
emission limitations proposed today are 
based on these limits and the control 
strategy attainment demonstration 
modeling submitted by Florida. In 
addition, Fi^A consulted with the local 
ail pollution control agencies, the State, 
and the affected sources. 

Actioo 

KPA today proposes to disapprove the 
regulatory portion of the Florida 
teph'iTienlalloo plan for lead. Upprove 
the rest of the plan, and to propose 
promulgation of Federal source-specific 
emission limitations for six stationary 
sources which have the potential to 
violate the NAAQS for airborne lead. 


The public is invited to submit written 
comments on the proposal. 

Interested parties are invited to 
comment on all aspects of this proposal. 
Comments should be submitted to the 
address listed in the front of this notice. 
Submittal of the comments at. or before, 
the hearing is preferable, even though 
ERA is allowing 30 days following the 
hearing for comments. 

Pursuant to section 307(dKl)(B) of the 
Clean Air Act. EPA has established a 
docket (No. FlP-IV-A-8501) which is 
available for public inspection and 
copying at EPA's Docket Office listed 
above, between 8.‘00 A.M. and 4:00 P.M.. 
Monday through Friday. A reasonable 
fee may be charged for coyping. An 
identical docket has also b^n 
established at EPA's Region IV Office, 
listed above. 

Regulatory Flexibility Analysis 

Pursuant to the provisions of 5 U.S.C 
605(b). the Administrator has 
determmed that this action will not have 
a significant economic impact on a 
substantial number of small entities, 
because the requirements are already in 
place at the State level in the form of 
operationg permits and will be 
submitted in the near future as State 
regulations. In addition, all affected 
sources are already meeting these 
requirements. 

Under Executive Order 12291. today's 
action is not "Majory". It has been 
submitted to the Office of Management 
and Budget (OMB) for review. Any 
comments from OMB to EPA and any 
response are available for public 
inspecton at the EPA Region IV office 
(see address above). 

List of Subjects In 40 CFR Part 52 

Air pollution control. 
Intergovernmental relations. Ozone. 
Sulfur oxides. Nitrogen dioxide, l,ead. 
Particulate matter, ^rbon monoxide. 
Hydrocarbons. 

(Secs. 110 and 301 of the Clean Act Act (42 
U S.C 7410 and 7001)). 

Dated: November 30.1064. 

Chsries R. loler. 

Regional Adminittrator. 

It is proposed to amend Part 52 of 
Chapter 1. Title 4a Code of Federal 
Regulations, as follows: 

Subpart K—Florida 

Section 52.535 is added as follows: 

S 52.535 Rules and reguUtlons. 

(a) The regulatory portion of the lead 
implementation plan submitted on 
September 17,1984. is disapproved 
because the laws or regulations needed 
to implement specific measures 


necessary to assure attainment and 
maintenance of the NAAQS for lead 
were not included. 

(b) The following requirements shall 
apply to all the facilities listed in 
paragraph (c) of this section: 

(1) The facilities listed in paragraph 

(c) of this section shall conduct an initial 
test on ail sources of lead emissions 
specified for each facility within 120 
days of promulgation of this regulation. 
Such test shall demonstrate compliance 
with the specified emission limit for 
each source. Source test methods and 
analytical procedures used shall be in 
accordance with provisions of Part 6a 
Appendix A. Method 12. For source 
testing, a plan shall be submitted to the 
Region IV Administrator of EPA and the 
Florida Department of Environmental 
Regulation (FDER) at least sixty (60) 
days prior to the initial test, lo allow 
review and approval of the plan. This 
plan should include, at a minimum, a 
description of the test equipment and 
procedures to be used and the sampling 
locations, with appropriate dimensions, 
showing upsteam and downstream gas 
flow disturbances. Notice must be given 
to the Region IV Administrator and the 
FDER Bureau Chief, at least thirty (30) 
days prior lo conducting the initial test, 
to afford them the opportunity to have 
observers present. Results of all source 
testing and compliance determinations 
shall be submitted the Region IV 
Administrator and the FDER Bureau 
Chief within thirty (30) days after 
completion of the test. After completion 
of the initial performance test required 
above, the facilities shall conduct 
annual stack tests for all sources with a 
specified emission limit. 

(2) Compliance with emission limits 
for non-process fugitive emissions, i.e., 
road dust, stock piles, plant grounds, 
etc., shall be determined by site 
inspections and review of records and 
logs of fugitive dust suppression activity, 
which may include chemical 
stabilization, water spraying with 
appropriate runoff collection, 
resurfacing, sweeping, revegetation, etc. 

(3) Upon submittal and approval by 
EPA. the Agency will accept an 
alternative method to demonstrate 
compliance with the spedfled emission 
limit. A submittal for an alternative 
compliance method must provide an 
exclusive means (i.e„ mathematical 
relationship with established 
paramelerfs)) to determine compliance 
with the applicable emission limit. Until 
an alternative compliance method 
request is approved by EPA. the initial 
and annual emission test requirements 
will remain in effect. 
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(4) The owncr(s) or operator(s) shall 
maintain continuous records of plant 
process and emission control operations 
as necessary' to determine continuous 
compliance. Such records shall include 
reports of all process operations and 
control equipment operating parameters. 
Such records shall also include reports 
of all types of process upsets and 
emission control equipment malfunction, 
detailing the nature and duration of the 
upset or malfunction, the expected 
effects on emissions, and the corrective 
actions taken or planned to ovoid 
recurrences. Such records shall be 
available at the plant site for 
inspections by the Region IV 
Administrator of EPA and the Bureau 
Chief of the FDF.R for a period of at least 
two (2) years. 

(c) TTie following requirements are 
promulgated as applicable to the 
indicated stationary sources of lead: 

(1) Gulf Coast Lead. 1901 North 66th 
Street, Tampa. FL. 

Secondary Lead Smelter Operation. 

(i) All emission points shall be limited 
to the following levels: 
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(li) Visible emissions from the closed 
charge doors on the blast furnace and 
the refining kettle shall not exceed 5 
percent opacity during furnace 
operation. 

(iii) Visible emissions from the charge 
doors on the blast furnace shall not 
exceed 10 percent opacity during 
charging operations. 

(iv) Visible emissions from all other 
sources shall not exceed 5 percent 
opacity. 

(v) Source tests shall be performed in 
accordance with EPA Reference 
Methods 1 through 5. and 9 [40 CFR Part 
60. Appendix A). In the case of Method 
9. Section 2.5 shall be excluded. 

(vi) No more than one blast furnace 
shall operate at a time. 

(vii) No more than two 50-ton melt 
kettles shall be operated at a lime. 

(viil) All emissions testing shall be 
performed at the maximum production 
rale, or other production rale or 
operating conditions, which would result 
in the highest lead emissions. 

(2) Johnson Controls. Globe Battery 
Division. 10215 North 30lh Street, 

Tampa, FL 


Lead—Acid Battery Manufacturing 
Plant. 

(i) All emission points shall be limited 
to the following lei^els: 
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(li) Visible emissions from all 


emission points shall not exceed 5 
percent opacity during operation. 

(iii) Source tests shall be performed In 
accordance with EPA Reference 
Methods 1 through 5.9 (40 CFR Part 60. 
Appendix A). In the case of Method 9. 
Section 2.5 shall be excluded. 

(iv) All emissions testing shall be 
performed at the maximum production 
rale, or other production rate or 
operating conditions, which would result 
in the highest lead emissions. 

(3) Chloride Metals. US. 41/Raleigh 
Street, Tampa. FL Secondary Lead 
Smelter Operation 

(i) All emission points shall be limited 
to the following levels: 
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(ii) Visible emissions from the closed 
charge doors on Furnaces No. 1 and 2 
shall not exceed 5 percent opacity 
during furnace operation. 

(iii) Visible emissions from the charge 
doors on Furnaces No. 1 and shall not 
exceed 10 percent opacity during 
charging operations. 

(iv) Visible emissions from the lead 
oxide plant shall not exceed 5 percent 
opacity. 

(v) Visible emissions from all other 
sources shall not exceed 5 percent 
opacity. 


(vi) Source tests shall be performed In 
accordance with EPA Reference 
Methods 1 through 5. and 9 (40 CFR Pari 
60. Appendix A). In the case of Method 
9, Section 2.5 shall be excluded. 

(vii) Alt emissions testing shall be 
performed at the maximum production 
rate, or other production rate or 
operating conditions, which would result 
in the highest lead emissions. 

(4) Chloride Battery, US. 41/Raleigh 
Street. Tampa. FL Lead-Acid BaUer>' 
Manufacturing Plant 
(i) All emission plants shall be limited 
to the following levels: 



(li) Visible emissions from all 
emission points shall not exceed 5 
percent opacity during operation. 

(iii) The PbO silo shall be limited to 
operating 16 hours per week. 

(iv) All emissions testing shall be 
performed at the maximum production 
rale, or other production rate or 
operating conditions, which would result 
in the highest lead emissions. 

(v) Source tests shall be performed in 
accordance with EPA Reference 
Methods 1 through 5, and 9 (40 CFR Part 
60. Appendix A). In the case of Method 
9. Section 2.5 shall be excluded. 

(5) Gould Battery (GNB), 11331 
Satellite Boulevard. Orlando. FL Lead- 
Acid Battery Manufacturing Plant. 

(i) All emission points shall be limited 
to the following levels: 
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(ii) Visible emissions from all 
emission points shall not exceed 5 
percent opacity during operation. 

(iii) Source tests shall be performed in 
accordance with EPA Reference 
Methods 1 through 5. and 9 (40 CFR Pari 
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60. Appendix A). In the case of Method 
9. Section ZJS shall be excluded. 

|i\') The following sources shall be 
limited to operating 4000 hours per yean 
r isting/lWting. GNB ID 
Asse mbly, GNB ID ^B2; Assembly, GNB 
ID ^^B3; Assembly, GNB ID <^B4: Central 
Vacaum, GNB ID ^B7; Tray Exhaust. 

GNB ID ^E4; Paste Oven POS. GNB ID 
sES; Paste Oven NEC. GNB ID 
|v) The following sources shall be 
limited to operating 5000 hours per year 
Casting. QC Mixing. GNB ID #B3; Pot 
Hood, GNB ID #E1: Pot Hood. GNB ID 
SEI; PotTIood, GNB ID ^E3. 

|vi) llie Bulk Oxide point source. GNB 
D xBOi, shall be limited to operating 
1000 hours per year. 

(vii) Ail emissions testing shall be 
perrormed at the maximum production 
rate, or other production rate or 
operating conditions, which would result 
in the highest lead emissions. 

(6) ReOned Metals. 2640 Capitula 
Street |acksonville» FL Secondary Lead 
Smelter Operation. 

(i) This source is currently shut down, 
with no plans to reopen. However. 
d)ould the owners decide to reopen the 
plant, they must reapply for a permit as 
if they were a new source, and they will 
be subject to new source review, as if 
they had not operated previously. This 
1$ to be effective Immediately, even 
though their current permit does not 
expire until December 31,1984. This is 
pursuant to Florida Administrative Code 
172.530, Source Reclassifications, and 
17-4.09, Renewals. 

int Doc. 8S-4119 Filed 2-20-65; 8:45 sm) 
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DEPARTIIEHT OF HEALTH AND 
HUMAN SERVICES 

Hearth Care Financing Administration 

42 CFR Parts 405, 442, and 489 

Medicare and Medicaid Programs; 
Intermediate Sanction of Long-Term 
Cart Facilities 

agency: Health Care Financing 
Adrninlstratkm (HCFA), HHS. 
action: Proposed rule. 

SUMMsav: These regulations would 
Implement section 916 of the Omnibus 
Reconciliation Act of 1960 (Pub. L 96- 
499) authorizing the Secretary and State 
Medicaid agencies to impose an 
sllemative to terminating long-term care 
ucilities found to be out of comphanr4; 
^ith the Medicare conditions of 
participation or the Medicaid conditions 
of participation or standards. Under the 
propos^al. in facilities where deficiencies 


did not pose immediate jeopardy to the 
health and safety of their patients, the 
Secretary of HHS and State Medicaid 
agencies could exercise diacretian to 
invoke termination or to deny 
reimbursement for new Medicare and 
Medicaid admissions to these facilities 
for a period up to 11 months after a 
specifieil date. However, the Secretary 
and the State Medicaid agencies retain 
the authority to terminate a facility at 
any time, including the period of the 
alternative sanction, if they determine 
that such action is warranted under 
current regulatio ns at 42 CFR Pari 489. 
Subpart £ and 42 CFR Part 442. Subpart 
B. If a facility*s deficiencies were found 
to pose immediate jeopardy to its 
patients, the proposed regulations would 
require the denial of payments for new 
admissions and the termination from 
participation in the programs. 

OATE8: To assure consideration, 
comments should be received by April 
22,1985. 

ADOfiESS: Address comments in writing 
to: Health Care Financing 
Administration. Department of Health 
and Human Services; Attention: HSQ- 
096-P, P.O. Box 28676. Baltimore. 
Maryland 21207. 

If you prefer, you may deliver your 
comments to Room 309^ Hubert IL 
Humphrey Building. 200 Independence 
Ave., SW,. Washington. D.C. or to 
Room 132. East Rise Building. 6325 
Security Boulevard. Baltimore. 

Maryland 21207. 

Comments will be available for public 
inspection, beginning approximately two 
weeks after publication, in Room 309-G 
of the Department's offices at 200 
Independence Ave^ SW., Washington, 
D.C., 20201. on Monday through Friday 
of each week from 8:30 bjjl to 5:00 p.m. 
(202-245-7890). 

FOR FURTHER INFORMATION CONTACr. 
Matthew Bro%vn. (301) 594-7617. 
SUPPLEMENTARY INFORMATION; 

1. Background 

Providers of health care services 
participate in the Medicare and 
Medicaid programs under provider 
agreements with HCFA (for Medicare), 
and with State Medicaid agencies (for 
Medicaid). In order to enter into a 
provider agreemenL a skilled nursing 
[facility (SNF) or an intermediate care 
facility (ICF) must first be certified by a 
State survey agency as complying with 
certain minimum health and safety 
requirements. These requirements, also 
referred to as conditions of partidpotion 
(for SNF’s) or standards (for ICFs and 
ICFs/MR), are set forth for SNFs and 
ICFs at sections 1851(j) and 1905 (c) and 
(d) of the Social Security Act and in 


implementing regulations (42 CFR Part 
405. Subpart K. and Part 442). Facilities 
are surveyed periodically by Slate 
survey agendes to determined thdr 
continued compliance with these 
requirements. 

l^fore the enactment of section 916 of 
the Omnibus Recondliation Act of 1980 
(Pub. L 96-499). if a State survey agency 
made a determination that a facility no 
longer substantially met the conditions 
of participation or standards under 
'Medicare or Medicaid, the only Federal 
sanction, directly derived from the 
Social Security Act (Act), available to 
the Secretary or Medicaid agency was 
to terminate the fadlity's provider 
agreement under the authority of section 
1866(b)(2)(B) of the Act for Medicare or 
sections 19Q2(a)(28) and 1905 (c) and (d) 
of the Act for Medicaid. Termination of 
a facility's provider agreement, in effect, 
terminates a facility's participation in 
the Medicare and Medicaid programs. In 
addition to the Federal sanction of 
termination, some States have provided 
a full range of intermediate sanctions 
under State law including suspension of 
payment, bans on admissions, and other 
various fines and penalties. In cases 
where States choose to impose 
sanctions, there is no requirement that 
States obtain HCFA consent. 

Current Medicare regulations provide 
for a IS-day notice prior to the effective 
date of terminatioa and to appeal of 
the termination of ■ SNFs provider 
agreement (42 CFR 489.53 (b) and (c)). 
Appeal procedures include a full 
evidentiary hearing available to the 
provider after the effective date of the 
termination of a provider agreement 
require (as specified at 42 CFR Part 431. 
Subpart D) a full evidentiary hearing 
eithm before or within 120 days after the 
termination becomes effective. Those 
facilities participating in both programs 
are entitled to to effective date and 
appeals procedures under Medicare and 
the Medicare decision is binding under 
both programs. 

IL Changes in to Statute 

Section 916 of the Omnibus 
Reconciliation Act of 1980 (Pub. L. 96- 
490, enacted on December 5,1980) 
added sections 1866(f) and 1902(i) to the 
Act. These sections provide for an 
intermediate sanction for long-term care 
facilities. These sanctions are 
considered important tools to promote 
correction of deficiencies rather than to 
simply exclude facilities from the 
program. The sancHon is a denial of 
payment for up to 11 months to a 
noncomplying facility new 
admissions to the facilirv after a 
specified date. 
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The Ways and Means Committee 
Report on the Omnibus Reconciliation 
Act of 1980 (I IR 7652. dated July 2.1980. 
pages 6^-64) states the problem 
Congress addressed and its expectation 
for the new sanction as follows: 

At present the only Mnetion iivMilabte In 
many iurisdiclions to penaHw? a skilled 
nursing facility which is out of compliance 
with the conditions of participation in the 
medicare and medicaid programs is to 
Icnninate that facility's participation in the 
program. Frequently, this sanction involves 
an overriding hardship to program 
Ijeneficiaries which makes its use 
undesirable, if not impossible. 

Further on page 65, the Report states: 

The Committee believes that the 
Application of this sanction, in lieu of 
immediate decertification of a facility where 
life and safety are not threatened, will serve 
In protect benendarirs both by giving the 
skilled nursing fadlily an incentive to correct 
defidenctes in a timely manner and by 
forestalling the need for traumatic transfers 
of a large number of patients during the time 
neeiied (as) improvements are being made in 
the facility. 

The intermediate sanction would not 
become a substitute for terminating a 
facility's provider argeement. The 
authority to impose the denial of 
payments for new admissions as an 
intermediate sanction is in addition to 
the Secretary's existing authority under 
section 1866(b)(2)(B) of the Act to 
terminate a noncomplying facility and to 
the States* authority to terminate or 
impose any other sanctions under Stale 
law. State and Federal termination 
authorities, remain in effect regardless 
of these alternative sanctions. 

1‘hereforc. termination can occur at any 
time, including during the period of the 
idlemative sanction, if the Secretary pr 
Slate Medicaid agency determines that 
such action is necessary under current 
regulations. The pro\ision8 of the statute 
relating to facility provider agreements 
and the Medicare and Medicaid 
programs follow. 

Medicare 

The Secretary must terminate a • 
facility's provider agreement if he or she 
delerrnines that (1) the facility no longer 
meets one or more of the conditions of 
participation necessary to qualify as a 
provider, and (2) the facility's 
deficiencies pose immediate jeopardy to 
patients' health and safety. In addition 
to terminating a facility's provider 
agreement, the Secretary will deny 
Medicare payments to a facility with 
respect to new admissions to the facility 
after a date specified by the Secretary. 

In situations where a facility's 
deficiencies do not pose immediate 
jeopardy to patient's health and safely. 


the Secretary continues to have the 
discretion to terminate for reasons of 
health and safety or for reasons related 
to provider failures as specified in 42 
CFT< Part 489, Subpart E. In these and 
other situations, however, the Secretary 
may now deny Medicare payments to a 
facility, in lieu of termination, with 
respect to new admissions to the facility 
after a date specified by the Secretary, if 
the Secretary determines that (1) the 
facility no longer meets one or more of 
the conditions of participation or 
standards necessary to qualify as a 
provider, and (2) the facility’s 
deficiencies pose no immediate jeopardy 
to patients* health and safety. In cases 
where the Secretary makes these two 
deteminations, payments for patients 
admitted to the facility prior to the 
imposition of the sanction would not be 
affected. The statute does not permit 
denial of payments for patients admitted 
to a facility prior to the imposition of a 
sanction. (Patients who become eligible 
for Medicare while in the facility are not 
considered new admissions.) 

Medicaid 

A Medicaid agency must terminate a 
facility's provider agreement if it 
determines that (1) the facility no longer 
meets one or more of the conditions of 
participation (for SNFs) or standards 
(for ICFs and ICFs/MR) necessary to 
qualify as a provider, and (2) the 
facility's deficiencies pose immediate 
jeopa^y to patients* health and safety. 

In addition to terminating a facility's 
provider agreement, the Medicaid 
agency may deny Medicaid payments to 
a facility with respect to new 
admissions to the facility after a date 
specified by the agency. 

In situations where a facility's 
deficiencies do not pose immediate 
jeopardy to patient's health and safety, 
the Medicaid agency continues to have 
the discretion to terminate for reasons of 
health and safety or for reasons of 
provider failures as provided in 42 CFR 
449.53. The Medicaid agency may deny 
Medicaid payments to a facility, in lieu 
of termination, with respect to new 
admissions to the facility after a date 
specified by the agency if the agency 
finds that (1) the facility no longer meets 
the appropriate conditions of 
participation or standards (for SNFs) or 
standards (for ICFs and ICFs/MR) 
necessary to qualify as a provider, and 
(2) the facility's deficiencies pose no 
immediate jeopardy to patients* health 
and safety. In cases w'herc the Medicaid 
agency makes these two determinations, 
payments for patients admitted to the 
facility prior to the imposition of the 
sanction would not be affected. The 
statute does not permit denial of 


payments for patients admitted to a 
facility prior to the imposition of a 
sanction. (Patients who become eligible 
for Medicaid while in the facility are no! 
considered new admissions.) 

Medicare and Medicaid 

If a facility participates in both 
Medicare and Medicaid and if the 
Secretary denies Medicare pa>T[ients for 
new admissions, the Medicaid agency 
must deny Medicaid payments for new 
admissions, effective for the same time 
period as the period for Medicare denial 
of payments. 

Procedures 

The statute requires that before 
denying payments for new admissions, 
the facility must be given a notice of the 
deficiencies and an opportunity to 
correct them. If the deficiencies are not 
corrected, the statute provides that the 
facility be given a notice and an 
opportunity for a hearing prior to denial 
of payments. After a decision to deny 
payments, following the opportunity for 
a hearing, the statute requires that the 
facility and public must be notified 
before the effective date of the denial 

Sections 1866(f)(3) and 1902(i)(3) 
further provide that the denial of 
payments for new admissions must 
remain in effect for 11 months after the 
month it was made effective or until the 
facility corrects the deficiencies or the 
Secretary or Medicaid agency 
determines that the facility has made a 
good faith effort to achieve substantial 
compliance, whichever occurs first. We 
believe that the statute also provide.s 
sufficient discretion to allow the 
Secretary or the State agency to deny 
payments for new admissions for 
periods of less than 11 months. We 
propose, therefore, to make provision for 
the denial of payments for the length of 
time set by the ^cretary or Stale 
agency, but not for a period exceeding 
11 months. If the denial of payments has 
been in effect for the time set or 11 
months past the month in which it was 
made effective, the statute requires the 
facility's provider agreement be 
terminated effective the first day of the 
month following the last month for 
which payment had been denied. 
However, the Secretary and Slate 
Medicaid agency retain the authority to 
invoke termination at any time, 
including the elective period of the 
denial of payments, if warranted, under 
the existing termination authorities at 42 
CFR Parts 489 and 442. 

We believe that the statutory 
amendments made by section 916 
should promote compliance with the 
conditions of participation or standanis 
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by facilities with non-Iifo'lhreatening 
dpHi ieddes. By preventing new 
admissions, but permitting continued 
particpstion. there is a positive 
Rictntive to make corrections as well as 
a penalty for failed compliance. As 
explainiri in the Report of the Mouse 
Committee on the Budget that 
acc i>mpailied Pub. L 96-499 (H.R. Rep. 

No. 96-1167, 96th Cong., 2d Sess. 57. 4ia 
(1960)). the use of the denial of payment 
IS an alternative to terminating a 
(dcility's provider agreement would 
sene to protect patients by providing 
lacilitiee with nodife-threatening 
der.cieocei an incentive to correct their 
drficienoes in a timely manner thereby 
avoiiiing the adverse effect to patients 
caused by their transfer to another 
fsdlily while the dericiences are being 
corrected. Thus, the statute would 
penalize the facility with deficiencies 
rather the patients already in those 
facilitihsu 

In addition to the intermediate 
lanctiofU section 916 also amended 
section 1902(a)(33)(B) and added section 
19t0(c) of the Act to give the secretary 
iook behind'* authority. This authority 
would allow the Secretary to validate 
State determinations as to whether a 
facility is meeting the conditions for 
participation (for SNFs) or standards 
(for ICFs and ICFs/MR) when the 
Secretary has cause to question the 
determinations. Where the Secretary 
makes a determination that a facility 
does not meet the conditions of 
partidpatim or standards, the statute 
authorizes the Secretary to cancel 
approval or terminate the participation 
of any SNF or ICF from the Medicaid 
pro^nt We believe that the *iocik 
behind" provision contained in sections 
1902(a)(33)(Bl and 1910(c) of the Act is 
self iniplcmenting and requires no 
further regulations. 

m. Provisloiis of the Regulations 

In order to implement the 
intermediate sanction, wo must amend 
both Medicare and Medicaid 
^gulatioos. With respect to Medicare 
regulations, we propose to add at 42 
CFR Part 489. Provider Agreements 
Under Medicare, a new Subpart P, 

Denial of Payment to SNFs for New 
Admissions; Withholding of Payment. A 
Action concerning withholding of 
payment for failure to make timely 
ntilization review, implementing section 
1666(d) of the Act. is currently located In 
<2 CPR Part 489, Subpart E (S 489.50). 

propose to move it to the new 
Subpart F in order to keep similar topics 
together (in this case, issues regarding 
Payments). The section on withholding 
would be redesignated as S 489.66. 


In addition, we propose to make 
technical revisions to 42 CFR 405.1501 
and 405.1502 to update references to 
regulation citations regarding providi^r 
agreements under Medicare. 

Under Medicaid regulations, we 
propose to add to 42 CFR Part 442. 
Subpart C. which addresses the 
certification of SNEs and ICFs. three 
new sections (§S 442.117,442.118. and 
442.119) to implement the intermediate 
sanction. 

Further discussion of the provisions of 
the regulations in provided below: 

A. Alternative to Terminating a 
Facility's Provider Agreement and 
When It Would Be Applied 

1. Regulation Changes. Under 
Medicare regulations, we propose to 
establish a new { 489.60 under the new 
Subpart F of 42 CFR Part 489. This new 
section would provide that HCFA 
(acting of behalf of the Secretary) may, 
as an alternative to terminating an 
SNFs provider agreement under 
Medicare because of noncompliance 
%vith one or more conditions of 
participation or standards, impose a 
deniol of payments for new admissions 
to the facility. This sanction may be 
imposed along only when MCFA 
determines that the dcndcnces causing 
the facility's noncompliance pose no 
immediate jeopardy to its patients. If the 
facility's noncompliance posed 
immediate jeopai^y to its patients. If the 
facility's noncompliance posed 
immolate joopai^y to its patients. 

MCFA would apply the denial of 
payments for new admissions and 
terminate the facility's provider 
agreement. Finally, the new { 489.60 
would provide that it based on the 
conditions already discussed. HCFA 
dicides to deny payments to an SNF that 
participates in Imth the Medicare and 
Medicaid programs. MCFA will require 
the Medicaid agency to deny payments 
for new admissions as well. 

Under Medicaid regulations, we 
would add a new { 442.118, to provide 
that the State agency also may, as an 
alternative to terminating a provider 
agreement for an SNF or ICF under 
Medicaid because of noncompliance, 
impose a denial of poymenls for new 
admissions to the facility. This new 
section also will specify that the 
sanction may be imposed only when the 
State agency determines that the 
deficiencies causing the facility's 
noncompliance pose no immediate 
jeopardy to its patients. If the facility's 
noncompliance poses immediate 
jeopardy to its patients, the State agency 
may apply the denial of payments for 
new admissions in addition to the 


required termination of the facility's 
provider agreement. 

In cases of immediate jeopardy, when 
a decision is made to both terminate a 
facility's provider agreement and to 
deny payments for new admissions, the 
implementation of the denial of 
payments depends upon the outcome of 
the termination proceedings. The two 
sanctions can be initiated 
simultaneously but will not necessarily 
be effective simultaneously. If the 
hearing decision on the issue of 
termination is that a facility does not 
meet all the conditions of participation 
(for SNFs) or standards (for ICFs and 
iCFs/MR). but the violations pose no 
Immediate jeopardy, proceedings would 
continue for denial of payment for new 
admissions. However, if the hearing 
decision on the issue of termination is 
that a facility is in full compliance with 
the conditions of participation (for 
SNFs) or standards (for ICFs and ICFs/ 
MR), there would be no grounds for 
continuing procedures to deny payments 
for new admissions. 

We foresee that in many cases the 
Imposition of the intermediate sanction 
will become moot when it is applied in 
addition to termination. Termination 
procedures can be Imposed sooner than 
the intermediate sanction since the 
intermediate sanction requires a prior 
hearing. Once termination of the 
provider agreement is effective, the 
facility will no longer receive paymetits 
for any beneficiary in the facility 
whether previously admitted or a new 
admission. We propose that since both 
the intermediate sanction and 
termination require prior notice, one 
notice stating the intent to invoke both 
sanctions will suffice. If termination is 
effective before the Intermediate 
sanction, then no further pursuit of the 
intermediate sanction is needed. 

2. Applicability Under Medicaid. In 
addition to regular certification rules 
applicable to all Medicaid certified 
facilities. HCFA issued a series of 
special rules tor ICFs/MR with certain 
defldencies rf?quiring longer than 12 
months to correct. On June 3.1977. we 
published a final rule (42 FR 28700) that 
prescribed State procedures for 
ccrtifjiag Interm^iatc care facilities for 
the mentally retarded (lCFs*MR) to 
participate in State Medicaid programs 
(42 CFR 442.113 and 442.115). 
Specifically, the final rule stated that all 
facilities certified on or after July 18. 

1977 would be subject to certain 
conditions concerning certification with 
deficiencies. Those conditions were: 

• Any facility certified on or after |uly 
18.1977 with deficiencies in Federal 
requirements for staffing may be gUen a 








7194 


Federal Register / Vol. 50, No. 35 / Thursday. February 21, 1985 / Proposed Rules 


period not to exceed July 18.1978 for 
correction of the deficiency. 

• A facility certified on or after July 
18,1977 with deficiencies in the Life 
Safety Code and/or certain physical 
enviommental standards may be given a 
period not to exceed July 18.1980 for the 

• correction of the deficiencies. 

• Under certain conditions the 
Secretary may grant the State authority 
to approve a plan of correction beyond 
July 18,1980 but not to exceed July 18. 
1982. 

B, Immediate Jeopardy 

Because the proposed regulations 
refer to situations that pose immediate 
jeopardy to a facility's patients, we 
propose to add a definition of 
"immediate jeop ardy " to Medicare 
regulations at 42 CFR 488.3 and to 
Medicaid regulations at 42 CFR 442.2. 
The definition for Medicare certified 
SNFs would specify that immediate 
jeopardy is any situation in which a 
facility's noncompliance with one or 
more conditions of participation poses a 
serious threat to patients* health and 
safety such that immediate corrective 
action is necessary. The definition of 
"immediate jeopai^y" for Medicaid 
SNF, ICF or ICF/MR would specify that 
immediate jeopardy is any situation In 
which a facility's noncompliance with 
one or more conditions of participation 
Jfor SNFs) or %vith standard (for ICFs 
and ICFs/MR) poses a serious threat to 
patients* health and safety such that 
Immediate corrective action is 
necessary. For example, an "immediate 
jeopardy" situation would occur where 
a facility experiences an unexpected 
potentially hazardous situation (Le.. 
severe roof damage, a breakout of a 
contagious disease, etc.) which if not 
immediately corrected could pose a 
threat to patients' health and safety. 
Although we believe that this definition 
is reasonable in its parameters, we 
specifically ret^uest comments on this 
particular definition. 

In situations where noncompliance 
with applicable conditions of 
participatioo (for SNFs) or standards 
(for ICFs and iCFs/MR) poses 
immediate Jeopardy to a facility's 
patients, the statute requires the 
termination of a facility's provider 
agreement. We. therefore, would amend 
Medicare regulations at 42 CFR 488.53 
and Medicaid regulations at 42 CFR 
442.117 to include this provision. We 
wish to clarify again that when a 
facility's provider agreement is 
terminated no Federal funds arc 
available to the facility. We believe that 
most cases of noncompliance will not 
in\x)Jve immediate jeopardy, and 
therefore, HCFA and the Medicaid 


agency %viU have the option to impose 
either a termination of the facility's 
provider agreement or the intermediate 
sanction of the denial of payments for 
new admissions. We believe that the 
enactment of the intermediate sanction 
adds an important and effective tool to 
the Secretary's enforcement effort 
States may also impose any other 
sanctions that are available to them 
under State law. 

C Hearings and Other Procedures 

Section 918 did not alter any existing 
appeals procedures for termination of a 
facility's provider agreement. This 
reflects Congressional intent, as the 
Conference Report that accompanied 
Pub. L 96-499 specified that the 
provisions of section 916 would not alter 
procedures available under current law 
(H.R. Rep. No, 95-1479.9e(h Cong.. 2d 
Sess. 141 (1980)). However, we are 
requesting comments on whether to 
shorten the notice of the effective date 
of termination from 15 days to 2 days. 
This date would apply only to facilities 
shown to be placing patients in 
"immediate jeopardy". Terminations 
under Medicare would continue to be 
effective 15 days after the notice, as 
specified in 42 CFR part 488. 
Terminations under Medicaid would 
continue to be effective at time intervals 
speciBed in 42 CFR Subparts D and & 

Regarding the hearing to be provided 
prior to the denial of payments for new 
admissions, we believe that since the 
imposition of a denial of pa>ments as 
compared with terminations is a lesser 
and temporaiy sanction, as hearing less 
than a full evidentiary hearing would 
satisfy all due process requirements. 

As required by the statute, the 
proposed regulations would specify that 
prior to effectuating a denial of payment 
for new admissions. HCFA or the State 
Medicaid agency would provide a 
facility the opportunity to correct its 
deficiencies through an approved plan of 
correction. If the deficiencies remain 
after the time period specified in the 
plan of correction, the regulations would 
provide a notice and opportunity for an 
informal hearing 

The informal hearing offered by 
HCFA for facilities under Medicare, or 
by the Medicaid agency for facilities 
providii^ services only under Medicaid, 
would give the facility an opportunity to 
present, in person or in writing, 
evidence and documentation to show 
that it is not out of compliance with the 
cited detidencies. The facility would be 
given a written decision by HCFA or the 
Medicaid agency setting forth the 
reasons for the final decision. Consistent 
with section 1868(0(1) of the Act, where 


dually certified facilities have payments 
for new admissions denied by HCFA 
under Medicare, the facility. If it chooses 
to appeal, must follow HCFA's appeal 
procedures, rather than the Stale's, since 
HCFA's determination is final for both 
programs. 

If the final decision is to deny 
payments for new admissions, the 
proposed regulations would require that 
the facility and the public be notified 
prior to (he effective date of the denial 
of payments. We propose that the notice 
will state the effective date, and the 
reasons for and duration of the denial of 
payments for new admissions for the 
facility. Notice to the public could be a 
notice published in a newspaper serving 
the locale of the facility. 

Proposed regulations implementing 
these provisions would be located for 
Medicare under ( 498.62 and for 
Medicaid under the new $ 442.118 

D, Duration of Denial of Payments and 
Subsequent Termination 

The statute specifies that the 
imposition of the denial of payments for 
new admissions be in effect for 11 
months after the month it was imposed 
We afso believe that the statute 
provides sufficient discretion to allow 
for impositlon'of the denial of payments 
for new admissions for the time set by 
the Secretary or State agency, but not to 
exceed 11 months. The statute further 
requires the Secretary or Medicaid 
agency to terminate the facility's 
provider agreement if after the period of 
denial of payments, the facility has 
neither corrected deficiencies nor made 
a good faith eHort to achieve substantial 
compliance. We also believe lha the 
statute provides discretion to allow for 
imposition of the denial of payments for 
new admissions for the time set by (he 
Secretary of State agency, but not to 
exceed 11 months. We propose to 
include these provisions in Medicare 
regulations at { 489.64 and in Medicaid 
regulations at ( 442.119. 

In accordance with the statute, the 
regulations would make the termination 
effective on the first day following the 
last date of denial of payments. The 
proposed regulations also would specify 
that appeal of the termination is 
availal^ under the usual procedures for 
appeal of a terminatioii. In Medicare 
regulations, these procedures are 
located at 42 CFR Part 405. Subpart O 
and in Medicaid regulations, the 
procedures are located at 42 CFR Part 
431. Subpaii D. 
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B |\\ Imp«cl Analysis 
A Exf^ve Order 12291 

iB We have determined that these 
B proposed regulations would not likely 
B lesult in an annual economic effect of 
B| $100 niiliioo or meet other threshold 
Bi criteria of section 1(b) of the Order, 

B These provisions would provide an 
B ilternative to terminating a facility's 
B provider agreement that may be 
H imposed on noncomplying long-term 
H care facilities. We intend that these 
I proposed regulations would provide an 
I dcentive for these facilities to comply 

■ with the conditions of participation (for 

■ SNFs) or standards (for ICFs and ICFs/ 
I MR) rather than be denied 

■ ftinil ursement for new admissions or 
B face termination. 

B Lack of data regarding the number of 
B putontially affect^ facilities, and the 
B extent of their deficioncies. limits our 
B ibility to estimate with precision the 
B iotp^ict of these provisions. However, 
fl bated on our past experience with 
B facility terminations, we can make 
B several assumptions concerning the 
|B effects of this proposed rule. 

B • Although we intend to use the new 
B authority in an appropriate manner, wc 
B estimate infrequent imposition of the 
proposed intermediate sanction 
B authority. We anticipate facility 
fl compliance with pertinent conditions of 
H parlicipellon (for SNFs) or standards 
B (for ICFs and ICFs/MR] In a majority of 
B casi^ before the full efTect of the 
Bl intermediate sanction is realized and 

■ I payments for new admissions are 
B actually denied. 

H * We estimate the effect of 
IB implementing an intermediate sanction 
B to be slightly less than the costs, related 
B to rmination activity to the State and 
B Federal government and the facility. 

B • Facilities facing the threat of a 
B lanction, would realize some costs In 
B complying with the conditions of 
fl piirtidpation (for SNFs) or standards 
B (for ICFs and ICFs/.VlR) (l.e., building 
B rehabilitation, increase in staff, etc.). As 
fl we cannot determine the extent of 
B compliance problems, we cannot 
B estimate the cost associated with 
B resolving these problems. I towever, any 
B costs borne by these facilities would be 
B outweighed by the improved health and 
B conditions realized by the 

B facilities* patients. Therefore, we believe 
B that these costs are reasonable given the 
B resulting benefits. 

B In summary, available information 
fl not indicate that the annual effect 
fl proposed rule would exceed SlOO 

B million or any of the other threshold 
B criteria. 


B. Regulatory Flexibility Act 

The Secretary certifies under 5 U.S.C. 
605(b), enacted by the Regulatory 
Flexibility Act (Pub. L 96-354). that this 
proposed rule will not result in a 
significant impact on a substantial 
number of small entities. 

We estimate that about 13,000 SNFs, 
ICFs and ICFs/MR participate in the 
Medicare and Medicaid programs. As 
noted in the Executive Order discussion, 
an absence of program data precludes 
exact estimates of the significance of the 
Impact or the number of affected small 
entities. However, the assumptions 
noted above lead us to conclude that a 
substantial number of SNFs. ICFs and 
ICFs/MR would not be significantly 
impacted by these proposed provisions. 
The rcalively few SNFs. ICFs or ICFs/ 
MR that would be affected by these 
provisions, could minimize the economic 
impact resulting from the sanction 
activity through immediate compliance 
with the conditions of participation (for 
SNFs) or standards (for ICFs and ICFs/ 
MR). 

Further, we believe that this proposed 
rule is more advantageous to facilities 
and to beneficiaries than the present 
approach, because patients could 
remain in the facilities while under an 
intermediate sanction. 

The present termination-only 
approach results in a facility losing all of 
its reimbursement of Medicare and 
Medicaid patients, which would 
ultimately impact on facilities and 
patients alike. 

As the impact of the proposed rule 
would not exceed the threshold criteria 
of the Act. a regulatory flexibility 
analysis is not required. 

C. Discussion 

As noted in the above analyses, 
available data does not indicate that the 
threshold criteria for the Order and for 
the Act would be exceeded. Thus, wc 
are not required to conduct either of the 
two analyses to estimate the potential 
impact on providers and individuals. 
However, this proposed rule should 
benefit patients currently situated in 
long-term care facilities. 

We intend that this rule would msult 
in facility compliance with our 
conditions of participation and 
standards. By gaining compliance, 
patients would not have to be 
transferred but could remain while the 
facility* makes the appropriate 
coiTectiiin(s). Completion of this work 
would then improve the health and 
safety standards of that facility. Thus, 
we believe these proposed regulations 
would penalized the facility with 


deficiencies and not the patients within 
them. 

V, Response to Comments 

Because of the large number of 
comments we receive, we cannot 
acknowledge or respond to them 
individually. However, in preparing the 
final rule, we will consider all comments 
and will respond to them In the 
preamble to that rule. 

List of Subjects 

42 CFR Part 405 

Administrative practice and 
procedure. Certification of compliance. 
Clinics. Contracts (agreements). End- 
stage renal disease (ESRD), Health care. 
Health facilities. Health maintenance 
organizations (HMO), Health 
professions. Health suppliers. Home 
health agencies. Hospitals. Inpatients, 
Kidney diseases, Lal^ratories. 

.Medicare, Nursing homes. Onsite 
surveys. Outpatient providers. 
Recordkeeping and reporting 
requirements. Rural areas. X-rays. 

42 cm Part 442 

CertiHcation of intermediate care 
facilities (ICFs), Certification of skilled 
nursing facilities (SNFs), Contracts 
(agreements). Disabled, Grant-in-Ald 
program—health. Health facilities. 

Health professions. Health records. 
Information (disclosure), Medicaid, 
Mental health centers, Nursing homes. 
Nutrition, Privacy, Safety, 

42 CFR Part 489 

Clinics. Health care. Health facilities, 
Medicare. Provider agreements. Rural 
health clinics. Termination procedures. 

42 CFR Chapter IV is amended as set 
forth below: 

PART 405—FEDERAL HEALTH 
INSURANCE FOR THE AGED AND 
DISABLED 

The authority citation for Part 405. 
Subpart O, reads as follows: 

Authority; Secs. 1102.1806.1869.1871, 1872. 
49 Slat. 647, as amended; 79 Slat. 327; 79 Slat. 
330-332:42 U.S.C 1302.1395 el leq., unless 
otherwise noted. 

1. Section 405.1501 is amended by 
revising the citations in paragraphs 
(a)(3) and (d) to read as follows: 

S 40S.1S01 Providers of services, 
emergsney service hospitsis. Independent 
lebofstofl^ suppliers of portable X-rsy 
services, end-stege renal disease trestment 
facilities and persona; determinatlona and 
appsalt procedures. 

(a) • • • 

(3) The termination of the Secretary 's 
agreement with a provider of services 
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for cause of this part and 489.15. 
489.16, and 489.53 of this chapter (see 
i 405.1905): 


(d| To be a participating provider of 
services, eligible for payments, a 
provider must be in compliance with 
title V! of the Civil Rights Act of 1964 
and must enter into an agreement with 
the Secretary under section 1866 of the 
Social Security Act (see part 489 of this 
chapter). The provisions of this Subpart 
O do not govern in any respect the 
adjudication of issues related to the 
compliance of an institution or agency 
with title VI of the Civil Rights Act of 
1964, or the implementing regulation (45 
CFR Part 80) issued by the Secretary of 
Health and Human Services. 


In i 405.1502 the introductory 
paragraph is reprinted for the 
convenience of the reader and the 
section is amended by revising the 
citation in paragraph (c) to read as 
follows: 

140$. 1502 Initial determinations. 

The Secretary will mulie findings, 
setting forth the pertinent facts and 
conclusions, and an initial 
determination with respect to: 

« « ♦ • • 

(c) The termination by the Secretary 
of an agreement with a provider of 
services, because the provider no longer 
meets the appropriate conditions of 
participatkiD necessary to qualify as a 
provider, or for any other cause for 
termination by the Secretary described 
in the provisions of { 489.53 of this 
chapter. 


PART 442-STANOAROS FOR 
PAYMENT FOR SKILLED NURSING 
AND INTERMEDIATE CARE FACIUTY 
SERVICES 

The authority citation for Part 442 
reads as follows: 

Authority; Sec. 1102 of the Social Security 
Act (42 U S,C. 1302). unless otherwise noted. 

1. The table of contents for Part 442 is 
amended by adding under Subpart C 
§S 442.117. 44^116 and 442.119 to read 
as follows: 


Subpart C-Certlfica!4on of SNPs and ICPi 


Sec. 

442.117 Termination of certification for 
facilities whose deBdeticies pose 
immediate jeopardy 

442.118 Denial of payments for new 
admtssiona. 

442.119 Duration of denial of pa>mients and 
subsequent tenumation. 

• • • • • 

2. In S 442.1(a) the numerical 
designations are removed, and a new 
citation for section 1902(t) is added. As 
revised paragraph (a) reads as follows: 

9442.1 Sasif and purpoM. 

(a) This part slates requirements for 
provider agreements, facility 
certification, and facility standards 
relating to the provision of skilled 
nursing facility and intermediate care 
facility services to Medicaid recipianla. 
The requirements apply to Stale 
Medicaid agencies and surx’ey agencies 
and to the facilities. This part is based 
on the following sections of the Act: 

Section 1902(a)(4), udminUtrativc methods 
for proper and effldenl operation of the Slate 
plan; 

Section l9Q2(a)(27). provider agreements: 
Section 1902(aH28), iktlled nursing facility 
standards; 

Section 1902(a)(33)(B). Slate survey agency 
functions; 

Section 1902(i)« circmstonces and 
procedures for denial of payment and 
termination of provider agreements; 

Section 1906 (c) and (d), definition of 
intermediate core facility servioei. 

Section 190$ (f) and (i), definition of skilled 
nursing focility services; 

Section 1910. participation of Medicare* 
certified skilled nursing fsctliues in Medicaid: 
and 

Section 1913, hospital providers of skilled 
nursing and intermediate care services. 

• • ♦ • • 

3. Suction 442.2 is amended by 
reprinting the introductory phrase and 
by adding in alphabetical order the 
definition of "^immediate Jeopardy**. 

$442.2 Tarms. 

In this part— 

• • • • • 

''Immediate jeopardy’* for Medicaid 
certified SNFs, ICFs and ICFs/MR 
means a situation in which a facility's 
noncompliance with one or more 
conditions of participation (for SNFs) or 
standards (for ICFs and ICFs/MR) poses 
a serious threat to patients* health and 
safety such that immediate corrective 
action is necessary. 

4. New ii 442.117. 442.118 and 442.119 
are added to read as follows: 


1985 / Proposed Rules 


$ 442.117 Termination of certification for 
facilities whose deficiencies pose 
Immediate jeopardy. 

(a) A survey agency must terminate a 
facility’s certification if it determines 
that— 

(1) The facility no longer meets 
applicable conditions of participation 
(for SNFs) or standards (for ICFs and 
ICFs/MR) specified under Subparts D. E, 
F, or C of this part: and 

(2) The facility's deficiencies pose 
immediate jeopardy to patients* health 
and safety. 

(b) Subsequent to the termination of a 
facility's provider agreement, the 
Medicaid agency must follow the 
termination procedures and appeals 
process specified in Part 431. Subpart D 
of this chapter. 

$ 442.1 IS Denial of poymants for rww 
admissions. 

(a) Cause for den to! of payments (1) 
Effective December 5,1980. instead of 
terminating a facility’s provider 
agreement, the Medicaid agency may 
deny Medicaid payments to a SNF, ICF 
or ICF/MR with respect to new 
admissions to the facility after a date 
specified by the agency if the agency 
finds that— 

(1) The facility no longer meets the 
applicable conditions of paiiicipiatton or 
standards (for SNFs) or standards (for 
ICFs and ICFs/MR) specified under 
Subparl D, E F. or G of this part: and 

(ii) The. facility's deficiencies pose no 
immediate jeopardy to patients* health 
and safety. 

(2) In addition to terminating a 
facility’s provider agreement, the 
Medicaid agency may deny Medicaid 
payments to a SNF, ICF or ICF/MR with 
respect to new admissions to the facility 
after a date specified by the agency if 
the agency finds that — 

(i) The facility no longer meets the 
applicable conditions of participation 
(for SNFs) or standards (for ICFs and 
ICFs/MR) specified under Suhpart D. E 
F or G of this part: and 

(ii) The facility’s deficiencies pose an 
immediate jeopardy to patients’ health 
and safety. 

(3) If a facility parlicipates in both 
Medicare and Medicaid and if Medicare 
payments are denied for new 
admissions (Subpart F of Part 489 of ihif 
chapter), the Medicaid agency must 
deny Medicaid payments for new 
admissions, effective for the same lime 
period as the period for Medicare denial 
of payments. A dually participating 
facility, if it chooses to oppeal, must 
follow the procedures offered by HCFA 
as specified in $ 489-62 of this chapter 
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mstead of the agency procedures 
ipecified in paragraph (c) of (hit section, 
(b) Ageikcy procedures. Before 
denying payments for new admissions, 
the Medicaid agency must— 

(1) Ensure that the facility has a 
reasonable opportunity* following the 
initial determination that it no longer 
meets the applicable conditions of 
participatkm or standards (for SNFs) or 
standards (for ICFs and IdFs/MR). to 
correct its deficiencies through an 
approved plan of correctiom 

(2) i^ovlded the facility, if it remains 
deficient after the expiration of the time 
periods specified in the approved plan 
of correction, with notice of the 
proposed denial of payments including 
notice of the opportunity for an informal 
hearing: 

(3) Provide the facility, if it requests a 
hearing !n response to the notice 
provided under paragraph (c)(2] of this 
sectioo, with an informal hearing that 
Includes— 

(i) The opportunity for the facility to 
present before a State Medicaid offidal, 
who was not involved in making the 
initial determination, evidence or 
documentation, in writing or in person, 
to refute the decision that the facility is 
out of compliance with the applicable 
conditions of participation or standards 
(for SNFs) or standards (for ICFs and 
tCFs/MR) for participation: and 

(ii) A written decision setting forth the 
factual and legal bases pertinent to a 
resolution of the dispute: and 

(4) In the c^'ent of an adverse informal 
hearing decision to the facility, provide 
the facility and the public, at least 15 
days before the effective date of the 
denial of payments, with a notice that 
will include the effective date, duration 
and reasons for the denial of payments. 

{ 442.119 Duration of denial of payments 
snd tubstquenf termination. 

(a) Except as provided under 

i 442.118(u). the Medicaid agency may 
deny payments for new admissions for 
up to 11 months after the month the 
denial of payments was imposerd. The 
Medicaid agency may terminate the 
•snetion if during this period ikc agency 
finds that the facility— 

(1) Mat corrected the deficiencies; or 

(2) Is making a good faith effort to 
schieve substantial compliance with the 
conditions of participation or standards 
(for SNFs) or standards (for ICFs and 
ICFs/MR) for participation. 

(b) The Medicaid agency must 
terminate a facility's provider 
agreement— 

(1) Upon the agency*8 finding that the 
facility has been unable to achieve 


oompUance with the conditions of 
participation or standards (for SNFs) or 
standards (for ICFs and iCl^/MR) 
during the period that payments for new 
admissions have been denied; 

(2) Effective the first day of tbc first 
month following the last date that the 
denial of payments has been in effect; 
and 

(3) In accordance with the procedures 
for appeal of terminations set forth in 
Subpart D of Part 431 of this chapter. 

PART 489—PROVIDER AGREEMENTS 
UNDER MEDICARE 

The authority citation for Part 489 
reads as follows: 

Authority: Secs. 1102.1081.1084.1868. and 
1871 of the Social Security Act (42 U.SC 1302 
1395X. 139588.1395CC, and 139Shh]. 

1. The table of contents for Part 409 it 
amended by revising the title of { 409,3 
under Subpart A. by revising the title of 
Subport £, by removing 1489.50 from 
Subpart £ and adding a new table of 
contents for Subpart F to read as 
follows: 

Sut>paft A—Gaoeral Provisions 


S«c- 

400J Definitiona. 


Subpart E—Tsnninatioo of Agrssmsnt and 
Rainstatamsnl aftsr Tarmination 


Subpart F—Denial of Payments to SNFs for 
New Admissions; Withholding of Payment 

S«c. 

409.60 Cause for denial of payments. 

489 82 Procedures for denial of payments. 
489.04 DuraUon of denial of payments and 
sobsequiml termioation. 

488.66 Withholding of payment hr failure to 
make timely utilisation review. 

2. Section 489.1 is amended by 
revising the introductory paragraph as 
follows: 

4 489.1 Statutory basis. 

This part implements section 1866 of 
the Social Security Act Section 1866 
specifies the terms of provider 
agreements, the grounds for termindling 
a provider agreement, the circumstances 
under which payment for new 
admissions may be denied, and the 
circumstances under which payment 
may be withheld for failure to make 
timely utilization review. The following 


other sections of that Act are also 
pertinent: 

• • • • • 

• 3. Section 489.2 is amended by 
revising paragraph (a) to read as 
follows: 

} 489.2 Scope of part 

(a) Subpart A of this part sets forth 
the ^sic requirements for submittal and 
acceptance of a provider agreement 
under Medicare. Subpart B of this part 
specifies the basic commitments and 
limitations that the provider must agree 
to as part of an agreement to provide 
services. Subpart C specifies the 
limitations on allowable charges to 
beneficiaries for deductibles, 
coinsurance, copayments, blood, and 
services that must be part of the 
provider agreement. Subpart D of this 
part specifies how Incorrect collections 
are to be handled. Subpart E sets forth 
the procedures for termination of an 
agreement and conditions for 
reinstatement after termination. Subpart 
F sets forth the circumstances and 
procedures for denial of payments for 
new admissions instead of termination 
and for withholding of payment Instead 
of termination. 

• • • • • 

4. Section 489.3 is amended by 
revising the title, adding an intr^uctory 
paragraph and adding in alphabetical 
order the defmition of '‘immediate 
jeopaidy” as follows: 

§489.3 Definitions. 

For purposes of this part— 

•Tmmciate jeopardy*" for Medicare 
SNFs means a situBtion in which a 
facility's noncompliance with one or 
more conditions of p^icipation poses a 
serious threat to patients* health and 
safety such that immediate corrective 
action is necessary. 

• • • • « 

5. The title of Subpart E is revised to 
read as follows: 

Subpart E—Termination of Agreement 
and Reinstatement After Termination 

9 489.S0 [Redesignated as § 489.66J 

6. Section 489.50 is redesignated as 
$489.66. 

7. Section 489.53 is amended by 
redesignating paragraphs (b) and fc) as 
(c) andfd). respectively, reprinting 
paragraphs (c) and (d) for the 
convenience of the reader, and by 
adding a new paragraph (b) to read as 
follows: 

$ 489.53 Termination by HCFA 
• • • • • 
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(b) Addithnolprovision appUcabh to 
the termination ofSNFs. HCFA will 
terminate a SNFs provider agreement if 
nCFA determines that— 

(1) The SNF no longer meets a 
condition of participation specified in 
Subpart K of Part 405 of this chapter 
and 

(2) The S!Snrs deficiencies pose 
immediate Jeopardy to a patienfs health 
and safety. 

(c) Notice of termination. (1) HCFA 
will ^ve the provider notice of 
termination at least 15 days before the 
ctTcclive date of termination of the 
agreement. 

(2) HCFA will concurrently give notice 
of termination to the public. 

(3) The notice will state the reasons 
for. and the effective date of. the 
termination, and explain to what extent 
services may continue after that date, in 
accordance with the exceptions set forth 
in § 489.55. 

(d) Appeal by the provider, A provider 
may appeal a termination of its 
agreement by HCFA. in accordance with 
Subpart O of Part 405 of this chapter. 

The termination of a provider agreement 
on grounds specified in paragraph (a)(6). 
|a)|7). or (a)(8) of this section is subiect 
to the additional procedures specified in 
i 420.102 of this chapter. 

8. A new Subpart F is added to read 
as follows; 

Subpart F —Denial of Payments to SNFs for 
New Admissions; Withboidlng of Payment 

Src. 

489.60 Cause for denial of payments. 

489.62 Procedures for denial of payments. 
489.64 Duration of denial of payments and 
subsequent termination. 

489.86 Withholding of payment for failure to 
make timely utilization review. 

Supart F—Denial of Payments to SNFs 
for New Admissions: Withholding of 
Payment 

« 

{ 489.60 Cause for denial of payments. 

(a) Instead of terminating a SNFs 
provider agreement. HCFA may deny 
Medicare payments to a SNF with 
respect to new admissions to the facility 
after a date specified by HCFA. if HCFA 
determines that^ 

(1) The SNF no longer meets a 
condition of participation or standard 
specified in Subpart K of Part 405 of this 
chapter, and 

(2) The SNFs deficiencies pose no 
immediate jeopardy to patients' health 
and safety. 

(b) In addition to terminating a SNFs 
provider agreement. HCFA will deny 
Medicare payments to a SNF with 
respect to new admissions to the facility 


after a date specified by HFCA. if HCFA 
determines that— 

(1) The SNF no longer meets a 
condition of participation or standard 
specified in Subpart K of Part 405 of this 
chapter; and 

(2) The SNFs deficiencies pose an 
immediate feopardy to patient's health 
and safety. 

(c) Whenever HCFA denies payment 
to a facility for new admissions^ and the 
facility also participates in the Medicaid 
program. HCFA will require the 
Medicaid a^ncy to deny payments for 
new admissions to the facility under the 
Medicaid program for the same time 
period as a the period for Medicare 
denial of payments. 

§ 469.62 Procedures for denial of 
payments. 

Before denyihg payments for new 
admissions. HCFA will- 
la) Ensure that the facility has a 
reasonable opportunity, following the 
initial determination that it no longer 
meets the applicable conditions of 
participation or standards, to correct its 
dericiencics through an approved plan of 
correction: 

(b) Provide the facility, if it remains 
deficient after the expiration of the lime 
periods specified in the approved plan 
of correction, with notice of the 
proposed dental of payments including 
notice of the opportunity for an informal 
hearing; 

(c) f^ovide the facility, if it requests a 
hearing in response to the notice 
provided under paragraph (a)(2) of this 
section, with an informal hearing that 
includes— 

(1) The opportunity for the facility to 
present before a HCFA official who was 
not involved in making the initial 
determination, evidence and 
documentation, in writing or in person, 
to refute the decision that the facility is 
out of compliance with the conditions of 
participation or standards: and 

(2) A written decision setting forth the 
factual and legal bases pertinent to a 
resolution of the dispute: and 

(d) In the event of a decision following 
and informal hearing that is adverse to 
the facility, provide the facility and the 
public at least 15 days before the 
effective date of the denial of payments, 
with a notice that will include the 
effective date, duration and the reasons 
for the denial of payments. 

§ 489.64 DuratkKi of denial of payments 
and subsequent termination. 

(a) The dental of payments for new 
admissions may continue for up to 11 
months after the month it was imposed 
or until HCFA finds that the facility— 


(1) Corrected the dertciencics; or 

(2) Is making a good faith effort to 
achieve substantial compliance with the 
conditions of participation or standards. 

(b) HCFA will terminate a SNFs 
provider agreement— 

(1) Upon HCFA's finding that the 
facility has been unable to achieve 
compliance with the conditions of 
participation during the period that 
payments for new admissions have been 
denied; 

(2) Effective the first day of the first 
month following the last day of the 
period that the denial of payments has 
been in cfect; and 

(3) In accordance with the procedures 
for terminations and reinstatements set 
forth at :S 489.53 through 489.57. 

$ 469.66 Withholding of payment foe 
failure to make timely utilization review. 

(a) If HCFA finds that there is a 
substantial failure to make timely 
utilization review of long-stay cases In a 
hospital or skilled nursing facility. 
HCFA may determine that no payment 
shall be made for inpatient hospital 
services (including inpatient 
tuberculosis hospital services and 
inpatient psychiatric hospital services) 
or for posthospital extended care 
services furnished an Individual after 
the 20th day of a continuing period of 
such services. 

(b) Before making a determination to 
withhold payment. HCFA will notify the 
provider of its intention and will afford 
the institution or agency an opportunity 
for a hearing. 

(c) The withholding of payment will 
become effective as of the date specified 
in the determination and be applicable 
to services furnished to individuals 
admitted after that date. 

(d) The withholding will continue in 
effect until HCFA finds that: 

(1) The reason for the withholding has 
been removed; and 

(2) There is reasonable assurance that 
it will nor recur. 

(Catalog of Federal Domestic Assistance 
Program No, 13.773. Health Insurance for the 
Aged->llospital Insurance; No. 13.774, Health 
Insurance for the Aged—Supptementar>' 
Medical Insurance; No. 13.714. Medical 
Assistance Program) 

Carolyne K. Davis. 

Administrator Health Care Financtn)i 
Administratian. 

Approved: October 23.1664. 

.Margaret M. Heckler. 

Secretary. 

|FR Doc. 85--4214 Filed 2-20-66; 8:46 am| 
MLUNQ coot 4130-01>M 
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0€PARTIiENT Of DEFENSE 

general SERVICES 
administration 

national AERONAUTICS AND 
SPACE ADMINISTRATION 

48CFR Part31 

Federal Acquisition Regulation (FAR); 
Public Relations Costs 

AGENCIES: Department of Defense 
(DoD). General Services Admimstration 
|GSA). and National Aeronautics and 
Space Administration (NASA). 
action: Request for comment on 
proposed rule. 

summary: The Defense Acquisition 
I Regulatory Council and the Civilian 
Agency Acquisition Council are 
consideiing (a) a change to FAR 31.109 
tnd |b] revising FAR 31.205-1 to add 
coverage on public xelations costs to the 
existing coverage on advertising. At the 
present time, there is no explicit 
coverage on public relations in the 
contract cost principles. Because of the 
j broad and diverse range of activities 
i encompassad by the term public 
relations, the proposed coverage defines 
oextain specific public relations 
activities whose costs are allowable. 

I and certain others whose costs are 
unallowable. 

OATS: Comments on the proposed 
revisions should be submitted in writing 
to the FAR Secretarial at the address 
shown helow on or before [April 22. 

1965 to be considered in the furmiiUtion 
of the final rule. Please cite FAR Case 
No. di-54 in all correspundenoe related 
to this issue. 

ADDRESS: Interested parlies should 
luhmil written comments to: General 
Ser\ ices Administration. ATTN: FAR 
Secretariat (VR), 18th and F Streets, 

NW, Room 4041. Washington. DC 20405. 
rOR FURTHER INFORMATION CONTACT: 
Roger M. Schwartz, Director. FAR 
Secrelartal (202) 523-4755. 
supplementary information: it is 
proposed that FAR 31.109 be amended 
by adding paragraph (h)(16| to read as 
follows: 

31*109 Advmnoa agraaments. 


(16) Coats of public relations and 
advertising. 

2. Additionally, it is proposed that 
action 31.20$-*! be revised to read as 
follows: 

31205*1 PubRc ratallona and advartising 
COfU. 

1*1 ‘Public relations** means all 
htttciioni and activities dedicated to— 


(1) Enhancing the image of a concern 
or its products; or 

(2) Maintaining or promoting 
reciprocal understanding and favorable 
relations with the public at large, or any 
segment of the public. The tenn public 
relations includes activities associated 
with areas such as advertisiqg. civic and 
community relations, customer relations, 
etc. 

(b) **Advertising** means the use of 
media to promote the sale of products or 
services and to accomplish the activities 
referred to in paragraph (d) below, 
regardless of the inedium employed, 
when the advertiser has control over the 
form and content of what will ^pear. 

(he media in which it will appear, and 
when it will appear. Advertising media 
include but are not liinited to 
conventions, exhibits, free goods, 
samples, magazines, newspapers, trade 
papers, direct mail dealer cards, 
window displays, outdoor advertising, 
radio, and television. 

(c) Public relations and advertising 
costs include the costs of media time 
and space, purchased serv ices 
performed by outside organizations, os 
wen as the applicable portion of 
salaries, travel, and fringe benefits of 
employees engaged in the functions and 
activities identified in paragraphs (a] 
and (b) above. 

(d) The only advertising costs tliat are 
allowable are those that arise from 
requirements of Government contracts 
and that ore exclusively for— 

(1) Recruiting personnel required for 
performing contractual obligations, 
when considered in conjunction with all 
other recruitment costs (but see 31.205- 
34); 

(2) Acquiring scarce items for contract 
performance; or 

(3) Disposing of scrap or surplus 
materials acquired for contract 
perfoimanoe. 

Costs of this nature, if incurred for 
more than one Government contract or 
both Government work and other work 
of the contractor, are allowable lo the 
extent that the principles in 31201-3. 
31.201-4. and 32263 are obaerved. 

(e) Allowable public relationa costs 
indude the following: 

(1) Costs oT^ 

(i) Responding to inquiries on 
company policies and activities; 

(ii) Communicating with the public, 
press, stockholders, creditors, and 
ciistoniers; and 

(iii) Conducting general liaison with 
news media and Government public 
relations officers. 

However, allowable communication 
and liaison costs are limited to the costs 
of (hose ^'activities** necessary to keep 
the public and the financial conununity 


informed of the financial condition of 
the company, sunh as notice of contract 
awards. pUnt closings or openings, 
employee layoffs or rehires, tales and 
profit changes, eta 

(2) Costs of memberships in dvic and 
community cifganizations (but see 
31.205-6). 

(3) Costs of participation in 
community service activities. 

(4) Costs of plant tours and open 
houses (but see paragraph (0(6) below). 

(5) Costs of keel laying, ship 
launching, commissioning, and roU-out 
ceremonies, to the extent specifically 
provided for by contract. 

(0 Unallowable public relations and 
advertising costs Include the following: 

(1) All advertising costs other than 
those spedfied in paragraph (d) above. 

(2) All public relations costs, other 
than those specified in paragraph (e) 
above, whose primary purpose is to 
promote the sale of products or services, 
either directly by stimulating interest in 
a product or product line, or indirectly 
by disseminating messages calling 
favorable attention to the contractor for 
purposes of enhaocing the company 
image to sell the company's products or 
services. 

(3) Costs of air shows and other 
special events, such as conventions and 
trade shows including— 

(i) Costs of displays, demonstrations, 
and exhibits: 

(ii) Costs of meeting rooms, hospitality 
suites, and other special facilities used 
in conjunction with shows and other 
special events: and 

(iii) Salaries and wages of employees 
engaged in setting up and displaying 
exhiUts, making demonstrations, and 
providiqg briefings. 

(4) Costs of sponsoring meelings, 
symposia, seminars, and other special 
events when the principal purpose of the 
event is the enhancement of the image 
of a contractor or its products. 

(5) Costs of ceremonies such as 
cofporate celebrations and new product 
announcements. 

(6) Costs of promotional material, 
motion pictures, videotapes, brochures, 
handouts, magazines, and other media 
that are designed to call favorable 
attention to the contractor and its 
activities. However. If such media are 
used primarily for training and 
orientation of new and existing 
employees, then the costs are allowable 
under 31.205-44. 

(7) Costs of souvenirs, models, 
impdnted clothing, buttons, and other 
mementos provided lo customers or the 
public 

(g) Costs made spedftcally 
unallowable under this sub^tion 
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31.205~1 are not made allowable under 
subsections of Subpart 31.2. such as 

31.205- 13 (Employee morale, health, 
welfare, food service, and dormitory 
costs and credits). 31.205-22 (Lobbying 
costs), 31.205-34 (Recruitment costs). 

31.205- 30 (Selling costs), or 31.205-43 
(Trade, business, technical, and 
professional activity costs). Conversely, 
costs that are specifically unallowable 
under these and other subsections of 
Subpart 31.2 arc not made allowable 
under this subsection. 

List of Subjects in 48 CFR Part 31 
Government procurement. 

(40 U.S.C. 466(c): Chapter 137. lo U.S-C; 42 
U.aC 2453(c)J 
Roger M. Schwartz, 

Director. FAR Secretariat 

|FR Doc, 85-4188 Filed 2-20-85; 8:4.5 am| 

SltLIMQ COOC M20-S1.|i 


48 CFR Parts 32 and 52 

Federal Acquisition Regulation (FAR); 
Withholding of Funds From 
Constructk>n Contract Progress 
Payments 

agency: Department of Defense (DoD), 
General Service Administration (GSA). 
and National Aeronautics and Space 
Administration (NASA). 
action: Request for comment on 
proposed rule. 

summary: The Defense Acquisition 
Regulatory Council and the Civilian 
Agency Acquisition Council are 
considering a revision of the FAR to (a) 
add FAR 32,103, Progress payments 
under construction contracts, and (b) a 
revision of the contract clause at FAR 
52.232-5, Payments Under Fixed-Price 
Construction Contracts, to express the 
policy set forth in OFTP Policy Letter 83- 
1 . 

DATE: Comments on the proposed 
revisions should be submitted in writing 
to the FAR Secretariat at the address 
shown below on or before April 22.1985. 
to be considered in the formulation of 
the final rule. Please cite FAR Case No. 
04-26 in all correspondence related to 
this issue. 

ADDRESS: Interested parties should 
submit written comments to: General 
Services Administration. Attn: FAR 
Secretariat (VR). 18th and F Streets, 

NW. Room 4041, Washington. DC 20405. 
FOR FURTHER INFORMATION CONTACr. 
Roger M. Schwartz. Director, FAR 
Secretarial, (202) 523-4755. 
SUPPLEMENTARY INFORMATION: 1. It is 
proposed that FAR 32.103 be added to 
read as follows: 


32.103 Progress payments under 
construction contracts. 

When satisfactory progress has not 
been achieved by a contractor during 
any period for which a progress 
payment is to be made, a percentage of 
the progress pajmient may be retained 
until completion of all contract 
requirements. Retainage should not be 
used as a substitute for good contract 
management, and contracting officers 
should not withhold funds without 
cause. Determinations regarding the use 
of retainage and the specinc levels to be 
withheld shall be made by the 
contracting officers on a case-by-case 
basis. Such decisions will be based on 
the contracting officers assessment of 
past performance and the likelihood that 
such performance will continue. The 
level of retainage withheld shall not 
exceed 10 percent of the amount billed 
by the contractor in accordance with the 
terms of the contract and may be 
adjusted as the contract approaches 
completion to recognize better-than- 
expected performance, the ability lo rely 
on alternative safeguards, and other 
factors. Upon completion of all contract 
requirements, retained amounts shall be 
paid promptly. 

2. Additionally it is proposed that 
paragraph c) of the contract clause at 
FAR 52.232-5. Payments Under Fixed 
Price Construction Contracts, be revised 
lo read as follows: 

52.232-5 Payments Under Riced-Price 
Construction Contracts. 

* • • • • 

(c) In making these progress 
payments, the Contracting Officer may 
retain a maximum of 10 percent of the 
estimated amount until final completion 
and acceptance of the work. However, if 
the Contracting Officer finds that 
satisfactory progress was achieved 
during any peri(^ for which a progress 
payment is to be made, the Contracting 
Officer may authorize payment to be 
made in full without retention of a 
percentage. When the work is 
substantially complete, the Contracting 
Officer shall retain an amount that the 
Contracting Officer considers adequate 
protection of the Government and may 
release lo the Contractor all or a portion 
of any excess amount. Also, on 
completion and acceptance of each 
separate building, public work, or other 
division of the contract, for which the 
price is stated separately in the contract, 
payment may be made for the completed 
work without retention of a percentage. 

• • • • • 

List of Subjects in 48 CFR Parts 32 and 
52 

Government procurement. 


(40 U-S.C. 486(C): Chapter 137. 10 U.S.C 4 42 
u s e 2453(c)) 

Roger M. Schwartz. 

Director. FAR Secretariat. 

IFR Doc. 85-4189 Filed 2-20-B5; 8:45 am) 
eitLlNG COOC •m-41-N 


ir4TERSTATE COMMERCE 
COMMISSION 

49 CFR Part 1152 

I Ex Parte No. 274; Sub-13 j 

Rail Abandonments; Use of Rlghfs-of- 
Way as Trails 

AGENCY; Interstate Commerce 
Commi.Hsion. 

action; Noti^ of prop osed rulemaking. 

SUMMARY: Public Law 98-11. enacted 
March 28,1983, amends section 8 of the 
National Trails System Act to provide 
that rights-of-way of abandoned rail 
tines may be used for trails if the 
prospective user agrees to and is able to 
comply with certain financial 
requirements. Since the amendment has 
an impact on the processing of 
abandonment proceedings, we propose 
to amend 49 CFR Part 1152 to provide 
for early notice to interested persons of 
the possibility of making a trails use 
request, and to allow interested persons 
to request use of rail rights-of-way as 
trails as long as they provide 
information concerning their willingness 
and ability to comply with certain 
financial requirements. 

DATES: Comments are due on March 25. 
1985. 

ADDRESSES: An original and 10 copies of 
comments referring to Ex Parte No. 274 * 
(Sub-No. 13) should be sent to: Office of 
the Secretary. Case Control Branch. 
Interstate Commerce Commission. 
Washington. DC 20423. 

FOR FURTHER INFORMATION CONTACT; 
Louis E. Citomer, (202) 275-7245 
or 

Wayne A. Michel. (202) 275-7857. 
SUPPLEMENTARY INFORMATION: The text 
of the proposed rules follows as an 
appendix to this notice. 

Additional information is contained in 
the Committee*s full decision. To 
purchase a copy of the full decision, 
contact T.S. InfoSystems. Inc.. Room 
2227. Interstate Commerce Commission, 
Washington. DC 20423. or call 289-4357 
(DC metropolitan area) or toll free (800| 
424-5403. 

This action will not significantly affect 
either the quality of the human 
environment or energy conser\'ation. 
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I This rule will not have a significant 
I fconomic impact on a substantial 
I number of small entities because the 
I gfneral purpose of the rule is to 
I tmploment a statutory provision 
I illowing persons to use rail property for 
I trails after it has been authoHz<^ for 
I abandonment. 

I list of SubjecU in 49 CFR Part 1152 

I Administrative practice and 
I prof edures. Railroads, and Environment. 

I This rulemaking notice is issued under 
I the authority of 5 U.S.C. 553 and 49 
L us e 10321.10903, 10904. and 10906. 

I Dcddcd February 11.1985. 

I B>' the Commitsioii. Chairman Taylor, Vice 
I CHainnan Andre, Commissioners Sterrett. 

I Gradisoo, Simmons. Lamboley, and Strenio. 

I lanes H. Ba)'no« 

I Seertfa/y. 

I Appendix— Proposed Additions to 49 
CFR Part 1152 

PART 1152--(AMENDEOI 

I 1. The notice form in $ 1152.21 is 
I proposed to be amended by remov ing 
I the word **and** in item (iv). changing the 
I period to a semicolon at the end of item 
I (v). and adding the word **and** to follow 
I the semicolon, and by adding a new 
item (vi) at the end of this list of terms 
headed by the language, *Tn addition, a 
commenting party or prutestants may 
provide a statement of position and a 
summary of evidence regarding:** to read 
ss foilowt: 

11152.21 Form of notice. 

• • • • • 

I (vl) Prospective use of right-of-way for 
I trail purposes. 

Ii * • • « « 

I 2. Section 115225 is proposed to be 
amended by redesignating the text of 
present paragraphs (cH®) a* (dUf). by 
amending paragraph (a)(2)(iv) by 
removing the **and‘*, by amending 
paragraph (a)(2)(v) by chaiiging the 
period to a semicolon and adding the 
i^ord ‘and*’ to follow the semicolon, and 
adding new paragraphs (a)(2) (vi) and 

(cl* 

§ 1152.25 Participation In at>anclor»ment or 
<tlsconUmsenoe procoedif>gs. 
la)* • • 

(2)* • • 

(vi) prospective use of right-of-way for 
trail purposes. 

j • • • • • 

(c) Prospeclive use of ri^ht of way for 
troilpurposes. If any State, political 
subdivision, or any qualified private 
organization Is interested in acquiring or 
using the right-of-way of the rail line to 


be abandoned, pursuant to 16 U S.C. 
1247(d), it must file a comment 
Indicating that it would like to do so. 

The comment must include an accurate 
description of the right-of-way 
(including mileposts), or portion thereof, 
that will be used and olso must include 
a map designating the right-of-way 
involved. The comment also shall 
include: (1) An affidavit that the user 
will assume full responsibility for 
management of such right of way 
including the duty to maintain the right 
of way and for any legal liability arising 
out of such transfer or use, such as 
ensuring that the railroad and other 
owners of property adjacent to the right 
of way will be free from any liability in 
connection %vitb the right of way. and (2) 
proof that the user has the financial 
ability to meet these obligations. 

• • • • • 

IFR Doc. 85-4257 Filed 2-20-85; 8.45 uroj 
•lUJNOCOOf T0JS-01-II 


49 CFR Parts 1207 and 1249 

(Qocitsi No. 38904] 

Elimination of Accounting and 
Reporting Requirements for Motor 
Carriers of Property 

aqcncy: Interstate Commerce 
Commission. 

action: Notice of proposed rulemaking. 

summary: The Commission is proposing 
to eliminate the uniform system of 
accounts (49 CFR Part 1207) and revise 
the periodic reporting requirements (49 
CFR Part 1249] fur Class I and Class II 
common and contract motor carriers of 
property. The Commission believes 
these provisions are no longer necessary 
for Commission oversight of the 
ratemaking process. 'Fhe Commission is 
proposing a new condensed report 
applicable only to Class 1 common 
motor carriers, to replace the current 
comprf’honsive annual and quarterly 
report forms. These changes should 
si^ficantly reduce carriers* accounting 
and reporting costs and burden. 

DATES: Written responses should be 
filed on or before April 0,1965. The 
proposed revisions would be effective 30 
days after they are approved. 
AOORFS9E8: An original and 15 copies of 
comments should be sent to: Office of 
the Secretary. Interstate Commerce 
Commission. Washington. D.C 20423. 
FOR FURTHER INFORMATION CONTACT: 
Andrew). Lee. 202-275-7448. 
SUPPLEMENTARY INFORMATION: 
Additional information it contained in 
the Commission's Notice of Proposed 


Rulemaking (NPR). To purchase a copy 
of the full NPR, write to T.S. 
InforSystems, Inc.. Room 2227, Interstate 
Commerce Commission. Washington. 

DC 20423. or call 269-4357 (DC 
Metropolitan area) or toll free (800) 424- 
5403. 

Regulatory Flexibility Act 

This proposed rule will not have a 
significant economic impact on a 
substantial number of small entities. 
While we are proposing a significant 
reduction in the reporting burden for 
motor carriers of property, the cost 
savings will not be material In relation 
to total operating expenses, and only 
Class I and 11 carriers will be affected. 
We request your comments on this 
issue. 

This decision will not significantly 
affect the quality of the human 
environment or the conservation of 
energy resources. 

List of Subjects 

49 CFR Part 1207 

Motor carriers. Uniform system of 
accounts. 

49 CFR Part 1249 

Motor carriers. Reporting and 
recordkeeping requirements. 

These rules are proposed under the 
authority of 49 U.S.C 11142 and 11145 
and 5 U.S.C. 553. 

Deddrd; February 7,1985. 

By the Commission. Charlman Toylor. Vice 
Chairman Gradison. Commissioners Sterrett 
Andre, Simmons, Lamboley and Strenio. 
Commissioner Dimbolcy concurred. 

Ismof H. Bayne, 

Secretory. 

APPENDIX A 

PART 1207—(REMOVEOl 

Part 1249 of Title 49 of the Code of 
F’oderal Regulations would be amended 
by removing Part 1207 and by revising 
Part 1249 to read as follows: 

PART 1249—REPORTS OF MOTOR 
CARRIERS 

Sec. 

1249.1 yVnnual ond quarterly reporU of 
Class 1 motor carriers of property. 

1249.2 Annual reports of Class 1 curriert of 
possengers. 

1249.3 Quarterly reports of passenger 
revenues, expenses, and slalistici. 

Aulbority; 49 U.S.C 11142 and 11145 and S 
U,8.a 553. 
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{1249.1 Annual and quMlerty reports of 
ClaM I motor carHam o9 property. 

(a| Ail Ciasa 1 motor carriers of 
property shall complete and file Motor 
Carrier Quarterly and Annual Report 
Form M. This shall apply to Class I 
common motor carriers of property, 
including household goods and dual 
authority carriers. 

(bl Motor Carrier Quarterly and 
Annual Report Form M shall be used to 
file both quarterly and annual selected 
motor carrier data. The quarterly report 
shall be filed within 30 days after the 
end of the reporting quarter. The annual 
report shall be filed on or before March 
31 of the year following the year to 
which it relates. The quarterly and 
annual report shall be filed in duplicate 
in the Bureau of Accounts. Interstate 
Commerce Commission. Washington, 

D C. 20423. 

{ 1249.2 Annual raports of Class I carriers 
of passengers. 

Commencing with reports for the 
accounting year of 1974. as described in 
Part 1206 instniction 3 of this chapter, 
and thereafter, until further order, all 
Class I motor carriers of passengers are 
required to file annual reports in 
accordance with Motor Carrier Annual 
Report Form MP-1 (passenger). Such 
annual report shall be filed In duplicate 
in the Bureau of Accounts. Interstate 
Commerce Commission. Washington. 
D.C 20423. on or before March 31 of the 
year following the year to which It 
relates. 

{ 1249.3 Quarterty reports of passenger 
reveouee, expenses, and statislics. 

Commencing with reports for the 
quarter ended March 31.1968. and for 
subsequent quarters thereafter, until 
further order, all Class 1 common and 
contract motor carriers of passengers 
subject to Part 11 of the Interstate 
Commerce Act. shall compile and file 
quarterly reports in accordance with 
motor carrier Quarterly Report of 
Revenues. Expenses, and Statistics 
(Class 1 carriers of passengers), form 
QPA. Such quarterly reports shall be 
filed in duplicate in the Office of the 
Bureau of Accounts, Interstate 
Commerce Commission. Washington. 
D.C. 20423. within 30 days after the close 
of the period to which it relates. 

IFR Doc. 8S^2S0 Piled 2-20-85: 845 ara) 
atUJMO COOC 703S-€1HI 
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DEPARTMENT OF AGRICULTURE 

Agricultural Stabilization and 
Conservation Service 

Commercial/lnckistfial Activities 
Review; Schedule 

AGENCY: Agricultural Stabilization and 
Consf^rvalioo Service. USDA. 
actio n: Notice of review schedule, 

summary: This notice sets forth the 
•chedule of studies which are to be 
made of commcrcial/industrial activities 
by Agricultural Stabilization and 
Conservation Ser\ice (ASCS). These 
studies are to be in accordance with 
Office of Management and Budget 
(0\fB) Circular No. A-70. 

FOR FURTHeR INFORMATION CONTACT. 

I Horace I lumpton. Information 
Resourees Management Division. P.O. 

Box 2415, Washingtoa D.C. 20013, (202) 
447-7302, 

supplementary information: In 

accordance with OMB Circular No. A- 
76. the following scheduled studies are 
to be made of ASCS commercial/ 
industrial activities: ASCS Agency 
Mttilroom, Washington. D.C.. 10 full-time 
equivalent employees, study to begin 
April. 1985 and be completed August. 
19B5; High Speed Digital Facsimile 
Network (FAX), Washington, D.C.. 3.5 
full time equivalent employees, study to 
begin lanuary, 1987 and be completed 
August 1967; Aerial Photography 
Rectification and Reproduction, S^dt 
Lake City, LIT.. 58 full-time equivalent 
employees, study to begin April. 1985 
and be completed September. 1988; 
Wart'housing/Laboring. Kansas City, 
Mo., 8 full-time equivalent employees, 
study to begin April, 1985 and be 
c<)mp!eted September. 1985; 
Warehottsing/Laboring. Washington, 
D.C, 5 full-time equivalent employees, 
study to begin |anuary. 1988 and be 
completed September, 1986: Health Unit. 
R*«ns 4 is City, MO., 2 full-time equivalent 


employees, study to begin April 198$ 
and be compleledT September, 1965: Mail 
and File Operations, Kansas City. MO.. 
16 full-time equivalent employees, study 
‘to begin April. 1983 and be completed 
August. 1985. 

- Signed At Washington. D.C. on Fnbruary 8. 
1965. 

Everett Rank. 

AdaiinUlratar, 

|FR Doc. 65-4271 Filed 2-20-85: 8 45 am| 
SILUNO COOE M10-M-N 


Food and Nutrition Service 

Level of Donated-Food Assistance or 
Cash in Lieu Thereof for Nutrition 
Programs for the Elderly Fiscal Year 
1985 

agency: Food and Nutrition Service, 
USDA. 

acton: Notice. 

SUMMARY: This notice announces the 
value of donated foods or cash in lieu 
thereof which is authorized to be 
provided by the Secretary during the 
period October 1,1984 through 
September 30.1985. for nutrition 
services under the Older Americans Act 
of 1965, as amended. The level of 
assistance in Fiscal Year 1985 will be 
56.76 cents per meal, an increase from 
the Fiscal Year 1984 level of 56.50 cents 
per meal. 

EFFECTVE DATE: October 1.1984. 

FOR FURTHER INFORMATION CONTACT 
Beverly King. Chief, Program 
Administration Branch, Food 
Distribution Division. Food and 
Nutrition Service, U.S. Department of 
Agriculture, Alexandria, Virginia 22302. 
(703) 756-3660. 

SUPPLEMENTARY INFORMATON: This 
action, which implements a mandatory 
provision of section 311 of the Older 
Americans Act of 1965, has been 
reviewed under lixecutive Order 12291 
and Secretary's Memorandum No. 1512- 
1 and has been classified as “nonmajor** 
because it does not meet any of three 
criteria in the definition of "major rule" 
in the Executive Order. It will not have 
an annual effect on the economy of $100 
million or more, will not cause a major 
increase in costs or prices, and will not 
have a significant impact on 
competition, employment, productivity, 
innovation, or the ability of U.S. 
enterprises to compete. The action has 


also been reviewed with regard to the 
requirements of Pub. L 96-354, the 
Regulatory Flexibility Act of 1980. 

Robert B. Lcard, Administrator. Food 
and Nutrition Service, has determined 
that it will not have a significant 
economic impact on a substantial 
number of small entitles. The purpose of 
this action is to notify States of the level 
of donaled-food assistance to be 
provided for nutrition services under the 
Older Americans Act during Fiscal Year 
1985. 

This notice imposes no new reporting 
or recordkeeping provisions that are 
subject to Office of Management and 
Budget review. 

Notice is hereby given that pursuant 
to section 311 (a)(4) and (c)(2) of the 
Older Americans Act of 1965, as 
amended (42 U.S.C. 3030a), the level of 
assistance in commodities or. where 
applicable, cash in lieu thereof, to be 
provided by the Secretary of Agriculture 
to recipients of grants or contracts for 
the operation of nutrition services under 
Titles HI and VI of the Act for the period 
October 1,1984 through September 30. 
1985 will be 56.78 cents per meal. This 
rate would increase the level of 
assistance from the Fiscal Year 1984 
rate to 56.50 cents per meal. 

Section 3il(a)(4) of the Act requires 
the Secretary, in donating foods or 
providing cash in lieu thereof to 
nutrition programs for the elderly 
funded under the Act. to maintain a 
minimum level of assistance during each 
fiscal year after Fiscal Year 1978 of not 
less than 30 cents per meal. That amount 
is to be adjusted on an annual basis for 
each fiscal year to reflect changes in the 
series for food away from home of the 
Consumer Price Index (CPI) for ail 
Urban Consumers published by the 
Bureau of Labor Statistics (BLS) of the 
Department of Labor. Notwithstanding 
this provision for adjustment, section 
311(c)(2) of the Act requires the 
Secretary to reduce the level of 
assistance per meal in any fiscal year in 
which compliance with section 311(a)(4) 
costs more than the amount authorized 
to be appropriated for that year. 

Section 310 of Pub. L 98-459, signed 
into law on October 9.1984, amended 
section 311(a)(1) of the Act to authorize 
appropriations of $120,800,000 for Fiscal 
Year 1985 to carry out the provisions of 
section 311(a)(4). 
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In accordance with the provision for 
annual adjustment based on changes in 
the CPI series as provided for in section 
311(a)(4) of the Act, the level of 
assistance for Fiscal Year 1985 would be 
58,75 cents per meal: that amount 
reflects a 4.0 percent increase in the CPI 
series as reported by BLS for the period 
August 1983 to August 1984. However, 
based on an estimated 212.800.000 meals 
to be served during Fiscal Year 1985. 
providing assistance a 56.75 cents per 
meal would cost $125,020,000. To avoid 
exceeding the $120,800,000 authorization 
limit, the Secretary must. In accordance 
with section 311(c)(2) of the Act. set the 
level of assistance at 56.76 cents per 
meal. Should the actual Fiscal Year 1985 
meal level vary from this estimate, the 
Secretary may need to adjust further the 
level of assistance for all meals served 
during Fiscal Year 1965. If another 
revision is necessary, the level of 
assistance will be adjusted untformlv for 
each meal served. Notice of any further 
adjustment in the level of assistance will 
be given in the Federal Register as soon 
as the Department determines such 
action is necessary. * 

In accordance with section 
311(c)(1)(B) of the Act no Slate may 
receive cash-in-lieu-orcommodities 
payments unless the State submits its 
final reimbursement claims for meals 
within 90 days after the last day of the 
Federal fiscal quarter for which payment 
is claimed 

(42 D.S.C 3030a) 

(Catalog of Federal Domestic Assistance No. 
10550) 

Doted February 15,1965. 

Robert £. Leard. 

Administrator, 

|FR Doc 85-4272 Filed 2^20-85; 8:45 aro| 
SlUiNO COOC SifO-SO-M 


Rural Electrification Administration 

Rio Grande Electric Cooperative, Inc^ 
Finding of No Significant Impact 

AOCNCY: Rural EJectriHcation 
Administration. USDA. 

ACTfOM: Notice of finding of no 
significant impact. 

SUMMARY: Notice is hereby given that 
the Rural Electrification Administration 
(REA), pursuant to the National 
Environmental Policy Act of 1969, as 
amended, the Council on Environmental 
Quality Regulations (40 CFR Parts 1500- 
1508). and REA Environmental Policy 
and Procedures. 7 CFR Part 1794. has 
made a Finding of No Significant Impact 
with respect to a project proposed by 
Rio Grande EiectHc Cooperative. Inc 
(Rio Grande). The project consists of the 


construction of a 138 kV transmission 
line in Brewster County. Texas. 

FOR FURTHER INFORMATION CONTACT: 
REA’s Finding of No Significant Impact 
(FONSl) and Environmental Assessment 
(EA) and Rio Grande’s Borrower’s 
Environmental Report (BER) may be 
^ reviewed at or obtained from the oBice 
* of the Chief. Distribution and 
Transmission Engineering Branch. 
Southwest Area-Electric Room 0009, 
South Agriculture Building. Rural 
Electrincation Administration. 
Washington. D.C. 20250. telephone (202) 
382-1915. or at the office of Rio Grande 
Electric Cooperative, Inc. (R.O. 
Gwartney. Manager), P.O. Box 125. 
Brackettsville. Texas 78832, telephone 
(512) 563-2444. during regular business 
hours. Questions or comments on the 
proposed project should be sent to the 
REA contact. 

supplementary information: REA. in 
conjunction with a request for financing 
assistance from Rio Grande, has 
reviewed the BER submitted by Rio 
Grande and has determined that it 
represents an accurate assessment of 
the environmental impact of the 
proposed project Rio Grande’s project 
consists of rebuilding the existing 872 
km (54.2 mi.) 69 kV transmission line 
from the Alpine Substation located east 
of Alpine. Texas, to the Persimmon Gap 
Substation which is located near the 
north entrance of Big Bend National 
Park. The new line would be upgraded 
to 138 kV and would follow the existing 
route within the existing right-of-way. 
Equipment to upgrade both existing 
substations would be installed within 
the fenced areas; no additional acreage 
would be lequired. 

REA determined that the proposed 
project will have no effect on cultural 
resources, important farmland, 
floodplains, wetlands and threatened 
and endangered species. 

Alternatives examined for the 
proposed line rebuild and upgrade 
Included no action and alternative 
routes in Brewster County. REA 
determines that the proposed project is 
an acceptable alternative to provide Rio 
Grande’s needs. 

Based upon BER and support 
documents. REA prepared an EA 
concerning the proposed project and its 
impacts, REA has independently 
evaluated the proposed profcct and has 
concluded that approval of financing 
assistance for the project would not 
constitute a major Federal action 
significantly affecting the quality of the 
human environment. 

In accordance with REA 
Environmental Policies and Procedures, 

7 CFR Part 1794. which was published in 


the Federal Register on March 13.1964 
(49 FR 9544-9558). Rio Grande 
advertised and requested comments on 
the environmental aspects of the 
proposed project in local newspapers 
There were no comments. 

This progam is listed in the Catalog of 
Federal Domestic Assistance as 10.850— 
Rural Electrification Ijoans and Loan 
Guarantees. 

Dated: February 15.1985. 

Harold V. Huntar. 

Administrator. 

[FR Doc. 85-4279 Filed 2-^0-85; 8:45 am) 

BlUmO coot S410-1S-II 


DEPARTMENT Of COMMERCE 

International Trade Administration 

Export Trade Certificate of Review 

AQENCY: International Trade 
Administration. Commerce. 

ACTION: Notice of application. 

summary: The Office of Export TVading 
Company Affairs. International Trad<> 
Administration. Department of 
Commerce has received an application 
for an Export Trade Certificate of 
Review. This notice summarizes the 
conduct for which certification is sought 
and requests comments relevant to 
whether the certificate should he issued 
FOR FURTHER INFORMATION CONTACT: 
James V. Lacy. Director, Office of Export 
Trading Company Affairs, lntematinn.il 
Trade Administration. 202/377-5131. 
This is not a toll-free number. 
SUr>PLEMENTARY INFORMATION: Title III 
of the Export Trading Company Act of 
1902 (Pub. L 97-290) authorizes the 
Secretary of Commerce to issue Export 
Trade Certificates of Review. A 
certificate of review protects its holder 
and the members identifed in it from 
private treble damage actions and from 
civil and criminal liability under Federal 
and state antitrust laws for the export 
conduct specified in the certificate and 
carried out during its effective period in 
comphance with its terms and 
conditions. Section 302(b)(1) of the Act 
and 15 CFR 325.6(a) require the 
Secretary to publish a notice in the 
Federal Register identifying the 
applicant and summarizing its proposed 
export conduct. 

Request for Public Comments 

Interested parties may submit written 
comments relevant to the determination 
whether a certificate should be issued 
An original and five (5) copies should be 
submitted not later than March 13. 1985. 
to: Office of Export Trading Company 
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Affairs, International Trade 
Administration. Department of 
Commerce, Room 5618, Washington. 

D C 20230. Information submitted by 
any person is exempt from disclosure 
under the Freedom of information Act (5 
U S.C 552). Comments should refer to 
this application as ''Export Trade 

rtiHcate of Review, application 
niiinber 85-00004/* 

Applicant: Trust Intemationdl Services 

Company. Inc.. 1250 4th Street SW., 

Suite 505, P.O. Box 28004. Washington. 

D.a 20005. Telephone: 202/488^27 
Application No. 85-00004 
Dated Received: February 8,188$ 

Date Deemed Submitted: February 11. 

1985. 

Summary of the Application 

A. Export Trade 

Products. All engines and turbines, 
form and garden machinery, 
construction and related machinery, 
metalworking machinery, special 
industry machinery, general industry 
ir.fichinery. electric distributing 
equipment electrical industrial 
apparatus, household appliances, 
f iectrie lighting and wiring equipment, 
radio and television receiving 
equipment, communication equipment 
electronlo components and accessories, 
miscellnneous electrical equipment and 
supplies^ building construction, special 
trade construction contracting, 
transportation equipment 
transportation services, durable and 
nondurable wholesale goods. 

Services. All trade facilitating 
services including matching buyer with 
seller, furnishing short, medium and 
long-term financing, placement of 
marine, casualty and war risk insurance, 
coordinating the shipment of products, 
processing documentation, establishing 
repayment mechanisms, providing 
ancillary procurement services, market 
analysis and research, countertrade 
services and consulting, 

B. Export Markets 

The Export Markets include all parts 
of the world except the United States 
(the fifty states of the United States, the 
District of Columbia, the 
Commonwealth of Puerto Rico, the 
Virgin Islands, and the Trust Territory of 
the Pacific Islands). 

^port Trade Activities and Methods of 
Operation 

To engage in Export Trade in the 
Export Markets. Trust International 
•eeks certification to: 

1 Enter into any number of 
nonexclusive agreements with 
individual buyers in the Export Markets 


or with individual suppliers to act as a 
Sales Representative or Broker. 

2. Enter into agreements with 
individual Suppliers wherein: 

a. Trust agrees to serve as the 
exclusive Sates Representative and in 
addition, may agree not to represent any 
competitors of such Supplier unless 
authorized by the Supplier, or 

b. The Supplier agrees not to sell 
directly or indirectly through any other 
intermediary, into the Export Markets in 
which Trust exclusively represents the 
Supplier, or 

c. Both a and b above. 

3. Enter into exclusive agreements 
with persons in the Export Markets 
(including distributors and sales or 
marketing agents), wherein Trust agrees 
to pay competitive commissions or other 
compensation, and wherein (a) Trust 
agrees to deal in Products in the Export 
Markets only through that person, or (b) 
that person agrees not to represent 
Trust's competitors in the Export 
Markets or not to buy from Trust's 
competitors, or (c) both (a) and (b). 

4. Establish prices and quantities of 
Products to be sold in the Export 
Markets for Trust's own account or on 
behalf of an indiv idual Supplier. 

5. Enter into exclusive or nonexclusive 
agreements with an individual buyer in 
the Export Markets to act as a 
Purchasing Agent with respect to a 
particular transaction. 

6. Upon receiving a request from a 
buyer in the Export Markets for the 
price of a particular Product. Trust may 
ask one or more U.S. suppliers 
individually to supply a price quotation 
to Trust for that Product, add its own 
markup to the U.S. Supplier's price, and 
transmit a price quotation to the buyer. 
Upon placement of an order by a buyer. 
Trust may pOirchase Products and ship 
to the buyer. 

7. As Trust becomes aware of 
invitations to bid or other sales 
opportunities in the Export Markets, 
Trust may contact individual U.S. 
Suppliers of the various or similar 
Products specified in the invitation to 
bid or purchase specifications, invite the 
Suppliers to supply independent 
quotations to Trust for the Products, and 
enter into independent, individual 
agreements with Suppliers whereby 
Trust will submit a response to the bid 
invitation or request for quotation. 

Dated: Febniary 15,1885. 

Richard H. Shay, 

.Acting Genera/ Cotmsei. 

|FR Doc. 85-4247 Filed 2-20415; 545 amj 
SltUNO coot 


Export Trade CertHIcate of Review 

agency: International Trade 
Administration. Commerce. 

action: Notice of Application for Export 
Trade Certificate of Review. 


summary: The Office of Export Trading 
Company AFTairs, International Trade 
Administration. Department of 
Commerce, has received an application 
for an Export Trade Certificate of 
Review. This notice summarizes the 
conduct for which certification is sought 
and requests comments relevant to 
whether the certificate should be issued. 

FOR FURTHER INFORMATION CONTACT: 
James V. Lacy. Director. Office of Export 
Trading Company Affairs. International 
Trade Administration. 202/377-5131. 
This is not a toll-free cumber. 

SUPPLEMENTARY INFORMATION: Title UJ 
of the Export Trading Company Act of 
1082 (Pub. L. 87-290) authorizes the 
Secretary of Commerce to issue Export 
Trade Certificates of Review. A 
certificate of review protects its holder 
and the members identified in it from 
private treble damage actions and from 
civil and criminal liability under Federal 
and state antitrust laws for the export 
conduct specified in the certificate and 
carried out during its effective period in 
compliance with its terms and 
conditions. Section 302(bKl| of the Act 
and 15 CFR 325.6(a) require the 
Secretary to publish a notice in the 
Federal Register identifying the 
applicant and summarizing its proposed 
export conduct. 

Request for Public Comments 

Interested parties may submit written 
comments relevant to the determination 
whether a certificate should be issued. 
An original and five (5) copies should be 
submitted not later than March 13.1885 
to: Office of Export Trading Company 
Affairs, International Trade 
Administration. Department of 
Commerce, Room 5618, Washington. 

D.C. 20230. Information submitted by 
any pl;rson is exempt from disclosure 
under the Freedom of Information Act (5 
U.S.C 552). Comments should refer to 
"Export Trade Certificate of Review. 
Application 85-00003." 

Summary of Application 

Applicant: Marine Midland Trade. 
Inc. 140 Broadway. New York. NY 
10015, Telephone: 212/306-4403. 

Application No.: 65-00003. 

Date Deemed Submitted: February 5. 
1985. 

Members in Addition to Applicant: 
Marine Midland Banks. Inc., ^ffalo. 
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NY; and Marine Midland Bank. N.A.. 
New York. NY. 

Export Trade and Export Markets 

Marine Midland Trade, Inc. (MMl ). a 
New York corporation, intends to 
provide export marketing services for 
U.S. suppliers of goods and services. 

The pr^ucts that the applicant intends 
to export or represent for export will be 
all-inclusive and limited only by the 
laws of the United States. MKfl's 
proposed export activities will be 
conducted on a worldwide basis, with a 
primary emphasis on certain Asian 
markets, particularly Hong Kong, 
Republic of Korea. Singapore. Taiwan, 
and Malaysia. 

MMT is a wholly-owned subsidiary of 
Marine Midland Banks. Inc., a bank 
holding company named herein as a 
member. In its conduct as an export 
intermediary, the applicant, in concert 
with its parent and its affiliate Marine 
Midland Bank. N.A.. may provide or 
offer the following export trade services: 
Communication and processing of 
foreign orders to and for exporters and 
foreign purchasers, financing, marketing, 
consulting, international market 
research, advertising, product research 
and design, legal assistance, foreign 
exchange transactions, insurance, 
transportation and packaging of goods, 
trade documentation, freight forwarding, 
and warehousing. In certain instances. 
M\n' may take title to goods, acting as 
an export distributor for its own 
account 

Export Trade Activities and Methods of 
Operation 

The Applicant desires certification to: 

1. Enter into exclusive agreements 
with individual U.S, manufacturers and 
suppliers of products, wherein: 

|i) MMT agrees not to represent any 
competitors of such supplier unless 
authorized by the supplier; and/or 

(ii| The supplier agrees not to sell, 
directly or indirectly through any other 
intermediary, into the Export Markets in 
which MMT represents the supplier and. 
if such sales do occur, to pay a 
commission to MMT. 

2. Enter into nonexclusive agreements 
with U.S, suppliers, wherein M.KfT may 
appoint distributors or sales agents for 
the Export Markets. 

3. Enter into agreements with 
individual export intermediaries 
(including buyers, distributors and s.iles 
agents), wherein: 

(i) MNff agrees to deal in particular 
products in particular export markets 
only through that intermediate', and/or 

(ii) That intermediary agrees not to 
deni in particular products in particular 


export markets with anyone except 
MMT. 

4. Establish prices in the Export 
Markets based upon its determination of 
market costs, overhead and profits. 

Dated: Februar>' 14,1985. 

Richard H. Shay. 

Acting General ConnseL 

|FR Doc. BS-3851 Piled 8 45 4 m| 

BXtmO COOi SSfO-OIMi 


IA-122-4031 

Egg Filter Flats From Canada^ 
Postponement of Final Antidumping 
Determination 

AGENCY: International Trade 
Administration. Import Administratioa 
Commerce. 
action: Notice. 


summary: This notice informs the public 
that the Department of Commerce (the 
Department) has received a request from 
a respondent in this investigation (hat 
the final determination be postponed, as 
provided for in section 735(a)(2)(A) of 
(he Tariff Act of 1930. as amended (the 
Act) (19 U.S.C. 1673d(a)(2)(A)): and. that 
we have determined to postpone our ' 
final determination as to whether sales 
of egg filler flats from Canada have 
occurred at less than fair value until not 
later than May 31,1985. 

EFFECTIVE DATE: February 21,1985. 

FOR FURTHER INFORMATION CONTACT: 
Paul Aceto, Office of Investigations, 
Import Administration. International 
Trade Administration. Department of 
Commerce. 14th Street and Constitution 
Avenue. NW.. Washington. D.C. 20230; 
telephone: (202) 377-3534. 
SUPPLEMENTARY INFORMATION: On 
August 23.1984. the Department of 
(Commerce Initiated, under section 
732(b) of the Tariff Act of 1936. as 
amended (19 U.S.C. 1673a(b)) (the Act), 
an antidumping investigation to 
determine whether egg filler flats from 
Canada were being, or were likely to be, 
sold ol less than fair value. On fanuary 
18,1985. the Department published an 
affirmative preliminary determination in 
the Federal Register (50 FR 2320). Tlic 
notice stated that If this investigation 
proceeded normally we would make a 
final determination by March 26,1985. 

On February 5,1985. counsel for 
respondent Fripp Fibre Forms. Ltd. 

(Fripp) requested that we extend the 
period for the final determination until 
May 31r 1985.135 days after the date of 
publication of the preliminary 
determination, in accordance with 
section 735(a)(2)(A) of the Act. Section 
735(B)(2)(Ai of the Act provides that the 


Department may postpone Its final 
determination concerning sales at less 
then fair value until not later than 135 
days the date on which it published 
notice of its preliminary determination, 
if exporters who account for a 
significant proportion of exports of the 
merchandise request an extension after 
an affirmative preliminary 
determination. 

Fripp is qualified to make such a 
request since it accounts for over 50 
percent of the exports of (he 
merchandise under investigation. If an 
exporter properly requests an extension 
after an affirmative preliminary 
determination, the Department is 
required, absent compelling reasons to 
the contrary, to grant the request 

Accordingly, the Department will 
issue a final determination in this case 
not later than May 31.1965. 

This notice is published pursuant to 
section 735(d) of the Act. 

Dated: February 14.1985. 

Alan F. Hobner, 

Deputy As$istant Secretary for Import 
Adminintrotion. 

(FR Doc. 85-4263 Filed 2-20-85; a4S am) 
BIUINO COOC MIS-OS-N 


IC-351-0821 

Pig Iron From Brazil; Preliminary 
Results of Administrative Review of 
Countervailing Duty Order 

AGENCY: International Trade 
AdminJstration/lmport Administration, 
Commerce. 

ACTION: Notice of Preliminary Results of 
Administrative Review of 
Counter\'aillng Duty Order. 

summary: The Department of 
Commerce has conducted an 
administrative review of the 
countervailing duty order on pig iron 
from Brazil. Tlie review covers the 
period lanuary 1.1982. through 
December 31,1982. 

As 0 result of the review, the 
Department has preliminarily 
determined the aggregate net subsidy for 
the period to be 17.83 percent ad 
valorem^ Interested parties are invited 
to comment on these preliminary results. 

EFFECTIVE DATE: February 21.1985. 

FOR FURTHER INFORMATION CONTACT; 

Clarke or Richard Henderson. 
Office of Compliance. International 
Trade Administration. U.S. Dopartmeni 
of Commerce. Washington. D.C. 20230 
telephone: (202) 377-2786, 
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SUPPLCMCNTARY IMFORMATION: 
Background 

On March 16,16B4, the Department of 
Commerce ("’the Department") 
published in the Federal Register (49 FR 
9923) the final results of its last 
administrative review of the 
countervailing duty order on pig Iron 
from Brazil (45 FR 23045, April 4.1900) 
and announced its intent to conduct the 
next review. As required by section 
751(a)(1) of the Tariff Act of 1930 ("the 
Tariff Act"), the Department has now 
conducted that review. 

Scope of the Review 

Imports covered by the review are 
shipments of Brazilian pig iron of basic, 
foundry, malleable, and low 
phosphorous grades. Such merchandise 
is currently classifiable under item 
600 1300 of the Tariff Schedules of the 
United States Annotated. 

The review covers the period lanuary 
1.1902, through December 31,1962, and 
thirteen programs: (1) Preferential 
financing for exports through CACEX; 

(21 an income tax exemption for export 
rnmings: (3) the export credit premium 
for the Industrial Products Tax ("IPI"): 

(4) preferential financing under CIC- 
CRECX 14-lt; (5) incentives for trading 
compafdea [Resolution 543): (6) 
partially-indexed long-term loans; (7) 
fiscal benefits for special export 
programs (*'BEFlEX’‘h (B) tax reductions 
on equipment used in export production 
(“CIEX^ (9) accelerated depreciation 
for Brazilian-made capital goods: (10) 
preferetida! financing for the storage of 
merchandise destined for export 
(Resolution 330):l (11) preferential export 
nnandng under Resolution 08 
(‘ HNEX**); (12) remissioo on export of 
indirect taxes other than IPb and (13) 
special tax credits to firms located in 
Brazil's less developed regions. 

Analysb of Programs 

(1) Preferential Financing for Exports 

Under this program, the Department 
of Foreign Commerce of the ^nco do 
Brasil fXIACEX") declares companies 
eligible to receive working capital loans 
«t preferential rates. These loans have a 
duration of up to one year. During the 
period of review, each firm producing 
pig iron could obtain preferential 
financing for up to 20 percent of the 
value of its previous year*s exports. 

During 19^. the companies reviewed 
had loans outstanding under Resolution 
874 (effective January 22.1981) of the 
Banco Centra) do Brasil. Resolution 674 
had a maximum interest rate of 40 
Pwent and required two interest 
P^N'ments, one IBO days after the loan 
vvAS granted and one when the principal 
'vas repaid. 


In past reviews, we calculated the 
benefit from a loan by prorating the loan 
amount over the portion of the review 
period during which the loan was 
outstanding irrespective of the timing of 
interest payments. We now believe that 
the benefit occurs when the case (low 
effect occurs. For loans under Resolution 
674, that effect occurred when the 
borrower made the preferential interest 
payments. 

Although we have changed our 
methodology, in this review wc 
continued to straddle those loans that 
we had straddled in the last review. For 
new loans, not included in the last 
review, we calculated the benefit based 
on the date of payment. For each new 
loan with interest payments during 1962, 
we divided the number of days of each 
portion of the loan (the date of the 
drawdown to the date of the initial 
interest paymeut and the date of the 
initial interest payment to the date of 
the final interest payment) by 365 days. 
We applied the resulting ratio to the 
interest differential (the difference 
between the annual commercial 
benchmark and the Resolution 674 
interest rate at the time of drawdown) 
and muhipUed the result by the affected 
loan prindpaL 

To find the interest differential for our 
calculationt. we fx>mpared two effective 
rates. For our benchmark. %ve took the 
national average effective rale for thirty- 
day discounts of accounts receivable as 
found in Analise/Bosinets Trends. We 
then compounded this rate to find the 
annua) commercial benchmark. The 
effective preferential rates on the 
straddled loans varied between 40.42 
and 44 percent. The commercial 
benchmark for these loans was 92.23 
percent Therefore, the interest 
differential for the straddled loans 
ranged from 40.23 to 51411 percent The 
new loans alto had effective preferential 
rates varying between 40.42 and 44 
percent. However, the commercial 
benchmark at the lime the borrowers 
contracted for these loans, here the time 
of drawdown, was 12733 percent 'Thus, 
the interest differential for the new 
loons ranged from 63.93 to 8731 percent. 
We preliminarily determine the total net 
subsidy from this program to be 3.17 
percent ad valorem. 

On (anuary 2,1964. the Banco Central 
do Brasil issued Resolution 882 to 
succeed Resotudon 674. Resolution 882 
required only one interest payment 
when the principal was repaid. It also 
set the maximum interest to be charged 
as the rate for "full monetary 
correction** (as calculated by the change 
in readjustable treasury bonds. 

"ORTN") pkis 3 percent per annum. 


In September 1904, the Banco Central 
do Brasil issued Resolution 950 
superseding Resolution 882 and 
changing the program substantially. 
Resolution 950 applies retroactively 
back to fanuary 1964. We do not have 
sufficient information to analyze the 
effect of these changes, and therefore, 
we have not considered these program- 
wide changes in establishing the cash 
deposit of estimated countervailing 
duties. 

(2) Income Tax Exemption for Export 
Earnings 

Exporters of pig iron are eligible under 
this program for an exemption from 
income tax of the percentage of profit 
attributable to export revenue. TTie 
Brazilian government calculates the tax- 
exempt fraction of profit as the ratio of 
export revenue to total revenue. The 
benefit equals the product of the amount 
of tax-exempt profit times the prevailing 
35 percent corporate income tax rate. 

We preliminarily determine the benefit 
from this program to be 1.22 percent ad 
valorem. 

(3) /PI Export Credit Premium 

Exports of pig iron are eligible for the 
maximum IPl export credit premium. 

The Brazilian government reimburses in 
cash a percentage of the f.o.b. invoice 
price of the exported merchandise to 
exporters through the bank involved in 
the export transaction. 

The Brazilian government eliminated 
the IPl export credit premium on 
December 7.1979, but reinstated it on 
April 1.1981. On )nne 26.1981, the 
Brazilian government imposed an export 
tax to offset the benefit of the premium 
on exports to the U.S. However, wc 
found that no firms paid this tax before 
December 1982. at which time they paid 
it without any monetary correction, 
interest or penalties. 

We consider the lag in collection to be 
a benefit to the exporters equal to an 
interest free loan in the amount of the 
tax owed, rolled over monthly, until they 
actually paid the tax. Under current 
practice, exporters are to pay the offset 
tax 45 days after the end of the month in 
which the shipment earning the premium 
occurred. To calculate the benefit, we 
considered the inleresl free loan to 
begin on the dale the tax was due (#>.. 

45 days after the end of the month of 
shipment). 

As a commercial benchmark, we used 
the monthly discount rate (described for 
the Resolution 674 program), 
compounding for the number of months 
the hypothetical loan was outstanding in 
1962. Using this, we preliminarily 
determine the ad valorem benefit to be 
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13.01 percent. For the cash deposit of 
estimated countervailing duties, we 
believe the Brazilian government now 
collects this tax at the appropriate time 
and the potential benefit under this 
program therefore is zero. 

(4) Preferential Export Financing Under 
aOCRECE 14-11 

CIC-CREGE14-11 is a program 
operated by the Banco do Brasil that 
provides preferential financing to 
exporters, who are then required to 
maintain a minimum fixed level of 
foreign exchange with the Banco do 
Brasil. Exporters of pig iron participated 
in the program in 1962. 

We calculated the benefit in a manner 
similar to that used for Resolution 674 
financing. There is no maximum interest 
rate for this program, and interest 
payments are normally made quarterly 
with the full principal repaid at the end 
of the loan term. All loans outstanding 
in 1982 had an interest rate of 55 
percent. To calculate the benefit, we 
continued to straddle those loans that 
we had straddled in the last review. 
There was only one additional loan that 
had an interest payment during the 
period of review. We calculated the 
benefit from that loan based on the 
interest payment date as we did for new 
loans under Resolution 674. We 
preliminarily determine the benefit 
conferred by this program to be (X19 
percent ad valorem. 

(5) Incentives for Trading Companies 
(Solution 643) 

Under this program, CACEX declares 
trading companies eligible to receive 
loans at preferential rates. Eligible firms 
have access to a line of credit which can 
be drawn down to purchase goods for 
export. The trading companies use the 
loan principal as advance payment for 
the goods purchased. These loans are 
subject to the same interest constraints 
as l^solution 674 loans. Normally, the 
term of the loan is not to exceed 180 
days but the actual length varies, 
running from the date of receipt of the 
loan to the date of shipment of the 
goods. The interest is paid in Ml at the 
end of the loan term. 

During verification, we found that one 
firm received a loan under this program 
for the purchase of pig Iron for export. 
We did not receive the full information 
we requested on this loan, and we 
therefore used the best information 
available, found in the accounts of the 
firm that sold the pig iron to the trading 
company. 

We took the annual preferential 
interest rate (37 percent) and the same 
annual benchmark as for Resolution 674 
and found an interest differential of 


90.93 percent. Using the same 
calculation method as for new 
Resolution 674 loans, we preliminarily 
determine the ad valorem benefit under 
this program to be 0.24 percent. 

(6) Other Programs 

We also examined the following 
programs and preliminarily find that 
exporters of pig iron did not use them 
during 1892. 

A. Partially‘indexed long-term loans; 

B. Fiscal benefits for special export 
programs ("BEFIEX’*]; 

C Tax reductions on equipment used 
in export production f‘ClEX"); 

D. Accelerated depreciation for 
Brazilian-made capital goods; 

E. Preferential financing for the 
storoge of merchandise destined for 
export (Resolution 330): 

F. Preferential export financing under 
Resolution 66 f‘FINEX:’): 

G. Remissions on export of indirect 
taxes other than IPl: and 

H. Special tax credits to firms located 
in Brazifs toss developed regions. 

Preliminary Results of the Review 

As a result of our review, we 
preliminarily determine the aggregate 
net subsidy to be 17.63 percent ad 
valorem for the period of review. 
Accordingly, the Department intends to 
instruct the Customs Service to assess 
countervailing duties of 17.83 percent of 
the f4>.b. invoice price on any shipments 
exported on or after January 1,1982. and 
on or before December 31.1982. 

Because of the changes in these 
programs described a^ve, we 
preliminarily determine the potential 
subsidy, for purposes of the cash deposit 
of estimated countervailing duties, to be 
4.82 percent. The Department intents to 
instruct the Customs Service to collect 
cash deposits of estimated 
countervailing duties, as provided by 
section 751(a)(1) of the Tariff Act. of 4.62 
percent of the entered value on all 
shipments of the merchandise entered, 
or withdrawn from warehouse, for 
consumption on or after the date of 
publication of the final results of this 
administrative review. This deposit 
requirement shall remain in effect until 
publication of the Rnal results of the 
next administrative review. 

Interested parties may submit written 
comments on these preliminary results 
within 30 days of the date of publication 
of this notice and may request 
disclosure and/or a hearing %vithin 10 
days of the date of publication. Any 
hearing, if requested, will be held 45 
days after the date of publication or the 
first workday thereafter. Any request for 
an administrative protective order must 
be made no later than 5 days after the 


date of publication. The Department w ill 
publish the final results of ^is 
administrative review including the 
results of its analysis of issues raised in 
such written comments or at a hearing. 

This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act (19 U.S.C. 1675(a|(l)) 
and i 355.41 of the Commerce 
Regulations (19 CFR 355.41). 

Dated: Febnioiy 13.1985. 

Alan F. Hotmar. 

Deputy Assistant Secretary import 
Administration 

|FR Doc. 85-4281 Filed 2-20-65; M5 am) 
■ILUMO COOC MIO-OMI 


Short Supply Detorminations on Steel 
Pipe and Tube; Request for Comments 

agency: International Trade 
Administration/lmport Administration 
Commerce. 

action: Notice and request for 
comments. 


summary: The Department of 
Commerce hereby announces review of 
a request for a short supply 
determination under Article 8 of the 
U.S-EEC Pipe and Tube Arrangement 
with respect to hollow seamless tubular 
products, of circular cross section, 
which require further advancement by 
heat treating or similar processes for use 
as oil well tubing and oil well casing. 
The tubular products range in diameter 
from 2%-ixiches to QV«-in^es and in 
wall thickness from 0.190-inch to 0.545 
inch, 

EFFECTIVE DATE: Comments must be 
submitted no later than March 11.1985. 
ADDRESS: Send all comments to Joseph 
A. Spetrini. Director. Agreements 
Compliance Division, Import 
Administration. U.S. Department of 
Commerce. 14th and Constitution Ave.. 
NW.. Washington, D.C 20230, Room 
3099. 

FOR FURTHER INFORMATION CONTACT: 

Nicholas C Tolerico, Agreements 
Compliance Division. Import 
Administration, U.S. Department of 
Commerce, 14th and Constitution Ave., 
Washington, D.C 20230, Room 3087a 
(202) 377-4036. 

SUPPLEMENTARY INFORMATION: On 
lanuary 10,1985, the United States (U.S ) 
and European Economic Community 
(EEC) concluded a'clarification of the 
Pipe and Tube Arrangement agreed to 
on October 21.1982. llie January 10 
clarification provides in Article 8 that 
'*. . . the U.S. shall accept exports of 
pipes and tubes in addition to those 
permitted under sections 1 and 2 w^here 
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a shortage of supply is idenliried/i.e., 
where the U.S. industry is unable to 
meet damand in the United Stales for 
particular product.** Under the terms of 
Article 8 the Department **. . shall 
make a decision under this section on 
the basis of objective evidence from all 
rtlevani sources.** 

We have received a request for short 
supply for the following products: 

Hollow seamless tubular products, of 
circular cross section, which require 
further advancement by heat treating or 
similar processes, for use as oil well 
tubing and oil well casing. The tubular 
prt)ducts range in diameter from 
inches to 9H>inches and in wall 
thickness from 0.190>inch to 0.545-inch. 

Any party interested in commenting 
on this request should send written 
comments as soon as possible, and no 
later than March 11.1985. Comments 
should focus on the economic factors 
involved in granting or denying these 
requests. 

Commerce ^11 maintain this request 
and all comments in a public file. 

Anyone submitting business proprietary 
information should clearly so label the 
business proprietary portion of their 
submission and also submit with it a 
submission without proprietary 
information which can be placed in the 
public file. The public file will be 
maintained in the Central Records Unit. 
Import Administration. U.S. Department 
of Commerce. Room B<-099 at the above 
address. 

Dated: February 15,1985, 

ALin F. Ilolmer. 

Deputy Assistant Seenftary for import 
Adwmistwtion. 

int Doc. a5^280 Filed 2-20-85; 8:45 am) 
•HUMO COOC MIS-OS-M 


National Oceanic and Atmospheric 
Administration 

Marine Mammals; Modification No. 3 to 
Permit No, 370; Alaska Department of 
Fish and Game 

Notice is hereby given that pursuant 
to the provisions of $ 216.33(d) and (e) of 
the Regulations Governing the Taking 
and Importing of Marine Mammals (50 
CFR Part 216). Scientific Research 
Permit No. 370 issued to the Alaska 
Hepartment of Fish and Game. P.O. Box 
3-2000. luneau. Alaska 99802. on March 
2,1982 (47 FR 10071), as modified on 
lunc 17.1982 (47 FR 27400). and fune 3. 
1983 (48 FR 27121), is further modified to 
extend the period of authorized taking 
for three years. 

Accordingly. Section B-6 is deleted 
and replaced by: **6. This permit is valid 


with respect to the taking authorized 
herein until December 31.1987.** 

This modification became effective 
lanuary 1.1985. 

The Permit as modified and 
documentation pertaining to the 
modiHcation are available for review in 
the following offices: 

Assistant Administrator for Fisheries, 
National .Marine Fisheries Service, 3300 
Whitehaven Street. NW.. Washington, 
D.C.; and Regional Director, Alaska 
Region. National Marine Fisheries 
Service. P.O. Box 1668. funeau. Alaska 
99802. 

Dated: February 13.1985. 

Rickard B. Roe. 

Director, Office of Protected Species and 
Habitat Conservation. National Marine 
Fisheries Service. 

|FR Doc 85-4221 Filed 2-20-65 8:45 am] 
■njJNO COOC M10-22-4I 


DEPARTMENT OF ENERGY 

Privacy Act of 1974; Amendment of 
System Notices and New Routine Use 
Statement 

agemcy: Department of Energy. 
action: Final notice: establishment of 
new routine use for two systems of 
records. 


summary: Federal agencies are required 
by the Privacy Act of 1974. to publish a 
notice in the Federal Register of a 
change to an existing routine use of a 
system of records. The Department of 
Fmergy (DOE) published in the Federal 
Register on November 2,1984. at 49 FR 
44125 a proposal to change a routine use 
of DOE-33 **Per8onnel Medical Records** 
and DOE-35 •'Personnel Radiation 
Exposure Records** to permit the 
disclosure of records maintained in 
these systems to the National Institute 
for Occupational Safety and Health 
(NIOSH). U.S. Department of Health and 
Human Services, for health and safety 
studies of workers at any DOE facility. 
This final notice permits the disclosure 
to NIOSH of records maintained in these 
systems for the purpose of conducting a 
health hazard evaluation of workers at 
DOE'S Feed Materials Production Center 
located at Fernald. Ohio and DOEs 
Portsmouth Caseous Diffusion Plant at 
Piketown. Ohio. 

FOR FURTHER INFORMATION CONTACT; 
David E. Patterson, PE-24. Office of 
Operational Safety. U.S. Department 
of Energy. Germantown Facility. 
Washington. DC 20545. (301) 353-3157 
Abel Lopez, GC-41. Office of General 
Counsel. U.S. Department of Energy. 


1000 Independence Avenue SW.. 

Washingtoa DC 20585. (202) 252-8618 
Carole f Gorry, MA-232.1. Acting Chief. 

FOI and Privacy Acts Activities 

Brunch. U.S. Department of Energy. 

1000 Independence Avenue SW.. 

Washington. DC 20585. (202) 252-5955. 
EFFEcnve date: March 25. 1985. 
SUPPLEMENTARY INFORMATION: The DOE 
published a notice in the Federal 
Register on November 2,1984. at 49 FR 
44125 to amend a routine use of DOE-33 
‘'Personnel Medical Records** and DOE- 
35 “Personnel Radiation Exposure 
Records** to permit the disclosure of 
records maintained in these systems to 
NIOSH for the purpose of conducting a 
health hazard evaluation of workers at 
any DOE facility. Under the routine uses 
currently established for DOE-33 and 
DOE-35. NIOSH may obtain access to 
these records for the purpose of 
conducting an epidemiological study of 
workers at DOE*8 Portsmouth Gaseous 
Diffusion Plant at Piketon, Ohio. The 
comments received from DOE facilities 
indicate that, at this time. NIOSH will 
be conducting a health hazard 
evaluation of workers at the DOE Feed 
Materials Production Center at Fernald. 
Ohio. The purpose of the study is to 
determine whether there are health 
effects from occupational exposure to 
chemical, radiation and physical 
hazards at Fernald facility. The DOE, 
therefore, is amending the current 
routine use to permit NIOSH to obtain 
access to records maintained in DOC-33 
and DOE-35 for the purpose of 
conducting health haza^ evaluations of 
workers at DOEs Feed Materials 
Production Center at Fernald. Ohio and 
the Portsmouth Gaseous Diffusion Plant 
at Piketown, Ohio. 

The Privacy Act provides that, with 
respect to disclosure of a record, a 
routine use is a use which is compatible 
with the purpose for which the record 
was collected, it has been determined 
that the proposed routine use is 
compatible because the records arc 
maintained for purposes of assessing 
workers* health and safety and 
conducting a health and mortality study, 
and NIOSH would be permitted to 
examine these records for the limited 
purpose of conducting a health hazard 
evaluation which would be used to 
assess the health and safety of workers 
at this facility, 

iMued in Washington. DC this 14ih day of 
February 1985. 

Wltliam S. HeffelFinger, 

Director of Administration, 

SYSTEM name: 

Personnel Medical Record. 
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SeCURtTY CUiSSt^lCATK>N: 

Unclassified 
SVSTfM location: 

The locations listed as Hems 1 through 
21 in Appendix A of 47 FR 14284. dated 
April 2.1982. and the following 
additional locations: 

U.S. Department of Energy. Bendix 
Corporation. P.O. Box 1159. Kansas City. 
MO W141. 

U.S. Department of Energy. Bettfs 
Atomic Power Lnboraiory. P.O. Box 79. 
Pittsburgh. PA 15122 

U.S. Department of Energy. 
Carbondalo Mining Research Center. 
P.O. Box 2587. Carbondale. IL 82901. 

U.S. Department of Energy*. Dayton 
Area Office. Mound Laboratory, P.O. 

Box 66 . Mtamisburg. OH 45342. 

U.S. Department of Energy. Kansas 
City Area Office, 20(lti East Bannister. 
Box 202. Kansas City. MO 64141 

U.S. Department of Energy . Knolls 
Atomic Power La bora tory. P.O. Box 
1072, Schenectady. NY 12301. 

U.S. Department of Energy, l.o8 
Alamos Area Office. 528 35th Street, Los 
AlanicTS. NM 87544. 

U.S. Department of Energy. Naval 
Petroleum Reserve. P.O. Box 11. 

Tupman. CA 93276. 

U.S. Department of Energy, Naval 
Reactors Facility. P.O. Box 2068, Idaho 
Falls, ID 83411. 

U.S. Department of Energy. Strategic 
i*etroeIum Reserve. 900 Conunorce Road 
Faist. New Orleans. LA 70123. 

CATtOORISS or mOtVIOUALS COVERSO ev TNS 
SYSTiHl: 

Present and former DOE employees 
and DOE contractor employees. This 
system includes individuals admitted to 
or treated at Kadlec Hospital, Richland. 
Washington, prior to September 9. 1956. 

CATIOORIES Of RECORDS IN TMC SYSTEM: 

Medical hiaturies on employees 
nr.sulting from medical examinations 
and radiation eispoaure. In casea of 
ihjury. description uLiniury occurrence 
and treatment. In addition, medical 
re«:ordH of periodic pliirsicai 
examinations and*psynhuIogicHl testing, 
blood donor program records, 
audiometric testing, routine first aid. and 
other visits. Also, hu^ital in patient 
records and emergency room uut-pationi 
records for private patients at Kadlec 
Hospital. Results oi monitoring 
individuals for exposure to chemical 
agents (not covered in DOE-35) and 
physical stress and ndaled data. 


AUTHORITY FOR MAlNTEMANCf Of THf 
SYsma: 

5 U.&C. aoi; DeparUnent of Energy 
Organization Act. Including authorities 
incorporated byTcference in Title lU of 
the Department of Enetgy Otganizatiun 
Act: 5 li.S,C 7901: Executive Order 
12009: OMB Clrular A-72- 

ROUT1NC USES OT RECONDS MAiNTAlWCO IN 
THE SYSTEM. NiCLUOIflO CATIOORIES Of 
USERS AND TMC RURROSES Of SUCH USES: 

Phystdans, U.S. Department of Labor, 
various State departments of labor and 
industries, and contractors use 
information (a) to ascertain suitability of 
an employee for job assignments with 
regard to health, (b) to pro\ide benefits 
under Federal programs or contracts, 
and (c) to maintain a record of 
occupational injuries or illnesses in the 
performance of regular diagnostic and 
treatment services to patients. 

A record from this system of records 
may be disclosed to officials of the 
National Institute for Occupational 
Safely and Health (NIOSH), for the 
purpose of conducting a health hazard 
evaluation of workers at DOE's 
Portsmouth Gaseous Diffusion Plant at 
Piketon, Ohio, and DOE's Feed 
Materials Production Center at Fcmald. 
Ohio. 

Additional routine uses listed in 
Appendix B of 47 FR 14284. dated April 
2.1982. 

ROUCtfS AND RRACnCES FOR STORINO. 
RrmtlVINQ. ACCESSING. RETAINING, AND 
OISROaiNO Of RECORDS IN THE SYSTEM: 

STOfUGl: 

Computer printouts, magnetic tape, 
paper, coipputer disc, and microGl^ 

RETRieVABILITY: 

By name, social security number, and 
plant area. 

SAFEQUANOS: 

Active records are maintained in 
locked file cabinets in locked buildings 
Inactive records are maintained in 
locked storage vaults. 

RETENTION AND OISROSAU 

Records retention and dtapooal 
aulhoritics are contnined in DOE 1324,Z 
"Records Disposition." Records within 
the DOE ore rendered illegible end 
destroyed by shciMlding. macenition. or 
burning, as appropriate. 

SYSTEM MANAGER(8) AND ADDRESS: 

Headquarters: U.S, Department of 
Energy. Deputy Assistant Secretaiy for 
Enviniiiment. Safety, and Health. PE-20. 
1000 Independence Avenue. BW.. 
Washington. DC 20585. 

Field OfGces: The managers and 
directors of field locations identified as 


items 2 thmugh 21 in Appendix A of 4^ 
FR 14284. dat^ April 2.1982. arc the 
system managers for their respective 
portions of the system. 

NOTIFICATION RROCIOURCS: 

a. Hequesls by an individual 4o 
determine if a system of records 
contains information about him/her 
should be directed to the Chief.'Fteedun. 

^of Information and Privacy Acts 
Activities Branch. U.S. Department of 
Energy (Headquarters), or the Prix acy 
Act Q^icer at the appropriate address 
Identified as items 1 through 21 in 
Appendix A of 47 FR 14284. dated April 
2.1982. in accordance with DOE's 
Privacy Act regulations (10 CFR Part 
1008 (45 FR 61576. September 16,1980)1 

b. Required identifying information : 
Applicable location or locations wberp 
individual is or was employed, full name 
of requealeTt social seourity number. 
employfir(s). and time period. 

RECONO ACCESS PITOCEOURCS: 

Same as Notification Procedures 
above, 

COffTESTtNO RECORD RROCEOUNCr. 

Same as NotincatioD Procedures 
above, 

RECORD SOURCE CATEGORIES: 

The individual who is the subject of 
the record, physicians, medical 
institutions, office of Workers 
Compensation Programs, military retired 
pay systems records. Federal civilian 
retirement systems, pay and leave 
records, and Office of Personnel 
.Management retirement life insurance 
and health benefits records system and 
personnel management records system 

SYSTEMS EXEMRTEO FROM CERTAIN 
RMOVIS40NS OF THf ACT: 

None, 

OOE-3$ 

SYSTEM NAME: 

Personnel Radiation Exposure 
Records. 

SECURITY CLASSIFICATION: 

Unclassified. 

SYSTEM location: 

The locations listed os items 1. 3, 4 6 
through 18 in Appendix A of 47 FR 
142B4. dated April Z 19^ and the 
following additional locations: 

U.S, Department of Energy\ Amarillo 
Area Office, Panex Plant. P.O. Box 1008, 
Amarillo. TX 79105. 

U.S. Department of Energy*. 
Brookhaven Area Office, Upton. NY 
11973. 
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U.S. Department of Energy. Dayton 
Area Office. P.O. Box 66. Miamisburg. 
OH 4534^ 

U.S. Department of Energy. 
Environmental Measurements 
Laboratory. 376 Hudson Street. New 
York. NY 10014. 

U.S. Department of Energy. Idaho 
Health Services I.aboratory, CF-600, 
INEL and Computer Science Center. 
Idaho Falls. ID 83401. 

U.S. Department of Energy, Kansas 
City Area Office. P.O. Box 202, Kansas 
City, MO 64141. 

U.S. Department of Energy. Knolls 
Atomic Power Laboratory. P.O. Box 
1072. Schenectady, NY 12301. 

U.S. Department of Energy. Los 
Aiamoa Area Office. 520 35th Street. Los 
Alamos, NM 87544. 

U.S. Department of Energy, Naval 
Reactors Representative Office. Building 
19S. Charleston Naval Shipyard. 
Charleston. SC 29408. 

U.S. Department of Energy. Naval 
Reactors Representatives Office. P.O. 
Box 21. Groton. CT 08340. 

U.S. Department of Energy, Naval 
Reactors Representative Office, Mare 
Island Naval Shipyard. P.O. Box 2053. 
Mare Island. CA 94592. 

U.S. Department of Energy. Naval 
Reactors Representative Office, 

Newport News Shipbuilding and Dry 
Dock Company. P.O. Box 973, Newport 
News, VA 23607. 

U.S. Department of Energy. Naval 
Reactors Representative Office, Norfolk 
Naval Shipyard. P.O. Box 84a 
Portsmouth, VA 23705. 

U.S. Department of Energy, Naval 
Reactors Representative Office. P.O. 

Box 1687. Pascagoula. MS 39567. 

U.S. Department o( Energy. Naval 
Reactors Representative Office, Pearl 
Habor, Naval Shipyard, P.O. Box 128, 
FPO San Francisco. CA 96610. 

U.S. Department of Energy, Naval 
Reactors Representative Office, 
Portsmouth Naval Shipyard. Building 
I7a P.O. Box 2008. Portsmouth. NH 
03801. 

U.S. Department of Energy. Naval 
Reactors Representative Office. Puget 
Sound Naval Shipyard. P.O. Box lA, 
Bremerton, WA 98314. 

U.S. Department of Energy. New 
Brunswick Laboratory. D-3M. 9800 
South Cass Avenue. Argonne. IL 60439. 

U.S. Department of Energy. Pinellas 
Area Office, P.O. Box 11500, St. 
Petersburg. FL 33733. 

U.S. Department of Energy. Puerto 
Rico Office, P.O. Box BB. San luan. PR 
00935, 

U.S. Department of Energy, Rocky 
Hats Area Office. P.O. Box 92a Golden. 
CO 80401. 


U.S. Department of Energy, Sandia 
Area Office. P.O. Box 5800. 

Albuquerque. 87115. 

U.S, Department of Energy, 
Shippingport Branch Office. P.O. Box 11. 
Shippingport. PA 15077. 

cATeooaies or individuals covcsed by the 

SYSTEAi: 

DOE personnel, contractor personnel, 
and any other persons having access to 
certain DOE facilities. 

CATEOORIES OE ftECOROS IN THE SYSTEM: 

DOE and contractor personnel and 
other individuals* radiation exposure 
records and other records in connection 
with registerles of uranium, 
transuranlcs, or other elements 
encountered in the nuclear industry. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

5 U.S.C 301. Department of Energy 
Organization Act. Including authorities 
incorporated by reference in Title 111 of 
the Department of Energy Organization 
Act and Executive Order 12009. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM. INCLUDINO CATEOORIES OF 
USERS ANO THE PURPOSES OF SUCH USES: 

U.S. Department of Navy uses these 
records to monitor radiation exposure of 
Naval and other personnel at Navy 
activities. 

Nuclear Regulatory Commission uses 
these records to monitor radiation 
exposure of contractor personnel. DOE 
and its contractors and consultants, 
other contractors, and organizations, 
including various states' departments of 
labor and industry groups, use these 
records to monitor radiation exposure of 
personnel. 

U.S. Department of Defense uses these 
records for the limited purpose of 
identif>'ing DOD and DOD-con tractor 
personnel exposed to ionizing radiation 
during nuclear testing: and for 
conducting epidemiological studies of 
radiation effects on individuals so 
identified. 

National Academy of Sciences and 
Center for Disease Control (and 
appropriate management personnel of 
the U.S. Department of Health and 
Human Services) use these records for 
conducting epidemiological studies of 
the effects of radiation on individuals 
exposed to ionizing radiation. 

A record from this system of records 
may be disclosed to o^icials of the 
National Institute for Occupational 
Safety and Health (NIOSH), for the 
purpose of conducting a health hazard 
evaluation of workers at DOE’s 
Portsmouth Gaseous Diffusion Plant at 
Piketon, Ohio and DOE's Feed Materials 
Production Center at Femald, Ohio. 


Additional routine uses 1. 2. 4. 7, 8. 9, 
and 10 listed in Appendix B of 47 FR 
14284. dated April 2,1982. 

FOUCIES AND FRACTICES FOR STORING. 
RETRICVINO. ACCESSING, RETAIN1NO, ANO 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Computer printouts, paper records, 
index cards, magnetic tape, punched 
cards, microfilm, and disc. 

retrievabiuty: 

By name, alphanumeric code, and 
social seatrity number. 

safeguards: 

Records are maintained in locked file 
cabinets, locked safes, guarded areas, 
and secured buildings, with access on a 
need*to-know basis. 

RETENTION ANO DISPOSAU 

Records retention and disposal 
authorities are contained in DOE 1324Z 
"Records Disposition.** Records within 
the DOE are rendered illegible 
destroyed by shredding, maceration, or 
burning, as appropriate. 

SYSTEM MANAOER($) ANO ADDRESS: 

Headquarters: U.S. Department of 
Energy. Deputy Assistant Secretary for 
Environment. Safety and Health, PE-ZO, 
1000 Independence Avenue SW., 
Washington, DC 20585. 

Field Offices: The managers and 
directors of field locations 3,4. and 6 
through 18 in Appendix A of 47 FR 
14284, dated April 2.1982, and the 
additional locations listed above under 
System Location are the system 
managers for their respective portions of 
this system. 

NOTIFICATION PROCEDURES: 

a. Requests by an individual to 
determine if a system of records 
contains information about him/her 
should be directed to the Chief. Freedom 
of Information and Privacy Acts 
Activities Branch. U.S. Department of 
Energy (Headquarters), or the Privacy 
Act Officer at the appropriate address 
identified as items 1,3.4. and 6 through 
10 in Appendix A of 47 FR 14284. dated 
April 2,1982. in accordance with DOE's 
Privacy Act regulations (10 CFR Part 
1006 (45 VH 61576. September 16.1980)). 

b. Required identifying information: 
Complete name, geographic location(s) 
and organization(8| where requester 
believes such records may be located, 
date of birth, and time period. 

RECORD ACCESS PROCEDURES: 

Same as Notification Procedures 
aliove. 
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CONTISTINO RCCORO PHOCtOUflCS: 

Same as Notification Procedures 
above. 

Rccoao souiice CATcooiiias: 

The subject individual, accident- 
incident investigations, film badges, 
domsimetry records, and previous 
employee records. 

8Y8TCM tXCM^CO FIIOM CCRTAIN PROVISIONS 
OPTHf ACT. 

None. 

|FR Doc. 8S-4212 Filed 2>20-6S; 8:43 um| 
SIUJNO COOf 


Office of Assistant Secretary for 
International Affairs and Energy 
Emergencies 

International Atomic Energy 
Agreements; Civfi Uses; Proposed 
Subsequent Arrangement; EURATOM 

Pursuant to Section 131 of the Atomic 
Energy Act of 1954. as amended (42 
U.S.C. 2160) notice it hereby given of a 
proposed **subsequent arrangement** 
under the Additional Agreement for 
Cooperation Between the Government 
of the United States of America and the 
European Atomic Energy Community 
(EURATOM) Concerning Peaceful Uses 
of Atomic Energy, as amended. 

The subsequent arrangement to be 
carried out under the above mentioned 
agreement involves approval of the 
following sate: Contract Number S-EU- 
831. to Interatom GmbH. Bensberg. the 
Federal Republic of Germany, one 
fission product souice, containing 
approximately 3.5 grams of uranium, 
enriched to 63% in Um for use in 
calibration in the Kalkar power reactor. 

In accordance with Section 131 of the 
Atomic Energy Act of 1954, as amended. 
It has been determined that this 
subsequent arrangement will not be 
inimical to the common defense and 
security. 

This subsequent arrangement will 
take effect no sooner than fifteen days 
after the date of publication of this 
notice. 

For the Depaiiment of Energy. 

Dated: February 15.1065. 

George Bradley, fr.. 

Dt^puty AsMisiant Secretary for tntemationa! 
Affaire. 

|FR Doc. 85-4297 PiWd 2-20-83: 8:45 am) 
etUlNQ coot t4S0-ei-4l 


Office of Civilian Radioactive Waste 
Management 

Nuclear Wasta PoHcy Act of 1982; 
Public Hearings on the Draft 
Environmental Asaessmanta for 
Proposed Site Nominations 

agency: Department of Energy (DOE). 
action: Additional public hearings. 

summary: On January 23.1985. 50 FR 
3304. an announcement was made 
concerning the public hearings to be 
held on the Draft Environmental 
Asscfismonts prepared for the nine 
potentially acceptable sites ior the 
location of a hi{^-level nuclear waste 
repository. That notice set forth how to 
request an opportunity to speak at a 
hearing and the procedures to be used in 
conducting the hearings. 

Two additional public hearings have 
been scheduled on the Hanford 
(Washington) Draft Environmental 
Asaesaroent They are: BPA Auditorium. 
1002 Northeast Holladay, Portland. 
Oregon (covers Portland/Vancouver. 
Washington area), March 11.1985.2:00- 
S.iX) pm and 7:00-10:00 p.m.: and City 
Council Chambeis. West 808 Spokane 
Falls Blvd.. Spokane. Washington. 

March 13.1985. 2.tX>-5.'00 p jn. and 7:00- 
lOHX) pjn. For information on these two 
hearings, contact Lee Olson, Project 
Manager. Basalt Waste Isolation Project. 
Richland Operations Office. U.S. Dept of 
Energy. P.O. Box 550. Richland. 
Washington 99352. Phone (509) 370-7334. 

Issued in Washington. D.C.. February IS. 
1985. 

BenCRuadie, 

Director, Office of Civilian Radioactive 
Waste Management 

|FR Doc 85^10 Filed 2-2085: 8:45 am) 
8ILLINO CODE SiSO-Ol-ai 


Federal Energy Regulatory 
Commiaalon 

(Docket Nos. EC8S-10-000, et at] 

Electric Rate and Corporate 
Regulation Filings; Gulf States Utilities 
Co. 


February 14.1965. 

Take notice that the following filings 
have been made with the Commission: 

1. Gulf States Utilities Company 
(Docket No. EC85-1(MI00| 

Take notice that on February 4. 1965. 
Gulf States Utilities Company (Gulf 
States] filed an Application seeking an 
order pursuant to section 203 of the 
Federal Power Act authorizing the sale 
of certain trunsmission facilities by Gulf 
States to Jasper-Newton Electric 


Cooperative. Inc., (Jasper-Newton). 
Jaspei^Ncwton Is a member cooperative 
of the Sam Rayburn Dam Electric 
Cooperative. Inc^ (SRDE). Gulf Slates 
and SRDE are parties to an 
interconnection agreement presently on 
file with the Commission. 

Comment date: February 27.1965. in 
accordance with Standard Paragraph £ 
At the end of this notice. 

2. Tucson Electric Power Company 
[Dooket No. ERa5-285-000| 

Take notice that on February 4.1965 
Tucson Electric Power Company 
(Tucson) tendered for filing a Notice of 
Cancellation of FERC Rate Schedule No. 
45 between Tucson and the Los Angelr s 
Department of Water and Power. 

Tucson requests an effective date of 
April 3a 1984. 

Comment date: February 28.1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

3. Tucson Electric Power Company 
(Docket No. ER65-2864n0l 

Take notice that on February 4.1965. 
Tucson Electric Power Company 
(Tucson) tendered for filing a Notice of 
Cancellation of FERC Rate Schedule No. 
42 between Tucson and the United 
States of America. Department of 
Energy. Western Power Administration. 

Tucson requests an effective date of 
March 31.1982. 

Comment date: February 2a 1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

4. Pubik Service Company of Indiana. 
Inc. 

(Dockat No. ERB5-287-00Q) 

Take notice tliat on February 7.1985. 
Public Service Company of Indiana. Inc 
(PSCl) tendered for flliivg pursuant to the 
Interconnection Agreement between 
PSQ and Central Illinois Public Service 
Company (Cl] a Tenth Supplemental 
Agreement to become elective April a 
1985. 

PSCl states that this Tenth 
Supplemental Agreement modifies the 
Agreement as follows: 

1. Amends Article 5. billing and 
payment, by deleting Article 54)3 and 
inserting a new Article 54)3. 

2. Amends Service Schedule C— 
Interchange Power, Service Schedule 
D—Short Terra Power and Service 
Schedule E—Coordination of Scheduled 
Maintenance of Generating Fadlitiefi to 
incorporate the parties* Oi^er 84 
language. 

3. Inserts a new Service Schedule A— 
Emergency Service which provides for s 
minimum charge for such service and 
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ii>corporates the parties* Order 84 
language. 

Copies of the filing were served upon 
Central Illinois Public Service Company, 
the lUinols Commerce Commission and 
the Public Service Commission of 
Indiana. 

Comment date: February 28,1965. in 
accurdance with Standard Paragraph E 
at the end of this notice. 

5. Public Service Company of New 
Mexico 

IDockfl No. ER8S-289-0001 

Take notice that on February 7,1985, 
Public Service Company of New Mexico 
(PNM) tendered for Hiing as an initial 
nil* schedule an Economy Energy 
Agreement (Agreement) between PNM 
and Arkansas River Power Authority 
(ARPA), a political subdivision of the 
Stale of Colorado. 

The service to be provided under the 
Agreement is interruptible economy 
energy and is identical to that provided 
under PNM Rale Schedule FERC No, 49. 
Rates for the service are based on either 
(1) split savings, (2) 115% return of 
energy, or (3) 115% of seller's cost 

PNM requests an effective date of 
lanuary 1.1985, and therefore requests 
waiver of the Conunission's notice 
requirements. 

Copies of the filing were served upon 
ARPA and the New Mexico Public 
Setvice Commission. 

Comment date: February 28,1965, in 
accordance with Standard Paragraph E 
at the end of this notice. 

6. Florida Pow*er Coiporation 
IDockel No. ERas-zae-OGpi 

Take notice that on February 7,1985, 
Florida Power Corporation (Florida 
Power) tendered for filing a Letter of 
Commitment dated January 18,1985 
providing for 5 MW of firm interchange 
•ervice between Florida Power and the 
City of St Cloud. Florida. Florida Power 
aisles that the Letter of Commitment is 
executed pursuant to Service Schedule 
D of the Contract for Interchange 
Service dated December 1,1901 between 
Florida Power and the City of St Cloud, 
which contract is designated as Florida 
Power s Rate Schedule FERC No. 95. 

The Letter of Commitment is submitted 
for inclusion as a supplemental to 
Service Schedule D. 

Florida Power requests that the Letter 
oi^Commitment be permitted to become 
tffeclive February 1,1985, and therefore 
f^uests waiver of the sixty day notice 
f^uiremcot 

Copies of this filing have been served 
^ the City of St Cloud and the 
Florida Public Service Commission. 


Comment date: February 28.1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

7. Pacific Gas and Electric Company 
(Docket No. ER8S-284-000] 

Take notice that on February 6,1985, 
Pacific Gas and Electic Company 
(PGandE) tendered for filing revisions to 
Appendix A of the Interconnection 
Agreement between PGandE and 
Northern California Power Agency ("the 
NCPA Agreement**) and to Appendix A 
of the Interconnection Agreement 
between Pacific Gas and Electric 
Company and the City of Santa Clara 
("the Santa Clara Agreement**). This 
filing supersedes E)^ibit A-2 of both 
Agreements. 

The Parties have developed new 
transmission loss factors to be applied 
for billing and scheduling purposes. 
These new revised factors are intended 
to replace the factors originally filed 
under Exhibit A-2 of eac^ Agreement 
These revisions will not change the level 
of any rates under these Agreements. 
These revisions also will not 
significantly affect the revenue collected 
from NCPA and Santa Clara. 

PGandE states that since these 
customers are required by Contract to 
begin real-time scheduling on or before 
March 1,1985, PGandE must request a 
waiver of the commission's usual notice 
requirements. Therefore, PGandE 
respectfully requests an effective date of 
February 1,1985. No customers under 
any other rate schedules will be affected 
if such waiver is granted. 

Comment date: February 28,1985. in 
accordance with Standard Paragraph E 
at the end of this notice. 

8. Boston Edison Company 
(Docket No. ER85-274-000) 

Take notice that Boston Edison 
Company of Boston, Massachusetts 
("Edison**) on February 4. 1985, tendered 
for filing an amendment to its unit 
contract for the sale of power from its 
Pilgrim Unit 1 to Montaup Electric 
Company ("Montaup"). 

The amendment extends the term of 
the contract and clarifies the calculation 
of capacity charges under the contract 

Copies of the filing have been served 
upon Montaup and on the Department of 
Public Utilities of the Commonwealth of 
Massachusetts. 

Comment date: February 27,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

9. Interstat Power Company 
[Docket No. ER8S-279-4XX)] 

Take notice that Interstate Power 
Company (Company) tendered for filing 


on February 4.1985, a change in delivery 
points pursuant to the provison of the 
Interconnection Agreeement between 
Interstate Power Company and 
Dairyland Power Coop dated August 17. 
1966 (FERC No. 80). 

The Company filed contract 
supplements dated November 17,1980, 
January 21,1982, December 8.1982, 
January 11.1984 and January 7,1985, 
between Interstate Power Company and 
Western Area Power Administration 
(FERC Rate Schedule Nos. 14 and 113). 
The supplements extend the terms of the 
contracts from 1981 through 1985 or until 
a replacement contract is executed, 
whichever event occurs first 

Notices of termination for FERC Rate 
Schedule Nos. Ill, 112,117,118 and 119 
were also filed. 

Comment date: February 27,1985, In 
accordance with Standard Paragraph E 
at the end of this notice. 

10. Pacific Power 8r Light Company, an 
assumed business name of PadfiCorp 

[Docket No. ER8&-27e-000) 

Take notice that on February 4,1985, 
Pacific Power & Light Company (Pacific), 
an assued business name of PadfiCorp, 
tendered for filing Fifth Revised Sheet 
Nos. 5A and 5B (Index of Purchasers) of 
Pacific's FERC hectic Tariff, Original 
Volume No. 3 (Tariff), and Service 
Agreements between Pacific and Seattle 
City Light El Paso Electric Company,, 
City of Burbank, City of Tacoma, Pacific 
Gas and Electric Company, Nevada 
Power Conpany and Black Mills Power 
and Light Company. 

Pacific states that the Service 
Agreements provide for the sale of 
nonfirm power and energy, in 
accordance with the rates specified in 
service Schedule PPLr-3 under Pacific's 
Tariff. 

Comment date: February 27,1985, in 
accordance with Standard Paragraph E 
at the end of this notice. 

11. Puget Sound Power ft light 
Company 

[Docket No. ERe5-277-000) 

Take notice that Puget Sound Power ft 
Light Company ("Puget") on February 4, 
1985 tendered or filing, as an initial rate 
schedule, the contract dated on 
September 28,1,984, for upgrading the 
electric transmission facilities and 
service between Puget Sound Power ft 
Light Company ("Puget") and the United 
States of America ("Navy"), 

The contract provides for rebuilding 
certain transmission facilites that 
interconnect the Navy and Puget and for 
upgraded transmission services as an 
exchange in kind between the Navy and 
Puget The Navy has agreed to pay Puget 
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a onetime connection charge for the 
upgrading of certin transmission 
facilities. Service under this contract 
will commence after the completion of 
the transmission facilities upgrade on or 
before April 1.1985. 

Comment date: February 27,1965, in 
accordance with Standard Paragraph E 
at the end of this notice, 

12. Oklahoma Gas and Electric 
Company 

(Docket No. ER 8&-283>000| 

Take notice that on February 6,1985. 
Oklahoma Gas and Electric Company 
(OG&E) tendered for filing a new 
Agreecmenl intended to supersede 
0G&E*8 Rate Schedule FI^C No. 119. 
This Agreement is the contract between 
OG&E and the Southwestern Power 
Administration (SWPA). The new rate is 
identical to the old rate, and provides 
for the sale of Replacement Energy and 
Rmcigency Service by OGAE to SWPA. 

OG&E requests an effective date of 
January 1« 1985. and therefore requests 
waiver of the Commission's notice 
requirements. 

Comment date: February 27,1985, In 
accordance with Standard Paragraph E 
at the end of this notice. 

Standard Paragraphs: 

E. Any person desiring to be heard or 
to protest said filing should file a motion 
to intevene or protest with the Federal 
F.nergy Regulation Commission. 825 
North Capitol Street. NE., Washington. 
O.C 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 365.211) 
and 295.214). All such motions or 
protests should be filed on or before the 
comment dale. Protests will be 
considered by the Commission In 
determining the appropriate action to be 
taken, but will not serve to make 
proteslants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Ptumb. 

Secretory, 

(fit Doc 85-4203 Filed 2-20-85; 8;45 afn| 
BtujiiQ cooc tnr-ei-M 


{Docket No. REa4-11-002| 

Appalachian Power Co.; Application 
for Exemption 

February 15.1985. 

Take notice that Appalachian Power 
Company (APC) filed an application on 
November 19,1964 for exemption from 
certain requirements of Part 290 of the 
Federal Energy Regulatory 
Commission's (FERC) regulations 
concerning collection and reporting of 
cost of service information under section 
133 of the Pubbe Utility Regulatory 
Policies Act (PURPA), Order No. 46 (44 
FR 58687, October 11.1979). Exemption 
is sought from the requirement to file on 
or prior to June 30.1986, information on 
the cost of providing electric service as 
specified in Subparts D, C D. and E of 
Part 290. The delay in publishing this 
Notice Of Application For Exemption in 
the Federal Register is due to an 
administrative oversight. 

In its application for exemption APC 
states, in part, that it should not be 
required to file the specified data for the 
following reason: 

The gathering of the information is not 
likely to carry out the purposes of 
section 133 of the Public IJtility 
Regulatory Policies Act 

Copies of the application for 
exemption are on file with FERC and are 
available for public inspection. FERCs 
regulations require that said utility also 
apply to any state regulatory authority 
having jurisdiction over it to have the 
application published in any official 
state publication in which electric rate 
change applicatiens are usually noticed, 
and that the utility publish a summary of 
the application in newspapers of general 
circulation in the affected jurisdicUon. 

Any person desiring to present written 
views, arguments, or other comments on 
the application for exemption should file 
such information with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE.. Washington, 
DC. 20426. on or before 45 days 
following the date this notice is 
published in the Federal Register. 

Within that 45 day period, such person 
must also serve a copy of such 
comments on: 


Kevin F. Duffy, Esq., American Electric 
Power Service Corp.. 1 Riverside 
Plaza. Columbus. Ohio 43215 
and 

Mr. Barry L Thomas. Appalachian 
Power Company, 40 Franklin Road, 
SW., Roanoke, Virginia 24009 
Kenneth F. Plumb, 

Secretary. 

|FR Doc 85-1252 Filed 2-20-85:645 am| 
eiLUMO cooc cnr-ei^ 


[Docket No. 0-7077-001, et aLJ 

Applications for Abandonment of 
Service 

February 15,1985. 

Take notice that each of the 
Applicants listed herein has filed an 
application or petition pursuant to 
section 7 of the Natural Gas Act for 
authorization to sell natural gas in 
Interstate commerce or to abandon 
service as described herein, all as more 
fully described in the respective 
applications and amendments which are 
on file with the Commission and open to 
public inspection. 

Any person desiring to be heard or to 
make any protest with reference to said 
applications should on or before March 
4.1985. file %vith the Federal Energy 
Regulatory C^ommission. Washington, 
D.C. 20426, petitions to interv^ene or 
protests In accordance with the 
requirements of the Commission's Rules 
of Practice and Procedure (18 CFR 
365.211, 385.214). All protests filed with 
the Commission will be considered by it 
in determining the appropriate action to 
be taken but %vill not serve to make the 
proteslants parties to the proceeding 
Persons wishing to become parties to a 
proceeding or to participate as a party \n 
any hearing therein must file petitions to 
intervene in accordance with the 
Commission's Rules. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicants to appear of 
to be represented at the hearing. 

Kenneth F. Plumb. 

Secretary. 


DoduotNCf anddalvM 
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(FK Doc. H5-42S3 Filed 2>2D«; 8;45 am| 
•UJNQ coot f717mi>M 


(Docket No. TAeS-1-2e-0021 

Natural Gaa Pipeline Co. of America; 
Change in Rates 

February 14. lass. 

Take notice that on Febniar> 13.1985. 
Natural Gas Pipeline Company of 
America (Natural) submitted for tfllng. 
to be part of its FTOC Gat Tariff, Third 
Revised Volume No. 1 (Tariff), lo be 
affective March 1.1985: 

Substitute Fifty-seventh Revised Sheet 
No . 5 

Substitute Twenty-fourth Revised Sheet 
No. 5A 

The purpose of this Titing is to amend 
Ndiural’s PGA filing in Docket No. 
TA85-1.26-000 and TA85-1-25-001 filed 
on lanuary 18,1985. This filing reduces 
the 1076< proposed commodity rate 
increase contained in the lanuary 18 
^585. filing to 4.71S. This 8.05S decrease 
ftflects the elimination of the 5.72S 
annudl surcharge adjustment designed 
to recover $56.4 million of Order 94 
P^uction related cost payments made 
oy Natural in parital satisfaction of its 
fstroactive contractual obligations. 
Natural had indicated in the January 18. 
Jp85. filif^ that in the event the 
p>mmission approved NaturaTs request 
iota one-time lump sum billing to its 
Cttstomers lo recover Order 94 payments 
*nade to producters. Natural would refile 
lo eliminate that portion of the 
•wcharge adjustment. The Commission 


approved the one-time billing procedure 
in an order dated January 29.1985. in 
Docket No. RP8S-18-000. 

Also included is a .334 surcharge 
reduction to reflect the effect of the 
Stipulation and Consent Agreement in 
Docket No. IN82-2 issued February 1, 
1985. which, among other things, 
required Natural to credit its deferred 
account by $1.5 million and lo include 
such adjustment in the computation of 
its surcharge adjustment as of March 1. 
1985. 

Natural requests waiver of the 
Commission's Regulations to the extent 
required to make the proposed tariff 
sheets effective on March 1.1985. 

Any person desiring lo be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE...Washington. 
D.C 20426, in accordance with 
Si 385.214 and 388211. All such 
petitions or protests must be filed on or 
before February 21.1985. Protests will 
be considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestanfs parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc. 85^4254 Filed 2-20-85: 8r45 am) 
aiujHQ coot trir-ei-to 


(Dockat No. RP84-99-003] 

Texas Eastern Transmission Corp.; 
Proposed Changes in FERC Gas Tariff 
February 14.1965. 

Take notice that Texas Eastern 
Transmission Corporation (Texas 
Eastern) on January 14.1985 tendered 
for filing as part of its FERC Gas Tariff. 
Fourth Revised Volume No. 1, the 
following sheet: 

Substitute Second Revised Sheet No. 122 

The above tariff sheet (s being filed in 
substitution of its counterpart which 
was filed on December 17.1984 pursuant 
to Commission order issued November 
21.1984 in Docket No. RP84-99-001. 
which ordered Texas Eastern's revised 
tariff sheets filed in Docket No. RP84- 
99-000 be withdrawn. The tariff sheets 
that were withdrawn reflected a new 
Rale Schedule AlC (Additional 
Incentive Charge), related Form of 
Service Agreement and conforming 
changes to the General Terms and 
Conditions. It has come to our attention 
that a reference to Rate Schedule AIC 
was inadvertently left in Second 
Revised Sheet No. 122 and we are 
therefore, filing Substitute Second 
Revised Sheet No. 122 to correct the 
error. 

The proposed effective date of the 
above tariff sheet is November 21,1984. 

Copies of the filing were served on 
Texas Eastern's jurisdictional customers 
and interested state commissions. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
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North Gipitol Street, NE., Washington, 
DC 20420. in accordance with Rules 211 
and 214 of the Commisslorrs Rules of 
l^acticc and Procedure. All such 
motions or pnitests should be filed on or 
before February 21. 1983. Protests will 
be considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
Protestants parties to the proceeding. 
Any person wishing to become a party 
must file u motion to intervene. Copies 
of this Tiling are on file with the 
Commission and are available for public 
inspection. 

Krnotflh F. Plumb. 

S(u:rfflary, 

IKK l>oc. aS-4235 Filed 2-20-85: 8:45 am| 
sfcuNo cooc 


ENVIRONMENTAL PROTECTION 
AGENCY 

l0W-6-FRL-2770-a| 

Parts I and III of the Final NPDES 
Permits for Petroleum Storage and 
Transfer Facilities in the States of 
Arkansas. Louisiana. Oklahoma, and 
Texas; issuance 

agency: Environmental Protection 
Agency. 

ACTION: Com?ction. 

summary: This notice corrects the title 
appearing in the |uly 12.1984 of the 
Federal Register on page 28446. llic 
corrections encompass typographical 
errors or minor changes and 
clarifications which do not involve any 
substantive or policy issues. Because 
these corrections do not involve any 
substantive or policy issues, the Agency 
finds that notice and public comment 
are not required and that good cause has 
been shown for these corrections to 
become effective upon publication. 

In FR Vol. 49.135 appearing on pages 
28446 through 28453 in the issue of July 
12.1984. make the following changes: 

1. In Part I. page 28449. Part 1 is 
deleted and piuced immediately above 
A. Effluent Limitations and Monitoring 
requirements on page 28448. 

Z In Pari I.D.5. a(lHii). page 28430. 130 
persons is changed to 2^ persons. 

3. In Part IILB.4., pages 28452. the 
derinttion of ^‘quarter*' is changed to 
read as follows: ^‘Quarter means a 
calendar quarter (i.e. January through 
March. April through June etc.) 

4. In Part III.B.5.. pace 28453. the 
words •‘petroleum ana’ is inserted after 
the word receptacles in the first 
sentence. 

5. In Part III.B.5. page 28453. the words 
•‘Petroleum*’ and •‘Petroleum products'* 


is changed to include crude oil. Crude oil 
was included in the definition in Ihe 
proposed permit published September 
13.1983 (48 FR 41084) but a typographic 
omission occurred In the final issued 
permit. 

Efleclive date: Kebruary 21.1985 
Frances E. Phillips. 

Acting Hngiona! Administrator 

[hK Doc. 85-3991 Filed 2-28-85; 8:45 am| 

MViSiO COOC ssao-fts-ll 


IA-6-FRL-278-8I 

Region 6; Extension of the Expiration 
Date of a PSD Permit; Kirby Forest 
Industries, Inc. 

Notice is hereby given that the 
flnvironmental Protection Agency (EPA), 
Region 6. has extended the expiration 
date of the following Prevention of 
Significant Deterioration (PSD) permit: 

1. reD-TX-471—Kirby Forest 
Industries. Inc. lliis permit was issued 
on |une 24.1983. for the construction of 
a pulp and paper mill to be located 
approximately 1.5 miles vvesl of Bon 
Wier. Newton County. Texas. 
Construction has not commence^ due to 
unfavorable economic conditions. The 
permit w'as extended for one year to a 
new expiration dale of December 24. 
1985. 

A notice of EPA's proposed action lo 
extent the PSD permit was published in 
a newspaper in the affected area of the 
facility. No comments were received 
regarding Ihe proposed extension. 
Documents relevant to the extension 
request arc available for public 
inspection during normal business hours 
at the Air and Waste Management 
Division. U.S. Environmental Protection 
Agency. Region 6,1201 Elm Street, 
Dallas. Texas 75270. and in the offices of 
the Texas Air Control Board 6330 
Highway 290 Bust. Austin. Texas 70723. 

This extension is o final action 
reviewable under section 307(b){l) of the 
Clean Air Act only in the Fifth Circuit 
Court of Appeals, Any petition for 
rev iew must be Tiled on or before April 
22.1985. 

This notice will have no effect on Ihe 
National Ambient Air Quiility 
Standards. 

The Office of Management and Budget 
has exempted (his information notice 
from the requirements of section 3 of 
Executive Order 12291. 

Dated: February 11.1985. 

Francet E Phillips. 

Acting HifgionoJ Administrator Region A 
|FR Doc- 05-4229 Filed 2-20-85:0.45 am) 
M.UWG cooc SMe-60-W 


IOPP-30248; FRL-2781-3i 

Certain Companies; Applications To 
Register Pesticide Products; Zoecon 
Corp., et al. 

agency: Environmental Protection 
Agency (FJ^A). 

action: Notice. 

summary: Hus notice announces receipt 
of applications to register certain 
pesticide products containing active 
ingredients not included in any 
previously registered products and 
products involving a changed use 
pattern pursuant to the provisions of 
section 3(c)(4) of the Federal Insecticide. 
Fungicide, and Rodenticide Act (FIFR\), 
as amended. 

date: Comments by March 25,1985. 

address: By mail submit comments 
identified by the document control 
number |OPP-30248l and the file number 
to: 

Information Services Section (TS-757C). 
Program Management and Support 
Division. Attn: Product Manager (PM) 
21, Office of Pesticide Programs. 
Environmental Protection Agency. 401 
M Street SW.. Washington. D.C. 

In person, bring comments to; Rm. 236. 
CM«2, Attn: PM 21. Registration 
Division (TS-767C). Environmental 
Protection Agency. 1921 fefferson 
Davis Highway. Arlington. VA. 

Information submitted in any 
comment concerning this notice may be 
claimed confidential by marking any 
part or all of that information as 
"Confidential Business Information" 
(CDI). Information so marked will not be 
disclosed except in accordance with 
procedures set forth in 40 CFR part 2. A 
copy of the comment that does not 
contain CBI must be submitted for 
inclusion in the public record. 
Information not marked confidential 
may bo disclosed publicly by EPA 
without prior notice lo Ihe submitter. All 
written comments will be available for 
public inspection in Rm. 236 at the 
address given above, from 8 a.m. to 4 
p.m.. Monday through Friday, except 
legal holidays. 

FOR FURTHER INFORMATION CONTACT; 
Henry Jacoby. PM 21, (703-557-1900). 
SUPPLEMENTARY INFORMATION: EPA 
received applications as follows lo 
register pesticide products containing 
active ingredients not included in any 
previously registered products and 
products involving a changed use 
pattern pursuant to the provisions of 
section 3(c)(4) of FIFRA. Notice of 
receipt of these applications does not 
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imply a decision by the Agency on the 
applications. 

L Products Containing Active 
ln{;redieQts Not Indudcni in Any 
Previously Registered Products 

1 . File Symbol: 11273-LU. Applicant* 
Zoecon Corporation. A Sandoz Co.. 975 
California Ave., Palo Alto. CA 94304. 
Product name: Sandofan* 31F Fungicide. 
Fungicide. Active ingredient: 2'Methoxy* 
y-(2-oxo-1.3-oxa2olidin-3-yl)-acet-2'6'- 
xyiidide 31%. Proposed classification/ 
Use: General. For control of seed rot and 
damping off diseases of certain crops. 

2. File Symbol: 11273-LE. Applicant: 
Zoecon Corporation. Product name: 
Oxadixyl Technical Fungicide. 

Fungicide. Active Ingredient: 2-Melhoxy- 
^•(2•oxo-l.3-oxa2olidin•3•yl)-ace^2*6*- 
xylidide 95%. Proposed classification/ 
Use: General. For manufacturing use 
paly. 

11. Product Involving a Changed Use 
Pattern 

File Symbol- 43813-T. Applicant: 
janssen Pharmaceutica. PO Box 344. 

Bear Tavern Road Washington 
Crossing, NJ 08560. Product name: 
Fungazil 20EC Fungicide. Active 
ingredient: Imazalil (l-(2'(2.4- 
dichlorophaDyl)'2-(2* 
propenyioxy)ethyl)l// imidazole 20%. 
Fropos^ classiHcation/Use: General. 

To include in its presently registered use 
new, use for disease control in 
greenhouse. Type registration: 
Conditional. 

Notice of approval or denial of an 
application to register a pesticide 
product will be announced in the 
Federal Register. The procedure for 
requesting data will be given in the 
Federal Register if an application is 
approved. 

Comments received within the 
apecified time period will be considered 
before a final decision is made: 
comments received after the time 
specified will be considered only to the 
extent possible without delaying 
processing of the application. 

Written comments filed pursuant to 
this notice, will be available in the 
Fro^m Management and Support 
Division (PMSD) office at the address 
provided from 8 a.m. to 4 p.m., Monday 
through Friday, except legal holidays. It 
is suggested that persons interested in 
reviewing the application file, telephone 
ibe PMSD office (703-557-3262). to 
ensure that the file is available on the 
oate of intended visit. 

(Sec 3(c)(4) of FIFRA. as amended) 


Dated: February tl. 1985. 

Jloiigtat D. Campl. 

Director, Registration Division. Office of 
Pesticide Programs. 

|FR Doc. 85-^4233 Filed 2-20-85; 8:45 am| 
atUJNG COOC S560*S<Hki 


IOPP-40009C; PM-FRL 2775-7) 

Department of the Interior Federal 
Agency Plan; Approval of Plan for 
Certification of Applicators of 
Restricted Use Pesticides 

agency: Environmental Protection 

Agency (EPA). 

action: Notice of approval. 

summary: EPA issued a Notice of Intent 
to Approve the amended Department of 
the Interior (DOI) Federal Agency Plan 
for the certification of its employees to 
apply restricted use pesticides in the 
performance of their duties, as 
published in the Federal Register of 
October 12.1983 (48 FR 46427). The 
previously approved certification plan 
covered only the Bureau of Land 
Management (BLM). The amended plan 
covers not only the BLM. but also the 
Bureau of Indian Affairs (BIA) and the 
National Park Service. This notice 
announces approval by CPA of the 
amended plan. 

EFFECTIVE DATE: February 21.1985. 
ADDRESSES: See supplementary 
INFORMATION for the locations where the 
plan is available for inspection. 

FOR FURTHER INFORMATION CONTACT: 
John MacDonald. Compliance 
Monitoring Staff (EN-342), Office of 
Pesticides and Toxic Substances. 
Environmental Protection Agency. Rm. 
M-2510.401 M Street SW., Washington* 
D.C 20480 (202-382-7846). 
SUPPLEMENTARY INFORMATION: The only 
comment received in response to the 
Notice of Intent was from the Natural 
Resources Department of the Three 
Affiliated Tri^s, Fort Berthold 
Reservation. Mandan. Hidatsa. and 
Arikara Tribes. EPA regulations require 
specific coordination between Federal 
agencies with approved certification 
plans and States. The Three Affiiated 
Tribes described the unique relationship 
between the BIA and the Indian tribes. 
Further, the Three Affiliated Tribes 
pointed out that several tribes were 
developing tribal certification plans for 
EPA approval. Because of this situation, 
the Thjw Affiliated Tribes requested 
that the DOI Certification Plan require 
the same coordination with Indian tribes 
as was required with States. The DOI 
Certification Plan has been revised to 
accommodate this request. Changed 
pages have been submitted. The Three 


Affiliated Tribes have reviewed these 
changes and sent a letter to EPA 
withdrawing their objections to the 
approval of the DOI certification plan. 

Copies of the DOI Certification Plan 
are available for inspection at the 
following locations: 

U.S. Department of the Interior, Bureau 
of Land Management (230). 1725 1 
Street NW., Washington. D.C. 20240: 
Environmental Protection Agency. 
Information Services Section. Program 
Management and Support Division 
(TS-757C), Office of Pesticide 
Programs. Rm. 238. Crystal Mall No. 2. 
1921 Jefferson Davis Highway, 
Arlington, VA 22202; 

Environmental Protection Agency, 
Region. L John F. Kennedy Building. 
Boston. MA 02203; 

Environmental Protection Agency, 
Region II. 26 Federal Plaza. New York. 
NY 10278; 

Environmental Protection Agency. 
Region HI. Curtis Buiding. Sixth and 
Walnut Streets. Philadelphia. PA 
19106; 

Environmental Protection Agency. 
Region IV. 345 Courtland Street NE., 
Atlanta, CA 30385; 

Environmental Protection Agency. 
Region V, Pesticides Branch. 230 
South Dearborn Street. Chicago. IL 
60604: 

Environmental Protection Agency, 
Region VI. 1201 Elm Street First 
International Building. Dallas. TX 
7527a. 

Environmental Protection Agency. 
Region VIL 324 11th Street. Kansas. 
City. MO 64108: 

Environmental Protection Agency, 
Region VUL 1860 Lincoln Street Suite 
900, Denver. CO 80295: 

Environmental Protection Agency, 
Region IX. 215 Fremont Street San 
Francisco. CA 94105: 

Environmental Protection Agency, 
Region X. 1200 Sixth Avenue, Seattle. 
WA 98101. 

The Department of the Interiors 
amended plan for the certification of its 
employees to apply restricted use 
fiesllcides in the performance of thoir 
duties is approved. 

Dated: February 18.1965. 

Lee M. Thomas. 

Administrator. 

|FR Doc. 85-4236 Piled 2-20-85: 8:45 am] 
MUJUIO COOC SMO-NMI 










7218 


Federal Register / VoL 50« No. 35 / Thursday, February 21, 1985 / Notices 


IOPP-302S0; FRL-27tt-1] 

E.I. du Pont de Nemours and Co^ 
Application To Register a Pesticide 
Product 

AOCNCY: Environmental Protection 
Agency (EPA). 

AcnoM: Notice. 

summary: This notice announces receipt 
of an application to register a pesticide 
product containing an active ingredient 
not included in any previously 
registered pesticide product pursuant to 
the provision of section 3(cM4) of the 
Federal Insecticide, Fungicide, and 
Rodenlicide Act (FIFRA), as amended. 
DATS: Comment by March 25.1985. 
ADDRESS: Dy mail submit comments 
identified by the document control 
number (OPP-30250) and the file number 
(352-UGI) to: 

Information Services Section frS-757C). 
Program Management and Support 
Division, Attn; Product Manager (PM) 
21, Office of Pesticide Programs. 
Environmental Protection Agency, 401 
M Street SW„ Washington, D.C. 20460 
In person, bring comments to: Room 236, 
CM«2, Attn: PM 21. Registration 
Division (TS-767C), Environmental 
Protection Agency. 1921 |efferson 
Davis Highway. Arlington. VA. 
Information submitted in any 
comment concerning this notice may be 
claimed confidential by marking any 
part or all of that information as 
''Confidential Business Information** 
(CDI). Information so marked will not be 
disclosed except in accordance with 
procedures set forth in 40 CFR Part 2. A 
copy of the comment that does not 
contain CBl must be submitted for 
inclusion in the pubbe record. 

Information not marked confidential 
may be disclosed pubbely by FJ^A 
without prior notice to the submitter. All 
written comments will be available for 
public inspection In Rm. 236 at the 
address given above, from 8 a.m. to 4 
p.m., Monday through Friday, except 
legal holidays. 

FOR FURTHER INFORMATION CONTACT. 
Henry Jacoby, PM 21 (703-557-1900). 

SUPPLEMENTARY INFORMATION: E.I. du ' 
Ponl de Nemouri and Co., Wilmington. 
DE 19868. has submitted an application 
to EPA to register the pesticide product 
Du Pont* Caiiiendaxim Technical EPA 
File Symbol 352-UGl. containing the 
active ingredient (methyl 2- 
benzimidazoiecarbamate) at 96 percent, 
pursuant to the provision of section 
3(c)(4) of FIFRA. The application 
proposes that Ihe product be classified 
for general use for manufacture of 
fungicides only. Notice of receipt of this 


application does not imply a decision by 
the Agency on the application. 

Notice of approval or denial of an 
application to register a pesticide 
product will be announc^ in the 
Federal Register. The procedure for 
requesting data will be given in the 
Federal Register if an appbeation U 
approved. 

Comments received within the 
specified time period wiU be considered 
before a final decision is made: 
comments received after the time 
specified will be considered only to the 
extent possible without delaying 
processing of the application. 

Written comments filed pursuant to 
this notice, will be available in the 
Program Management and Support 
Division (PMSD) office at the address 
provided from 8 a.m. to 4 p.m., Monday 
through Friday, except legal hoUdays. It 
is suggested that persons interested in 
reviewing the application file, telephone 
the PMSD office (703-557-3262), to 
ensure that the file is available on the 
date of intended visit 

(Sec S(c){4) of FIFRA. as amended). 

Dated: February 11.1985. 

Douglas D. Campt, 

Dincior, Registration Division, Office of 
Pesticide Programs, 

(FR Doc 65-4235 Filed 2-20-85: 0:45 am) 
MJJNO coot 


IOPP-30222C; FRL-2781-2) 

Elanco Prochictt Co.; Approval of 
Pesticide Product Registration 

AGENCY: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: This notice announces 
Agency approval of an application 
submitted by Elanco Products Co, to 
register the pesticide product Rubigan^ 
50W containing an active ingredient not 
included in any previously registered 
product pursuant to the provision of 
section 3(c)(5) of the Federal Insecticide, 
Fungicide, and Rodenlicide Act (RFRA), 
as amended. 

FOR FURTHER INFORMATION CONTACT: 

By mail* Product Manager (PVf) 21. 
R^istration Division (T^767C), 
Office of Pesticide Pre^ams. 401 M 
Street SW., Washington. D.C 20480. 
Office location and telephone number 
Rm. 229. TS-767C Environmental 
Protection Agency. 1921 (efferson 
Davis Hwy, Arlington. VA 22202 (703- 
557-1900). 

SUPPLEMENTARY INFORMATION: EPA 
issued a notice, pubished in the Federal 
Register of (anuary 12,1983 (48 FR 1349), 


which announced that Elanco Products 
Co, 740 S. Alabama St., Indianapolis. IN 
46285. had submitted an application to 
register Ihe pesticide product Rubigan* 
SOW containing Ihe active ingredient 
fenarimol (alpha<(2-chlorophenyl)-alphci 
(4-chlorophenyl)-5-p3nrimidmenMitbanul J 
at 50 percent an active ingredient not 
indued In any previously registered 
product 

The application was approved on 
November 13.1963 as Rubigan* SOW for 
general use on turfgrasses to control 
dollar spot laige brown patch, fusartum 
blight stripe suit and pink or gray snow 
mold. The product was assigned EPA 
Registration No. 1471-134. 

The Agency has considered all 
required data on the risks associated 
with the proposed use of fenarimol and 
information on social economic, and 
environmental benefits to be derived 
from use. Specifically, the Agency has 
considered the nature of the diemical 
and its pattern of use, application 
methods and rates, and level and extern 
of potential exposure. Based on these 
reviews, the Agency was able to make 
basic health and safety determinations 
which show that use of fernarimol when 
used in accordance with widespread 
and commonly recognized practice, will 
not generally cause unreasonable 
adverse effects on the environment. 

More detailed information on this 
registration is contained in a Chemical 
Fact Sheet on fenarimol 

A copy of this fact sheet which 
provides a summary description of the 
chemical use patterns and formuJatioiu. 
science findings, and the Agency*s 
regulatory position and rationale, may 
be obtained from Registration Division 
(TS-767C), Environmental Protection 
Agency, Registration Support and 
Emergency Response Branch, 1921 
Jefferson Davis Hwy., Arlington. VA 
22202. 

In accordance with section 3(c)(2) of 
FIFRA, a copy of the approved label and 
the list of data references used to 
support registration are available for 
public inspection in the office of the 
Product .Manager. The data and other 
scientific information used to support 
registration, except for material 
specifically protected by section 10 of 
FIFRA. are available for public 
inspection in the Program Manageme nt 
and Support Division (TS-757C), Office 
of Pesticide Programs. Environmental 
Protection Agency. Rm. 236. CM4r2, 
Arlington, VA, 22202 (703-557-3262). 
Request for data must be made in 
accordance with the provisions of Ihe 
Freedom of Information Act and mual be 
addressed to the Freedom of 
Information Office (A-101), 401 M 
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Street* SW.* Washington* D.C. 20480. 
Such requests should: (1) Identify the 
product name and registration number 
and (2) specify the data or information 
desired. 

• 

jSw.. 3(cH4)(5) FI FRA* as amended) 

Ddted: February 11* 1965 
Susan H. Sherman* 

Aain$ Director* Office of Pesticide Programs. 
|FR Doc 85^234 Filed 2>20-65; 8:45 am) 
•UMQ COM SSSa-MMI 


10PP>300093; PH-FRL 2782-6) 

Compound 1080; Availability and 
Request for Comments on Data in 
Support of Application for Pesticide 
Product Registration 

agency: Rn\ironmental Protection 
Agency 

action: .Notice. 

SUMMARY: This notice announces that 
the Agency' has received data, labeling, 
and other information necessary to 
make a final decision on the registration 
of Sodium Monofluoroacetate 
(Compound 1080) Livestock Collar. EPA 
File Symbol 6704-lL. This notice also 
announces that these data are available 
for public inspection and solicits public 
comments on these data and this 
application* The Agency will consider 
these comments, in addition to 
comments from its own staff and the 
Office of Endangered Species, in 
reaching a final decision on the 
adequacy of the data and the final terms 
and conditions of the registration. If any 
ii granted at this lime. 

0AT€: Written comments, In tripUcate. 
must be received on or before March 25. 
1965. The Agency will not consider 
requests to extend the comment period 
address: By mail* address written 
comments identified by the document 
control number |OPP-30093l to: 

Program Management and Support 
Division (TS-757C), Office of Pesticide 
Programs. Environmental Protection 
Agency. 401 M St.. SW*. W'ashington. 

D C 20460. 

In person: bring comments to: Rm 238, 
CM «2, 1921 jefferson Davis Highway, 
Arlington. VA 22202. 

Information submitted in any 
comment concerning this notice may be 
claimed confidential by marking any 
part or all of that information as 
Confidential Business Information*^ 
(CBl). Information so marked will not be 
disclosed except in accordance with 
procedures set forth in 40 CFR Part 2. A 
*^py of the comment that does not 
coDlain CBl must be submitted for 
inclusion in the public record. 


Information not marked confidential 
may be disclosed publicly by EPA 
without prior notice to the submitter. 

All written comments, and a copy of 
the data submitted to support the 
registration of the 1080 Toxic Collar, will 
be available for public inspection in Rm 
236 at the address given above from 8 
a.m. to 4 p.m.. Monday through Friday, 
excluding legal holidays. The Agency 
recommends that persons wishing to 
review data or comments contact Ms. 
Frances Mann (703-557-3282), In 
advance, to schedule a time to view 
these documents. 

FOR FURTHER INFORMATION CONTACT: 

By mail: William H. Miller. Registration 
Division (1*S-767C). Office of Pesticide 
Programs, Environmental Protection 
Agency 401 M St.. SW.. Washington. 
D.C 20480. 

Office location and telephone number. 
RM. 211. CM «2,1921 Jefferson Davis 
Highway, Arlington* VA 22202. (703- 
557-2800). 

SUPPLEMENTARY INFORMATION: On 
September 22,1981* the Agency received 
an application (EPA File Symtml 6704- 
IL) from the U.S. Department of the 
Interior (USD1)« Washington. D.C*. to 
register Compound 1080 (Sodium 
Flouoroacetate] in the 1060 Toxic Collar 
for use on sheep or goats to control 
coyotes that depredate livestock. On 
January 12.1982. the Agency received an 
application (EPA File Syml^l 35978-U) 
from the Wyoming Department of 
Agriculture* Cheyenne. Wyoming, and 
an application (EPA File Symbol 46779- 
R) from Rancheris Supply. Inc., Alpine. 
Texas, for a similar use. The applicants 
proposed restricting the use of the 1080 
Toxic Collar only to certified applicators 
and individuals under their direct 
supervision. During this period the 
Agency also received other applications 
to register Compound 1080 in Single 
Lethal Dose (SLD) baits. 

As a result of the 1060 applications for 
registration, the Agency held extensive 
public hearings* followed by an ''Initial 
Decision" by Administrative Law judge 
Spencer Nissen on October 22,1982* and 
a "Final Decision" by Assistant 
Administrator Lee M. Thomas on 
October 31,1983. These decisions 
authorized the Agency to consider 
applications for registration of the 1080 
Toxic Collar, with certain use 
restrictions, in its normal registration 
process* The Agency has now received 
all the data, labeling, and other 
information upon which to make a final 
decision on the registration of the 1080 
Toxic Collar and on the terms and 
conditions of such a registration* if 
granted at this time. This Notice is being 


published in accordance with FIFRA 
Section 3(c)(4) and 40 CFR 162.6(b)(6). 

The Agency Is currently reviewing 
this information. Upon completion of our 
review, we will request a biological 
opinion* under section 7 of the 
Endangered Species Act. from USDFs 
Office of Endangered Species. Their 
biological opinion will evaluate the 
impacts of this proposed use on 
endangered species. By way of this 
Notice, the Agency wishes to provide 
the public with the opportunity to 
comment on (1) the adequacy of the 
individual studies, themselves, and (2) 
the adequacy of the studies to support 
registration of the 1080 Toxic Collar. 

Titles of the data and other 
information available for inspection 
include the following: 

1. Secondary Hazard of the 1060 Toxic 
Collar. Toxicity of Poisoned Coyotes to 
Skunks and Magpies. Pen Studies )une- 
)uly 1984. 

2. Toxicity of 1080-Treated Diets to 
Magpies. Skunks and Golden Eagles. 
Laboratory and Pen Studies September- 
October 1984. 

3. Acute Dermal Toxicity Study. 

4. Primary Dermal Irritation Study. 

5. Primary Eye Irritation Study. 

6. Efficacy and iiazards of Compound 
1060 in Toxic Collars. Laboratory and 
Pen Studies April 198Q-|uly 1984. 

7. Modified Gas-Liquid 
Chromatographic Method for 
Determination of Compound 1080 
(Sodium Fluoroacetate). 

8. Gas Chromatographic Analysis of 
Coyote and Magpie Tissues for Residues 
of Compound 1060 (Sodium 
Fluoroacetate.) 

9. Sodium Fluoroacetate (Compound 
1080) Contamination on the necks of 
Coyote-killed Angora Coats with 
Punctured Toxic Collars. 

10. Estimated Doses of Sodium 
Fluoroacetate (Compound 1080) 
Delivered to Coyotes by Toxic Collars. 

11. A Report on Field and Laboratory 
Research November 1978-March 1980. 

12. The Toxic Collar for Selective 
Removal of Coyotes that Attack Sheep. 

13. Predacidal Uses of 1080: Technical 
Review Document. 

14. Initial Decision. FiFRA Docket No. 
502. Notice of Hearing on the 
Applications to Use Sixiium 
Fluoroacetate (Compound 1080) to 
Control Predators. 

15. Final Decision. FIFRA Docket No. 
502. Notice of Hearing on the 
Applications to Use ^dium 
Fluoroacetate (Compound 1060) to 
Control Predators. 

16. Application Documents and 
l*aheiing Information. 
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Along with comments from its own 
staff and those from the Office of 
Endangered Species, the Agency will 
take into consideration these public 
comments in its decision-making 
process. At a later date, the Agency will 
publish a summary of these comments in 
the Federal Register and explain how it 
considered them in making its decision. 
See information under **ADDRESS*’ 
above for making arrangements for 
viewing the data to support registration. 
Dated: February 12.1985. 

Susan 11. Sherman. 

Director Office of Pestichle Programs. 

IFR Doc 85-4357 Filed 2-20-65; 845 am| 
MUJHG COOC SSiO-M-M 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Disclosure by the FDIC of Statutory 
Enforcement Actions; Policy 
Statement 

agency: Federal Deposit Insurance 
Corporation. 

action: Proposed Issuance of Statement 
of Policy. 

summary: The FDIC is proposing to 
adopt a statement of policy which 
provides for the FDIC to publish and 
make available to the public the names 
of all banks and persons participating In 
thoir affairs to %vhom the FDIC has 
issued notices and final orders in 
conjunction with statutory enforcement 
actions initiated on or after the date this 
proposed statement of policy is issued 
for comment. This policy would apply to 
notices of intention to terminate insured 
status and insurance termination orders, 
notices of charges and cease-and-desist 
orders, notices of intention to remove 
and removal orders, notices of 
suspension or prohibition from further 
participation and suspension orders, 
notices of assessment of dvil penalty 
and civil money penalty orders, and 
notices of intent to issue a directive and 
directives. Notices would be included in 
this publication when issued and final 
orders would be listed on or about tbehr 
effective dates. When applicable, the 
publication would also include 
previously disclosed final orders that 
had been terminated by the FDIC. 

In order to preserve public confidence 
in the banking system in an increasir^y 
deregulated and competitive 
environment, the FDIC believes that 
greater reliance on market discipline is 
preferable to the introduction of an 
excessive and extensive system of 
regulatory controls over the activities of 
banks. In order to achieve such 
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discipline, the banking public needs 
information concerning the banks with 
which it conducts or may conduct its 
business In order to properly evaluate 
the level of risk that will be encountered 
in dealing with specific banks. Thus, the 
FDIC Is soliciting comments on the 
merits of whether public disclosure of 
notices issued by and final enforcement 
actions taken by the FDIC would 
facilitate the development of effective 
market discipline, thereby encouraging 
funds flows to the vast majority of 
banks that are prudently operated rather 
than to the marginal banks that tend to 
pay the highest rates. 

DATE: Comments on the proposal must 
be received by March 25.1985. 

ADDRESS: Comments regarding the 
proposed statement of policy should be 
submitted to Hoyle L Robinson. 
Executive Secretary, Federal Deposit 
Insurance Corporation. 55017th Street. 
NW., Washington, D.C 20429, or 
delivered to Room 6106 at the same 
address between the hours of 9:00 a.m. 
and 5:00 p.m. on business days. 
Comments may also be inspected in 
Room 6108 between 9:00 a.m. and 5:00 
p.m. on business days. 

FOR FURTHER INFORMATION CONTACT: 
Robert F. Storch. Planning and Program 
Development Specialist Division of 
Bank Supervision, Federal Deposit 
Insurance Corporation, Washington. 

D.C 2042a telephone (202) 389^761. 

8UPRLEMENTARY INFORMATION: The 
proposed policy statement which has 
been summarized above is intended to 
furnish the FDIC with an additional tool 
for increasing market discipline by 
subjecting banks and their 
managements to greater public scrutiny. 
Adoption of the proposal would 
therefore aid the FDIC in assuring that 
banks have the caliber of management 
necessary for their safe and sound 
operation in an increasingly deregulated 
environment. To dote, administrative 
actions taken by the FDIC, whether of 
an informal nature such as 
memorandums of understanding or of a 
formal nature such as the statutory 
enforcement actions covered by the 
policy statement have been reasonably 
successful in correcting violations of 
laws and regulations and weaknesses 
related to bank capital, asset quality, 
earnings, and liquidity. However, these 
informal and formal actions have 
frequently been leas effective in helping 
to remedy management problems. The 
specific objectives and narrow confines 
of an administrative action may restrict 
a bank's management temporarily, but 
where poor management is the real root 
of a bank's other problems, similar 


problems may resurface after an 
outstanding action has been terminated. 

At present, banks that are subject to 
final orders resulting from statutory 
enforcement actions are required by 
FDIC regulations or policies to disclose 
this fact only in certain specific 
circumstances. Banks with securities 
registered with the FDIC in accord8nr<' 
with the Securities Exchange Act of 1934 
are required to inform investors of the 
issuance of a cease-and-desist order in 
documents such as annual reports, 
quarterly reports, current reports, and 
proxy statements. Banks seeking to 
publicly raise capital (debt or equity), 
whether or not their securities are 
registered, are expected to disclose thr 
existence of statutory enforcement 
actions in offering circulars prepared for 
distribution to potential purchasers of 
their securities. Beginning in late 1984 
all insurance termination orders and 
cease-and-desist orders have oontaini d 
a provision requiring the bank to 
provide a description of the fmol order 
to its shareholders in conjunction with 
the bank's next shareholder 
communication and with its notice or 
proxy statement preceding the next 
shareholders* meeting. 

Other than in the circumstances 
described above, information 
concerning a statutory enforcement 
action against a particular bank has 
generally not been made available 
directly to the bank's depositors, its 
other customers and creditors, and the 
public at Idi^ by either the bank or the 
IDIC. The FDIC has since 1976 
published summaries of its statuior^' 
enforcement actions, but these 
summaries do not name the banks or 
individuals subject to such final orders. 

It may be possible in some cases for a 
person with considerable knowledge of 
a particular bank to determine from a 
summary that the bank Is subject to a 
final order. Moreover, the FDIC will 
release a copy of the actual order Issued 
against a specific bank or individual 
when such a document is requested 
under the Freedom of Information Act 
(FOIA). (Notices, however, are not 
released.) Under present FDIC policies, 
when a person requests a copy of a final 
order imposed on a single named bank, 
the banks* name is not deleted from the 
document that is furnished to this 
person. If the request covers more than 
one institution, however, the FDIC 
currently excises the bank's names and 
other identifying data from the copies of 
the orders released to the individual 
submitting the FOIA request 
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Reaftons for Changing Present 
Ditclosura Practices for Enforcotnonl 
Actions 

The existing disclosure procedure ir 
Bot an efficient method for ensuring that 
■arket participants are equally aware of 
my noticea or final orders issued 
iRainst a bank. Moreover, the FDIC 
li^vcs that the nature and content of a 
Botice or final order is relevant to 
customer decisions regarding Ihoir 
ttlationships with a bank. The effect of 
this proposed policy statement would be 
to fub>ect banks against which statutory 
mforcetnent actions are initiated to 
potentially greater public scrutiny, 
lulitutiona whose problems have 
resulted from poor management will be 
less able to hide that fact Persons 
mluating the financial condition of 
benks will be better able to determine 
the caliber of their managements if the 
specific institutions against which 
notices or final orders have been issued 
ire known to the publia Uninsured 
depositors and other creditors will be 
able to assess their potential risk. 

The vast majority of banks supervised 
by the FDIC are sound, well managed 
institutions. The FDIC relies on reason 
ind persuasion as its primary corrective 
tools when weaknesses are detected In 
these banka. In certain banks which are 
regarded as having sufficient overall 
strength and finandal capacity to make 
Uilure only a remote possibility, the 
FDIC may identify weaknesses that, if 
sot prop^y addressed and corrected, 
could worsen Into a more severe 
lituation. The policy of the FDICs 
Division of Bank Supervision provides 
that matters in need of corrective action 
in such institutions should be addressed 
in a memorandum of undersUnding. 

(The proposed policy statement does noi 
provide for the publication of the names 
of banks that have entered into 
^morandums of understanding with 
ihe FDIC and the FDIC docs not 
consider memorandums of 
understanding available to the public 
wader the FOLrV) A smaller number of 
hanks are found to have problems or 
violations of sufficiently greater severity 
ihal the Division of Bank Supervision 
recommends to the FDIC Board of 
Directors that formal action be taken 
Against these institutions pursuant to 
J^ions 8 or 18(j)(3J of the Federal 
Deposit Insurance Act f'FDI Act**) or 
^ion 908(b) of the International 
l|endirvg Supervision Act of 1983 
1 ’USA**). In addition, the FDIC may 
hiitilutc a formal action under the^ 
actions of the FDI Act against any 
oir^tor, officer, employee, agent or 
other person participating In the conduct 
of the affairs of a bank. *rhrough these 


enforcement actions, the FDIC acts to 
correct improper banking practices, 
increase bank capital or suspend or 
remove individuals from further 
participation in a bank*s activities. 

The FDIC has been granted authority 
to issue a final ccase*and'<iesist order 
by section 8(b) of the FDI Act (and a 
temporary cease-andsiesist order by 
section 8(c)) if a nonmember bank is 
in an unsafe or unsound 
practice or is violating a law, rule, or 
regulation or any written agreement 
entered into with the FDIC 1/ the bank 
or any individual does not comply with 
such an order, the FDIC may impose a 
civil money penalty in accordance with 
section 8(iH2) of the FDI Act The FDIC 
is authorized by section 8(a) of the FDI 
Act to initiate termination-of-tnsuranee 
proceedings against any insured bank to 
an unsafe or unsound condition. Under 
sections 8(e) and 6(g) of the FDI Act, the 
FDIC may suspend or remove directors, 
officers, or other persons participating in 
the management of a nonnicraber bank 
if the person has violated a law, 
regulation, or final cease-and-desist 
order, has engaged in unsafe or unsound 
banking practices, has breached his or 
her fiduciary duty, or has been indicted 
for a felony involving dishoDC8t>' or 
breach of trust Section 18(jM3) of the 
FDI Act provides for the FDIC to levy a 
civil money penalty against any 
nonroember bank or person participating 
in the conduct of its affairs for violations 
of laws or regulations relating to loans 
and other dealings between banks and 
their affiliates or to loans and 
extensions of credit by a bank to its 
executive officers and principal 
shareholders. 

The administrative procedures 
applicable to these formal actions afford 
the bank or person partidpatiog in its 
affairs an opportunity for a hearing 
before an administrative law judge. 
Unless this right to a hearing is waived, 
the FDIC must serve the appropriate 
parties with a notice that contains a 
statement of facts relating to the 
practices or violations which warrant 
the enforcement action and fix a time 
and place for a hearing. A notice of 
charges is issued in conjunction with 
cease-and-desisi proceedings while a 
notice of intention to terminate insured 
status, a notice of intention to suspend 
or remove, a notice of assessment of 
dvU penalty, and a notice of intent to 
issue a directive apply to proceedings of 
the types indicated within their names. 

In addiUoa section 8(c) of the FDI Act 
empowers the FDIC to issue a temporary 
cease-and-desist order whenever it is 
determined that violations or threatened 
violations of law by or unsafe or 


unsound practices of a bank or a person 
participating in its affairs are likely to 
cause insolvency or substantial 
dissipation of its assets or earnings, 
seriously weaken its condition, or 
otherwise seriously prejudice the 
interests of its depositors. A temporary 
order, accompanied by a notice of 
charges, becomes effective upon service. 
However, the party subject to such an 
order may seek injunctive relief to set it 
aside, limit it or suspend it. 

Finally, section 908(b) of ILSA 
authorizes the FDIC to issue a directive 
to a nonmerober bank that fails to 
maintain the minimum capital 
requirement prescribed for it under the 
FDICs capital maintenance regulations 
(12 CFR 325) which implement section 
908(a) of ILSA. A directive is a final 
order mandating that a bank restore Its 
capital to the required minimum level 
within a specified time period. 

The FDIC relies on its authority to 
Institute the types of formal enforcement 
actions described above when 
circumstances warrant in order to 
properly discharge its supervisory 
responsibiiities. Nonetheless, adoption 
of the proposed policy statement should 
directly affect only a relatively small 
number of banks. In 1984, the FDIC 
Initiated 226 enforcement actions and 
issued 125 final cease-and-desist orders. 
13 removal orders, and 13 dvU money 
penalty orders affecting 62 individuals. 
The number of insured slate norunember 
banks at year-end 1984 totalled 
approximately 8.850. Hence the FDIC 
believes that sound, well managed 
institutions should view the publication 
of the names of banks and other parties 
subject to notices and final orders as an 
appropriate supervisory response in a 
deregulated banking environment. This 
disclosure will provide the market with 
an indication of the institutions that the 
FDIC has found to be operating in a less 
than acceptable manner or with more 
than normal risk. Public notice of such 
situations should aid market 
participants in their evaluation of the 
condition of the institutions with which 
they wish to maintain or initiate banking 
relationshipt. Should a customer be 
averse to the ride of a continuing 
relationship with a bank against which a 
statutory enforcement action has been 
undertaken, the selection of a new bank 
or banks with which to conduct 
business should inure to the benefit of 
well managed competing institutions. 
Thus, adoption of this policy statement 
should have the long range effect of 
strengthening the Industry. 
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Other Considerations 

The proposed disclosure of notices of 
charges and similar notices as well as 
fmal orders is intended to reduce any 
incentive that a bank or a person 
participating in Its affairs might have to 
attempt to delay or avoid disclosure of 
an enforcement action by not consenting 
to the entry of a final order. When a 
hank or other person docs not consent 
to the issuance of an order, the FDIC has 
the burden of proving the nllegationa set 
out in its notice during the ensuing 
hearing process, lengthening the amount 
of time before an order, if any. can be 
entered. The FDIC initiates a formal 
administrative action against a bank or 
person only when each charge can be 
properly supported by evidence and all 
charges, taken as a whole, are 
surricicntly critical to warrant such 
serious enforcement action. The impetus 
for such action is the FDICs desire for a 
bank to undertake the corrective actions 
needed to restore it to a safe and sound 
condition and to bring it into compliance 
with applicable laws and regulations. 
Tlie policy statement as proposed 
should not interfere with the FDICs 
ability to achieve this supervisory 
objective since the disclosure 
consequences of the policy would not 
riepend on whether a bank or other 
party decided to consent to an ortler. 

Since a bank is expected to serve the 
convenience and needs of its 
community, the impact of on 
enforcement action affects both 
depositors and borrowers. All bank 
customers have an interest in preserving 
the bank's presence in the community. 
Shareholders have their investment to 
protect. The soundness of the bank is 
the key to the continuity of its existence. 
Therefore, these various groups should 
be justifiably concerned over banking 
practices and violations, within the 
control of management that have been 
deemed so serious as to warrant the 
issuance of a notice or order. In 
particular, a bank's shareholders elect 
its board of directors and a primary duty 
of the board is to appoint officers who 
are qualified to manage the bank's daily 
activities. While current FDIC policy 
requires a bank to inform its 
shareholders about insurance 
termination orders and ceasc-and'desist 
orders not later than the next 
shareholders* meeting, under the 
proposed disclosure policy this group 
would be assured of receiving prompt 
notification of notices as well as final 
orders. 

While most enforcement actions 
relate to safety and soundness matters, 
the FDIC also issues final orders for the 
purpose of correcting violations of 


consumer protection and civil rights 
taws and regulations and for the 
purpose of correcting unsatisfactory 
operations In bank trust departments. 
The proposed policy statement makes 
no distinction among the various aspects 
of 8 bank's operations which may fall 
within the scope of the FDICs formal 
actions. Since an objective of the 
proposal it to provide bank customers 
with information they may find useful in 
their evaluation of the quality of an 
institution's management, the FDIC feels 
it would be inappropriate to exdude 
notices and orders dealing with certain 
subjects from disclosure. Regardless of 
their content, notices and final orders 
are in most cases indicative of 
defidencies in the manner in which 
bank directors and ofRccrs have 
discharged their responsibilities. 
Disclosure of notices and final orders 
will therefore permit bank customers to 
assess management performance. 

As it has been proposed, the 
disclosure policy would apply to all 
statutory enforcement actions initiated 
on or after the date this proposed 
statement is issued for public comment. 
If an when the policy statement it 
approved by the FDIGiRoard of 
Directors, the names of banks and 
persons participating in their affairs to 
whom notices and final orders have 
been issued would be published on or 
about their issue dates and effective 
dates, respectively. Those notices and 
orders assodated with actions initiated 
after the date of this proposal that the 
FDIC issues between that date and the 
date the proposed policy becomes 
effective, if adopted, would be included 
in the Hrst disclosure to be issued 
following the policy's effective date. The 
FDIC is presently considering the use of 
a weekly press release as the method for 
disclosing its statutroy enforcement 
actions should the proposed policy 
statement become effective. 

Since adoption of the policy statement 
would represent a change in the FDICs 
disclosure practices with respect to 
enforcement actions, the disclosure 
policy as proposed would apply only to 
those enforcement actions initiated on 
or after the date of its issuance for 
public comment. Enforcement actions 
that are already in process as of the 
date of this proposal that subsequently 
result in the issuance of notices and 
final orders would not be subject to this 
disclosure policy. While banks and 
other persons involved in such actions 
are normally informed that final ardors 
specifically identifying their names may 
be released in response to a request 
under the FOIA. these parties would 
likely have been advised on the limited 


amount of routine disclosure applicabk* 
to enforcement actions under current 
FDIC policy. The FDIC is therefore 
interested in receiving public comment 
on whether and to what extent the 
proposed disclosure policy should apply 
to enforcement actions that are under 
way as of the date of this proposal 

An additional result of the proposed 
statement of policy, if it were to be 
adopted, w'ould be that the text of final 
orders that had been listed in the FDlCi 
publication could be released to the 
public under the FOIC with only limited 
deletions. Moreover, the FDIC would 
begin to make available to the public 
notices of charges and similar notices if 
the policy statement and a proposed 
amendment to section 309.4 of its 
regulations (12 CFR Part 309), publishi-d 
eleswhere in this issue, are adopted. Fof 
banka and individuals Identified in a 
press release there would no reason to 
excise names and certain other 
identifying information from the text of 
final orders requested under FOIA ai b 
current FDIC practice (unless a FOIA 
request covers only a single named 
bank) or from the test of notices. 
However, this would create a system in 
which notices and final orders resulting 
from enforcement actions that predate 
the pfopmsed disclosure policy would 
continue to have names and identif>’mg 
data deleted before a copy of the text U 
released. Since the FDIC believes that 
market discipline is enhanced when 
relevant information, including 
information on notices and final orders, 
is available to a bank's depositors and 
its other customers and creditors, a 
disclosure system that differentiates 
between enforcement actions solely oo 
the basis of the date they were initiated 
does not promote an informed banking 
public. Thus, the FDIC also solicits 
comment on whether the text of notices 
and final orders resulting from formal 
actions instituted prior to the dale this 
proposed policy is issued for comment 
should be released to the public upon 
request without deletions of names and 
certain other identifying information. 

Related Issues for Which Comment Ait 
Solicited 

The proposed policy statement 
provides for pi^ication of enforcement 
actions by the FDIC since, os described 
above, state nonmember banks 
themselves are not generally required to 
make extensive disclosure of such 
actions. Nonetheless, an alternative 
approach to achieving timely public 
awareness of notices and final orders 
issued by the FDIC would be for the 
FDIC to adopt a policy that places the 
responsibility for disclosure of statutory 
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enforcement actions on the banks 
involved. The FDIC would therefore like 
to receive comments on whether banks 
that are subiect to enforcement actions 
(or whose directors. ofTicers. employees, 
or agents are subiect to such actions) 
should be required to publicly disclose 
this fact, either in place of the PDlCs 
publication of theee actions or in 
•dditkm to it 

Informal enforcement actions taken 
against banks by the FDIC, typically in 
the form of memorandums of 
understanding, have not been included 
srithin the scope of the proposed 
diaclosurt policy statement They are, 
however, an important means by which 
the FDIC seeks to ensure that bank 
maragcmciils recognize the problems 
within their institutions and take 
ippropriata corrective action to 
eliminate these weaknesses. Since 
informal actions are directed toward 
banks of supervisory concern whose 
overall strength and financial capacity 
makes the possibility of failure remote 
whereas statutory enforcement actions 
are initiated against banks with 
problems of greater severity, 
memorandums of understanding are not 
intended to be a substitute for formal 
actions such as cease-and-desist orders. 
Nevertheless, because the proposed 
policy statement does not provide for 
the FDIC to divulge the names of banks 
that have entered into memorandums of 
understanding, banks with severe 
weaknesses mat would normally he the 
subjects of formal enforcement actions 
by the FDIC may strive to negotiate their 
way into informal memorandums of 
understanding to avoid disclosure if the 
policy statement were to be adopted. 
Comments are therefore sought on the 
questions of whether the adoption of the 
proposal would likely lead to an 
increased use of memorandums of 
understanding in pmference to formal 
enforcemeiit actions and. should this 
occur, what the effects, cithci b<!ne8cial 
or detrimental, of such s jdiift might be. 
Consequently, the final tssue on which 
the FDIC wishes to sclldt ooenment is 
tvhether the proposed disclosure policy 
ttitemenl should be extended to 
informal enforcement actions such as 
memorandums of understending- 

The text of the proposed sutrinent of 
policy followr. 

Dwclofurs by the FDIC of Statutory 
Diforcemeat Actions; Policy Statement 

In order for the FDIC to curry out Its 
tcsponsibQity to promote a safe and 
wund banking system that enjoys public 
^^idenoc, the Board of Directors has 
given broad enforcemcnl powers 
wder section 8 of the Federal Deposit 
Insurance Act (‘ FD! Act"). The Board 


has the power to terminate insurance 
(section 8(a)) and to order banks to 
cease and desist from engaging in 
unsafe or unsound practi^ or 
violations of law or regulations (sections 
8(b) and 8(c)). The Board has al^ been 
given the power to suspend or remove a 
bank officer or director or prohibit 
participation by others in l^nk affairs 
(sections 8 (e) and (g)). In addition, 
sections 6(i)(2) and 18(j)(3) of the FDI 
Act give the FDIC aulhodty to assess 
civil money penalties against banks and 
individuals for violations of certain 
statutes. Finally, section 906(b) of the 
International Lending Supervision Act of 
1983 ("ILSA") authorizes the FDIC to 
issue a directive to a bank that fails to 
maintain its required minimum capital. 

The administrative proceedings 
associated with these various 
enforcement actions provide the bank or 
the person participating in Its affairs 
with an opportunity to either consent to 
the entry of a final order or to contest 
the action in a hearing presided over by 
an administrative law judge. When an 
action is contested, the FDIC most issue 
a notice to the bank or the other persons 
subject to the action describing the 
practices or violations for whi^ 
corrective action is sought and seltixq^ a 
time and place for a hearing during 
which the FDIC roust prove the charges 
it has made. A notice of chaiges is 
issued in conjunction with oease-and- 
desist proceedings and also 
accompanies temporary oease-and- 
desist orders while notices of intention 
to terminate insured status, a notice of 
intention to suspend or remove, a notice 
of assessment of civil penalty, and a 
notice of intent to issue e directive apply 
to proceedings of the types indicated 
within their names. 

Except for banks whoso securities are 
registered with the FDIC in aocordance 
with the Securities Exchan^ Act of 1934 
and banks using offering circulars in 
connectloo with the public issuance of 
their own securities, banks bave not 
generally been required to disclose the 
existence of notices Issued by or final 
enforcement actions imposed by the 
FDIC Recently, bo%vcv'er, the FOIC 
began to include a provision in all of its 
insurance termination and cease-and- 
desist orders requiring timely disdosuro 
of such orders to bank shareholders. 
Moreover, in response to requests under 
the Freedom of Information Act (FOIA) 
inquiring about the existence of any 
final orders against a single named bank 
(but not against more than one named 
bank), the FDIC releases copies of final 
orders under sections 8 and 10({K3) of 
the FDI Act and section 908(b) of ILSA. 
provided certain information (but not 


the name of the bank) has been deleted 
from the documents pursuant to the 
provisions of the Fr^om of 
Information Act 

The FOIA permits federal agencies in 
their discretion to withhold certain types 
of sensitive information from routine 
public disclosure. The generally 
confidential treatment heretofore 
accorded banks and bank directors, 
officers, employees, and agents involved 
In statutory enforcement actions 
emanates from FDIC policy. In the 
current environment of deregulation of 
the banking industry, the Board of 
Directors has reassessed the value of 
retaining this disclosure policy for 
notices and final agency orders issued in 
conjunction with the FDlCs statutory 
enforcement actions. 

Deregulation is intended to decrease 
the Government's involvement in the 
banking business both with respect to 
the industry as a whole and individual 
institutions. Nevertheless, widespread 
trust in the banking system must be 
maintained. As the regulatory 
restrictions which had previously 
constrained bank actions are removed, 
the market takes on greater importance 
as a mechanism for promoting sound 
bank management and reducing the 
potential for inappropriate or abusive 
behavior by encouraging funds flows to 
the vast majority of ^nks that are 
prudently operated. Thus, the 
availability of relevant information is 
essential to an evaluation of bank 
condition and the effectiveness of the 
resulting market discipline. 

The market's judgment of bank 
performance incorporates an 
assessment of the ability and 
willingness of an institution's 
management to operate its bank in a 
safe and sound manner and in 
conformity with applicable laws, rules, 
and regulations. C>ne may conclude from 
the FDICs initiation of an enforcement 
action that bank has exhibited a serious 
weakening in the quality of Ha assets or 
other unsound conditions that warrant 
prompt corrective action by its 
management, its shareholders, or others. 
Thus, the marketplace's perception of 
management s ability, or lack thereof, to 
effect the remedial measures prescribed 
in a final order (or to take the necessary 
steps to eliminate the deficiencies 
outlined in a notice prior to the entry of 
a final order) and to restore the bank to 
a safe and sound condition should help 
to provide an element of discipline over 
the institution. 

Therefore, the Board of Directors has 
determined that the names of afl banks 
and persons participating in their affairs 
to whom the FDIC has issued notices 
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ond final orders In cuniunction with 
statutory enforcement actions should be 
published and made available to the « 
public. The publication would also 
include previously disclosed final orders 
that had been terminated by the FDIC 
This policy will apply to all enforcement 
octions initiated on or after the date this 
statement of policy was issued for 
public comment. The publication should 
also indicate that any person desiring 
copies of the notices or orders listed 
therein may obtain them from the FDIC 
upon written request by naming the 
banks or individuals of interest. Limited 
deletions of examination data may be 
made to such copies to the extent 
deemed appropriate by the Director of 
the Division of Bank Supervision. 

Adoption of this policy will not only 
promote market discipline, but will also 
enhance the FDICs supervisory efforts. 
Facing the specter of disclosure, bank 
managmenta may be less likely to 
engage In activities which are unsafe or 
unsound. Moreover, those banks that 
have entered into memorandums of 
understanding, an informal 
administrative oction used by the FDIC 
as a means of effecting corrective action 
In banks considered to be of supervisory 
concern, but which have not 
deteriorated to the point where they 
warrant formal statutory enforcement 
action, may lend to become more highly 
motivated than at present to implement 
the recommended corrective measures. 

In those cases where the initiation of 
statutory enforcement action becomes 
necessary, awareness of notices and 
final orders should provide the market, 
in concert with the FDIC with the 
opportunity to exert pressure on banks 
to eliminate the unsafe and unsound 
practices and conditions within their 
control and to attract and retain 
competent personnel to properly 
manage bank affairs. 

Dy order of the Board of Directors this tllh 
day of February. 1965. 

Federal Oepofil Insurance Corporation. 

Ho)ia L Robinson. 

Executive Secretary. 

iVn Doc, 85-4299 Filed 2-2-65: B:45 om) 
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FEDERAL HOME LOAN BANK BOARD 
INo. 8S-118I 

Bright Banc Savings Association, 
Dallas, TX (Successor to Texas 
Federal Savings and Loan Association, 
Dallas, TX); Application To Withdraw 
Securities From Listing and 
Registration 

Dated: February 15.1965. 


Bright Banc Savings Associolion, 
Dallas, Texas (the **Association**), has 
filed, on February 4.1985, pursuant to 
Securities Exchange Act ('"Exchange 
Act**) section 12(d) and Exchange Act 
Rule 12d2-2(d). an application with the 
Federal Home Loan Bank Board 
("Board") to withdraw from listing and 
registration on the American Stock 
Exchange (the "Exchange*’) Certificates 
of Deposit Maturing July 22,1968 and 
March 21.1994 (the "1988 and 1994 
Certificates"), originally issued by 
Texas Federal Savings and Loan 
Association. Dallas, Texas ('Texas 
Federal"), which has been consolidated 
into the Association. The reasons given 
by the Association for delisting and 
deregistration are as follows: 

(1) The appUcation slates that on 
January 4.1985. Texas Federal was 
merged with and into Trinity Banc 
Savings Association, whose name was 
changed to Bright Banc Savings 
Assodation. on January 17,1905. 

(2) The Association has no common 
stock registered under the Exchange 
Act. Accordingly, the only reporting 
obligation for the Association relates to 
the Certificates. 

(3J The Association’s application 
states that during calendar year 1983 
and during the first six months of 1984. 
only $397,000 and $104,000 principal 
omount. respectively, of the 1988 
Certificdtes were traded on the 
Exchange, and that only $188,000 and 
$25,000 principal amount respectively, of 
the 1994 Certificates were traded on the 
F^changc. A total of $55,000,000 in 
principal amount of the 1988 Certificates 
were issued and a total of $20,000,000 in 
principal amount of the 1994 Certificates 
were issued. The Certificates were 
issued in bearer form only. 

(4) In view of the limited trading of the 
Certificates, the Association believes 
that the expense of the preparation and 
filing of Annual Reports on Form 10-K. 
Quarterly Reports on Form 10-Q end 
Current Reports on Form 8-K under the 
Act. is disproportionate to any benefit to 
the holders of the Certificates. 

(5) Deposits io the Association, 
including the Certificates, arc insured by 
(he Federal Savings and Loan Insurance 
Corporation up to $100,000 for each 
depositor. 

(6) The application states that The 
Exchange has agreed not to interpose 
any objections to the filing of this 
application. 

(7) The Association’s application 
states that the Association agrees to 
furnish to holders of Certificates, upon 
written request, the most recent monthly 
and quarterly regulatory reports filed by 
the Association with the Board. For 
copies of such reports. Certificate 


holders should contact Mr. Ronald D. 
Murff, Bright Banc Savings Association. 
14311 Welch Road, Dallas. Texas 75234. 
Payment of the Certificates in excess of 
the amounts insured by the Federal 
Savings and Loan Corporation has not 
been guaranteed. The Prospectus for the 
offering of Certificates expressly stated 
that application would be made to list 
the Certificates on the Exchange, but no 
assurance was given that an active 
trading market would develop. The 
Association made no representations 
regarding the continued listing of the 
Certificates on the Exchange. 

Any Interested person may, on or 
before March 15,1985. submit by letter 
to the Corporate and Securities Division, 
Office of General Counsel. Federal 
Home Loan Bank Board, 1700 G Street. 
NWm Washington. D.C.. 20552, facts 
bearing upon whether the application 
has been made In accordance with the 
rules of the Exchange and what terms, if 
any, should be imposed by the Board for 
the protection of investors. *rhe Board, 
based on the information submitted to it 
will issue an order granting the 
application after the date mentioned 
above, unless the Board determines to 
order a hearing on the matter. 

By the Federal Home Loan Bank Board 
|.J. rina. 

Secretary. 

(FR Doc 65-1227 Filed 2-20-65: 8:45 am) 
BIUJMO cooe STSO-OI-M 


FEDERAL MARITIME COMMISSION 
Agreament(8) Filed 

The Federal Maritime Commission 
hereby gives notice of the filing of the 
following agreemenl(s) pursuant to 
section 5 of the Shipping Act of 1S|^. 

Interested parties may inspect and 
obtain a copy of each agreement at the 
Washington. D.C Office of the Federal 
Maritime Commission, 1100 L Street 
NW., Room 10325. Interested parties 
may submit comments on each 
agreement to the Secretary, Federal 
Maritime Commission. Washington. D.C. 
20573, within 15 days after the date of 
the Federal Register in which this notice 
appears. The requirements for 
comments are found in { 572.803 of Title 
46 of the Code of Federal Regulations. 
Interested persons should consult this 
section before communicating with the 
Commission regarding a pending 
agreement. 

Agreement No.: 202-002744-055. 

Title: Atlantic and Gulf/West Coast of 
South America Conference. 

Parties: 

Compania Chilena De Navigadon 
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Interoceania, 8.A. 

Companla Peruana De Vaporei 

Compania Sud Americana De 
Vaporea, S.A. 

Lineai Navieraa Bolivianas, S.A.M. 

Lykea Broa. Steamahip Co, Inc. 

Synopaia: The propoaed amendment 
would modify the A^ement No. 202- 
007890 (West Coast of South America 
Northbound Conference) into 
Agreement No. 202-002744-055, adding 
intermodal authority northbound to the 
scope of Agreement No. 202-002744-0S5. 
The parties advise that they intend to 
cancel Agreement No. 202-007890 upon 
the effectiveness of Agreement No. 202- 
002744-055. It would also substitute 
pormanent provisions for previously 
submitted interim mandatory provisions 
and would restate the agreement in 
accordance with the Commission's 
format organization and content 
rf^quirementa. 

By Order of the Federal Marituue 
Commisaioa« 

Dated: February 15,1985. 

Bnioe A. Dooibrowiki. 

Assistant Secpetary. 

|FR Doc. 85-4281 PUcd 2-20-85; 845 eml 
aauNO cone sTis-^ovei 


Petition for an Amooded Statement of 
Policy Concerning the Statue of 
Shlppera* Associations; Order Denying 
Petition 

The American Institute for Shippers* 
Assodationa, Inc. (AISA) has fll^ a 
^PetitioD for an Ai^nded Statement of 
PoUcy Concerning Status of Shippers* 
Associations Under the Shipping Act of 
1964,** (Petition) • requesting an 
a.^cndment to the Commission's May 
23,1984 Notice (May Notice) addressing 
the status of shippers* associations 
ander the Shipping Act of 1964 (1964 Act 
or Act) (46 U.S.C app. 1701 et seg.),* It 


'Shortly bdbrt dot*of busiooM on tk* d«y prior 
tk* Commiidott'i coofidmUoD of ih* 

AISA fU*4 1 VMton to Soppiotoonl the 
B ertim of the oolUncly natore of th* reqacot tod 
becMit oo other portk* bod on opportunity to 
retpood to th* Mobon, <h* Motion it denied. 

'The May NolSoe. pabTithed in the Fcdarai 
Kefittar at 48 FR 21798, advited that thippert' 
utociatkMis wet* not tubbed to direct oogolns 
•Ifinaaliot resdaUoo by the ComenUaion and that 
•^cerdingly. the Coounittum did not intend lo iatoe 
•ny rdat sovrmfng the fomurDon or operation of 
tach osMciaUofia at that tUna. The May Notice 
fwihar mdicatad that the lefal latuea which nmy 
trite from lha formation of thippen' aatodaliona 
tr» mattaea senerally (aUins within th* iuriadiction 
of other federal asenciet. Coenmiaaion 
concludad. oanrebeitat, that, lo Um extent eodi 
tttocUiion become Inirohrad in octhritiea whkh 
»ay be tubiact to the Shipph^ Act of 19S1 Um 
(^<>nMaieaion woaid addrM thoee ittuot on an od 
hx hatk. 


requests a determination from the 
Commission that membership and 
participation in such associations is 
limited to the **owner8 or beneficial 
owners" of the goods shipped through 
the association. 

Notice of filing of the Petition was 
published in the Federal Register and 
interested persons were invited to 
submit their views. Comments in 
support of the Petition were submitted 
by: (1) Wine and Spirits Shippers' 
Association, Inc; (2) Chemical 
Manufactures Asi^atian (CMA); (3) 
Trans-Padfic Freight Conference of 
lapan/Korea: )apan/Korea-AUantic & 
Gulf Freight C^erence: Trans Padfic 
Frei^t Conference (Hong Kong): New 
York Freight Bureau: and Philippines 
North America Conference (Trans- 
Padfic Conferences); (4) Coundl of 
European & Japanese National 
Shipoivners* Aasodations (CENSA): (5) 
Par East Conferener, Pacific/lndoncsian 
Conference; Padfic-Straits Conference; 
and Padfic Westbound Conferenco (Far 
East Conferences); (6) Phillips Petroleum 
Company; (7) U.S. Atlantic & Gulf/ 
Austrsiia-New Zealand Conference; The 
**8900" Lines; Marseilles/North Atlantic 
U.S.A. Freight Conference: Italy, South 
France, South Spain, Portugal/U.S, Gulf 
and the Island of Puerto Rico (Med-Gulf) 
Conference; Mediterranean-North 
Padfic Coast Freight Conference: 
Grecce/U.S. Atlantic Rate Agreement; 
The West Coast of Italy. Sicilian and 
Adriatic Ports/North Atlantic Range 
Conference: and United States Atlantic 
Ports/Italy, France and Spain Freight 
Conference (North Atlantic 
Conferences); and (6) North Atlantic 
United Kingdom Freight Conference; 
North Atlantic French Atlantic Freight 
Conference: North Atlantic Continental 
Freight Conference; North Atlantic 
Baltic Freight Conference: Scandinavia 
Baltic/U.S. North Atlantic Westbound 
Frei^t Conference; Continental North 
Atlantic Westbound Freight Conference; 
North Atlantic Westbound Freight 
Assodalion; United Kingdom & U.S.A. 
Gulf Westbound Rate A^ement; 
Continental-U.S. Gulf Freigl'.t 
Association; Gulf-United Kingdom 
Conferener. Golf-European Freight 
Assodation: North Europe-U.S. South 
Atlantic Rate Agreement; and U.S. South 
Atlantic-Europe Rate Agreement (North 
European Conferences).^ 

Comments in opposition to the 
Petition were sulmitted by; (1) 
Transportation Brokers Conference of 
America. Inc. (TBCA) Shippers' 


•Allhnush upt wet i ps AI8A*« beeic poeitloo. the 
hkidh Ademic Coderncet and the Noflh SuropMua 
Confarewoea weutd haw lha Comailtfion Inthtute a 
nUcmakJna proceeding ki this matter. 


Assodation (TBCA/SA); (2) Tobacco 
Assodation of the United States: (3) 
VEXTRAC (Virginia Export Trading 
Company) Ltd; (4) International 
Assodation of NVCXXs (lANVCXXJ); 

(5) National Customs Brokers and 
Forwarders Association of America. Inc. 
(NCBFAA); and (6) Greene Companies 
International, Inc. (Greene). 

Positions of the Parties * 

A. In Support 

AISA argues that those entities 
entitled to participate in shippers' 
associations under the 1984 Act should 
be identical to those permitted to 
partidpate in domestic shippers* 
assodations under the Interstate 
Commerce Act (ICA), thereby 
precluding from membership anyone but 
the owner or benefidal owner of the 
goods shipped. AISA believes Congress 
intended such a result since it used 
substantially the same definition in 
section 3(24] of the Act as it used in the 
freight forwarder provisions of the ICA, 
which also contain a reference to 
shippers' associations.* AISA finds 
addtional support for its view of 
Congress' intent from the Conference 
Report which accompanied the Shipping 
Act of 1984. There. Congress stated that 
the new definition of shippers* 
association: 

. . . Wss inchtded for the sole purpose d 
identiiying this shippers’ group. A shippers* 
stsociation would continue to be subiect to 
laws other than the Shipping Act of 1904. 

Hit Rep. No. 000.96th Cong.. 2d Sess. 
27-28 (1964). AISA argues that the other 
laws referred lo by Congress are the 
domestic surface transportation laws. 
AISA then alleges that case law 
interpreting the shippers' association 
provision in the ICA indicates that 
middlemen such as non-vcssel-operating 
common carriers (NVOs), freight 
forwarders, and brokers, are not entitled 
to form or partidpate in shippers* 
assodations. AISA further contends that 
application of this Interstate Commerce 
Commisaion (ICC) precedent would not 
conflict with the language or intent of 
the 1964 Act 


♦Ce mm et nt whkh «e repeittfve or cunniteUre 
have ool been Ideotffltd and dt ic oaaa d for each 
co mm utins party. 

•40 10562 rcoda te pertifMot pvt 

Tba lolaraUla Coauaaroa CoaiBiaiiOB doaa not 
haw jitfiadIctkMi umSv thia wbehapter ffreighl 
forwarder aanrioe| owf— 


|9) Tba aareioa of a aldppw a grcMp of ahippere 

la conadidattas or dlitiil^tlas freight oa a 
Donprofit baaia. for lha akipper or owmben of the 
group lo aecuie cvload, trocldoadL m oibv volume 
ratea. 
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AiSA also contends that the ICX 
prohibition on middleman participation 
in shippers* associations is supported by 
the express statutory distinctions in the 
1984 Act between shippers* associations 
and other middleman organizations and 
that predecessor bills to the 1984 Act 
clarify Congress' Intent to exclude non- 
bencficial owners from shippers* 
associations. Lastly, AISA claims that a 
Federal Maritime Commission (FMC) 
position similar to that of the ICC is 
necessary to ensure uniformity of 
regulation: otherwise, FMC shippers' 
associations comprised of non- 
beneficial owners would be limited to 
negotiating only with ocean common 
carriers and accepting whatever inland 
intermodal arrangements they hove 
negotiated. 

The Wine and Spirits Shippers* 
Association notes that ocean freight 
forwarders receive compensation on 
ocean freight and therefore argues that 
their participation in shippers* 
associations could raise questions of 
illegal rebating. It also points out that 
NVOs presently enjoy benefits similar 
to those accorded shippers* associations 
in relationship to vessel operators and 
that they thus have no need to function 
within a shippers* association. Allowing 
them to do so, the Association contends, 
would add an additional intermediary 
between the vessel owner and the 
benericial owner of the cargo, with a 
concomitant cost increase to the general 
public. 

CMA argues that NVOs. brokers and 
freight forwarders cannot form shipper's 
associations because they hold 
themselves out to the public to arrange 
transportation for the beneficial owners 
of cargo for a profit: but the derinition of 
shipper's association requires 
consolidation or distribution of freight 
on a nonprofit basis. CMA also 
contends that permitting intermediaries 
to join shippers associations would 
dilute the ability of shippers to band 
together and negotiate rates. 

The Trans-Pacific Conferences argue 
that because NVOs are "carriers" in 
relation to the underlying shippers, 
allowing them to join shippers* 
associations would be antithetical to the 
Act These conferences also contend 
that inclusion of NVOs in a shipper's 
association could effectively incorporate 
an entire trade (n the association, 
something which would be contrary to 
the concept of a definitive group of 
shippers organized for the purpose of 
entering into negotiations w’ith carriers. 
Finally, it is argued that the inclusion of 
NVOs in shippers* associations could 
place carriers in violation of the Act 
unless any contracts between NVO 


comprised shippers* associations and 
carriers are filed and become effective 
under the Act 

The North Atlantic Conferences take 
the position that participation by N^Os 
and other intermediaries in shipper's 
associations could present serious 
regulator>* problems. They note section 
10(b)(13)*s requirement that common 
carriers must negotiate writh shippers' 
associations (46 U.S.C. app. 1709(b)(13)) 
and are concerned that f^Os operating 
outside a shipper's association might be 
forced to negotiate with competing 
NVOs who have joined an association. 
These conferences also suggest that by 
managing or participating in a shippers* 
association, NVOs could avoid tariff 
filing requirements, prohibiting against 
offering service contracts, rebating 
provisions, and other prohibited acts. 
Underlying shippers allegedly would be 
given no notice of the nature of the 
responsibilities of an NVO and a 
shippers* association to each other. 

Finally, The North Atlantic 
Conferences assert that while the 
statutory definition of shippers* 
association refers to the consolidation 
or distribution of freight **for the 
members of the association," an 
association's consolidation of cargo 
brought to it by an NVO or other 
middleman would not be the 
consolidation of a member's cargo, but 
rather the consolidation of the cargo of a 
non-member, i.e., the underlying shipper. 

B, In Opposition 

TBCA/SA argues that the definition of 
"shipper" * contained in the 1984 Act is 
clear and that no interpretation or 
clariflcation of the term is necessary. It 
concludes that, if a broker is a "person 
for whose account the ocean 
transportation of cargo is provided,*^ it is 
a shipper and perforce can form or join 
a shippers* association. In this regard. 
TBCA/SA questions whether the 
Commission has the power to adopt the 
language proposed by AISA. since in 
doing so it would be, in essence, 
rewritting the statutory definition of 
"shipper," something which is solely the 
prerogative of Congress. 

TBCA/SA points out that the 
legislative history and language of the 
Act are devoid of any connection 
between FMC and ICC Shippers* 
associations. It contends that the 
reference in the Conference Report to a 
shippers* association continuing to be 
subject to laws other than the Shipping 


* section 3(23J tUlet: 

“ihlppef^ m««n» an owner or pereon for wboee 
Mxooni the ocean tranaporlatloo of carso la 
provided or the peraon to whom deliveiy ta to be 
made. 


Act of 1984 refers to the antitrust laws 
and not the domestic transportation 
laws. It further advises, that under ICC 
law. brokers can qualify as shippers 
under certain circumstances. 

TBCA/SA also claims that most 
shipper groups which were formed in 
the past were organized around 
geographical locations or particular 
industries, but that the formation of 
maritime shippers' associations along 
similar lines will be more difTicult. 
These perceived difficulties will be 
allegedly lessened by permitting brokers 
to form shippers' associations which 
will permit smaller shippers to benefit 
from the savings inherent in volume 
rates. This allegedly could further 
increase the volume of United States 
Exports. 

*rBCA/SA rebuts the contention that, 
if brokers are permitted to form 
shippers* assodations, the benefits will 
flow only to the brokers and not to their 
underlying shippers. It argues that if 
brokers do not share the benefits, 
shippers will not choose to use them and 
the marketplace will thus regulate the 
situation, 

V'EXTRAC argues that the 
interpretation advocated by AISA is 
contrary fb one of the major purposes of 
the Act—^to allow the public to tenefit 
from the evolution and development of 
the maritime transportation industry. It 
contends that grant of the Petition would 
hinder innovative arrangements among 
shippers and the various organizations 
which can assist them. If further argues 
that shippers' associations organlz^ by 
middlemen will flourish only if they 
meet shippers* needs. 

lANVOCC points out that even though 
the term "shipper** was not defined 
under the 1916 Act, It was interpreted to 
mean the owner of the goods or the 
person for whose account the carriage of 
goods Is undertaken. It also refers to 
precedent stating that carriers may not 
discriminate between shippers on the 
basis that one is and the other is not the 
real or beneficial owner of the cargo. It 
also notes that section 3(17) of the 1964 
Act clearly provides that an NVO Is a 
shipper 175 a vis a vessel operating 
common carrier.^ 

lANVOCC believes that ocean 
common carriers are using the instant 
Petition as a vehicle to eliminate or 
curtail NVO competition for less-than- 
containerload (LCL) freight. It contends, 
however, that many shippers are too 


*Set.tkm 9(17) vUtew '*iiaf»-««f»e)«opcraUng 

cooufioQ carrbrr'* maana ■ common carrier tluit dor^ 
not operate the veaiela by which the ocean 
traoaportaUoQ it provided and ia a shipper in Ur 
reliiUonahJp wtth an ocean comunon carrier. 
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iroall to consolidate a significant 
foiount of cargo, so that they can 
negotiate meaningfully with carriers, but 
dist 3 or 4 NVOs may be able to. all to 
the utliroate benefit of the LCL shipper. 

Greene notes that the Interstate 
Commerce Act and Shipping Act 
references to shipper's associations 
oaur in different contexts and that the 
ICA reference occurs as an exemption 
(rom its freight forwarder regulation. 
Greene claims that the ICC restricted 
this shippers* association exemption to 
only the beneficial owners of cargo 
because otherwise it might have been 
used by forwarders to avoid freight 
forwarder regulation. It contends that, 
on the other hand, shippers* associations 
axe recognized in the 1984 Act to allow 
dieir members to take advantage of 
volume rates and service contracts and 
to impose the requirement that carriers 
negotiate meaningfully with them. 

GreetiP points out that both Senate 
bill predecessors to the 1984 Act 
explicitly debarred NVOs and freight 
forwarders from memberhsip in 
shippers* councils, but that the 
“Bhippers* association** provision 
ultimately adopted is not similarly 
restricted. It contends that the deletion 
of the restriction aganist NVOs and 
freight forwarders clearly indicates that 
Congress did not intend that such 
limitatioQi be imposed. 

Greene also advises that NVOs and 
other consolidators have been operating 
in the U.S. foreign trades for the past 20 
years and that they have extensive 
experience in intermodal movements to 
offer to the shipping public. It therefore 
believes that a basic obiective of the 
19B4 Act —the fostering of competition in 
the shipping Indus try'—would be 
enhanced by permitting NVOs and 
others to join shippers' associations. 

Discussion 

The AISA petition requests the 
CommisskHI to interpret the word 
"shipper^ for purposes of the term 
"shipperi* association** to mean only the 
owner or beneficial owner of the goods 
•hipped. For the reasons stated below, 
the Commfsaion is denying the Petition. 

First and foremost, the applicable 
•tatutory provisions do not permit the 
interpretation urged by AISA. Section 
3(24) definea ''shippers* association" as 
group of shippers that consolidates or 
distributes freight on a nonprofit basis 
for the members of the group in order to 
•ecure carload, truckload, or other 
volumt rates or service contracts." 
Section 3(23) defines ‘'shipper** as not 
wly the "owner" of cago but also the 
‘person for whose account the ocean 
transportation of cargo is provided or 
person to whom delivery is made." 


The statute clearly recognizes, therefore, 
that someone other than the owner of 
the cargo can be considered a shipper 
for purposes of the 1984 Act To the 
extent, therefore, that there are entities 
which are not beneficial owners of cargo 
but instead are "persons for whose 
account the ocean transportation of 
cargo is provided", they qualify as 
"shippers" under the" Act •And as* 
shippers, they would further qualify as 
participants in shippers* associations 
unless some restriction appeared 
elsewhere in the Act. None does; • so 
that as a straighforw&rd exercise in 
statutory interpretation. Petitioner’s 
request is not supported. 

Under the circumstances, there would 
appear to be no reason to resort to the 
legislative history of the Act to seek 
further clarincation. However, even if 
one were to consult that history, it lends 
no support to AISA*s restrictive 
interpretation of the w*ord "shJpper".** 
Indeed, the limited legislative history on 
shipper's associations appears to 
indicate the contrary. The concept of 
some sort of shippers* group acting as a 
countervailing balance to the power of 
conferences was an early part of various 
bills introduced to reform the Shipping 
Act. 1916 (46 U.S.C. app. 8D1. et seq.). 
However, the use of the term "shippers* 
association" was a late development 
which only occurred as the result of 
meetings between the House and Senate 
conferees on S. 47. In discussing this 


Mn sddillaa Mellon 3^17) tUlirt (hat an NVO It 
ihIpfMM in (Is rtUtUmthIp wUh on ocean cnmmnn 
carrtar. ’ 

•Tha fact (ha» foma enUtlat MKkh olharwtM 
BTMt (ha dafioitlon of *'thipper'* may raallM aomo 
financial banafll in thf cooim of their operations 
would not appear to dia<(OiiIify them from 
membership in shippers’ asaodabofM. The nonprofll 
aspect of the thippars' assoclaiion definition applies 
to the association itself. Ii does not by its terms 
extend to the Indtvidua! members of the sasodation. 
Indeed, li It did. all shippers would elfectixely be 
precluded from partiapabnp in such an sssodatlon. 

**ti la an rttabllilied principle of statutory 
contructlon that ’"the startinii point foe tnterpretins a 
iiahite la the lansuaft of tht statute Itse lf.** 
ConMm^ PrvdtKt Safety Commission r. CHS 
S>/wi/rfn. Inc^ 447 U 8 fOl lOS (1M0) Sm o/so. 

mum e, Sttmstm. -and UA-. 79 L Ed 2d HOI, 

QdO 110641, where the Court noted ”tw^ere . • . 
reaoletion of a iioesUon of rsderal law turns on s 
statute opd the intention of Congrttss. we look first 
to the ftatotory lansuaffe and then to the leffsiative 
history if the statutory lattfuage is undear.*’ 

** If Congress Inlimded to limit the fll^nnb«rship of 
shippers’ sssodstions along the lines suggested by 
AISA. there is no such indication in any d the 
legIsUttve history referred to by the parties or 
otherwise re>ie«^ by the Commissioft In matters 
of ststulory interpretstions. we can only be guided 
b) (he statute and the expressions of Congressional 
inleoL as reflected in the oommittee reports, floor 
■Utrments. tic., msda during the legislabve process 
leading to the passage of the statute. Post-passage 
remarks of thoM involved in the iegUlativa procesa 
can be given little or no uvelght. Biiad Miticai 
Action Committee v. fhderaJ Election Commisskm, 
456 U8. 577,562 n 9 (1062). 


provigion, the Conference Report statci 
that: 

. . , The conferees agree to the addition of 
a new definition (24), **ihippers* afsociatloo*' 
.... The definition was included for the sole 
purpose of identifying this shippers’ group, A 
shippers* association would continue to be 
subfect to laws other than the Skipping Act of 
1984, // a group meets the definitioru it can 
negotiate rates on behalf of its members. 
S^ion 10(b)(13) prohibiu any comnion 
carrier from refusing to negotiate with such 
an association. 

H.R. Rep. No. 660,96th Cong.. 2d Seas. 
27-28, (184) (emphasis supplied). This 
discussion clearly indicates, therefore, 
that to long as a shippers' group meets 
the statutory definition. It can opeiate as 
a shippers* association. The Coherence 
Report suggests no other restrictions on 
membership. 

This conclusion is further supported 
by other aspects of the relevant 
legislative history. The Senate version of 
the Shipping Act which went to 
conference contained an entity called a 
"shippers* council.** It was defined as 
"an association of shippers of their 
agents, other than ocean freight 
forwarders and non-vessel^perating 
common carriers** (S. 47. section 3(25)) 
(emphasis supplied). The Senate bill 
also recognized |oint ventures of small 
shippers, which were specifically limited 
to shippers who ship no more than 35,40 
foot containers a month (S. 47. section 
8(a)(9)(B)). The final compromise, which 
resulted in the addition of "shippers' 
associations" in lieu of "shippers' 
councils" and "shipper joint ventures," 
omitted these earlier restrictions. The 
failure to expressly restrict in any way 
the membership in shippers* 
associations (other than in the 
definition), where it had done so with 
predecessor shipper organizations, 
further suggests that Confess had no 
intention m limiting meml^rship in such 
associations beyond the requirements 
set forth in its definition. 

Although Congress used a defmitlon 
of shippers* association which is similar 
to the description of shipper groups 
which are exempt from ICC freight 
forwarder regulation, there is nothing in 
the statute or its legislative hisloty 
which indicates that Congress in any 
way intended that the ICCs treatment 
of domestic shipper groups pursuant to 
this provision should be controlling on 
the mC*8 treatment of shippers* 
associations in intemational ocean 
transportation. In this regard, we agree 
with *rBCA/SA that the language in the 
Conference Report concerning shippers* 
associations being subject to Taws other 
than the 1984 Act (RR. Rep. No. 600, 
supra at 27-28) is a reference to the 
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aotitfust laws and not the domestic 
surface transportation laws. The 
language tn question appears to have 
been intended to distinguish the 
conferee's treatment of shippers' 
associations from the Senate-passed bill 
which had permitted foinl ventures of 
small shippers and had accorded them 
an exemption from the antitrust laws fS, 
47. section 8(a)(9)). {See Hit. Rep. No, 
6(XX 3upfa at 38). 

Moreover, the 1984 Act and ICA uses 
of the term "shippers' association" occur 
in cBIferenl contexts and are clearly 
intended to serve dilTerenl purposes. 

The FMC shippers* association provision 
identifies those groups of shippers 
which can enter info service cocitracts 
on behalf of their members, and with 
which common carriera must negotiate. 
The ICC shippers* association provision 
appears as an exemption to its freight 
forwarder regulation, so that what might 
otherwise appear to function tn the 
same manner as an ICC freight 
forwarder would not be sobiect to the 
same regulatory reouireroents, ** 

Finally, limiting the defuiition of 
"shipper" in the manner suggested by 
AISA does not appear consistent with 
the overall obfectives of the shippers' 
assodation provisions in the 1964 Act. 
These providont were intended to allow 
small dippers to take better adv^antage 
of the 1964 Act by permitting them to 
aggregate their cargoes to obtain volume 
rates and service contracts. It should not 
matter whether small shippers are able 


''In amj mitt. IOC cm dentn^ wUli 
docDMiic sSippen' mMOCkMwm doM mat appamt W 
b« titol on pomi for urtemalionol ilUeim' 
■Mociitioitft. The pnocapni cam ckad bf ^itUimor. 
Suntthina Stota Shippan S AsJtoctoiioti 

350 1.CC m ttSTH doM not oddmt dint mm 
liMt fotMsd herr. Wbik iIm ICC did aote tSoro durt 
•tMiciiiUoiM of tiapptf Imvo “ae dirod Unefteul 
Inlerotl m \ha ptupatxy they luAdW lot dwir 
fnambpTt** tnd for duit reaaon art locnpoMr o( 
(}M)ify1n|r for OMiBbcnliip m • ■tupperf* 
aMoooUon. SMAMMyiMk ISO LCX: •« SMl dint 
determiniitiao wat baaed oa ataialory lafoofr 
whndi doer oot conuin at rvpanjtva a dr!imtian of 

**aKtpper'* a« dooa dM ISM Act 
7W» opfMofi to be ao o Mt k f iq g aaod for 
harmony benr arn FhfC and IOC trMitm«u of 
ahipperi* aaoocUtkxia. for tbry anr ooi iMoeaaardy 
In confllcl. To the axtool a dooMahe aliipprri* 

asaociatioci la compoacd of other dMBi the (mticr or 
brnar»cial CMrmr of csfyoi H oroidd bo oobfacl to 
ICC frrtsbl t o m ar dor royaloiioo if K atUanpled lo 
t«cor» irofaifiw raloa from ICC rtyidalad camera. On 
(Hr other hnmL 1/ penuioa other than ovroera or 
benefidaf ownora qoalifiod at aninbcra of 
intrrnadoaat ihlppm* aaaodaUona aadcr (hr MM 
Act they coM oefotialo v'oluam raloa or aervioo 
ooolracta niih enmamn caifiofa m knluwmUotud 
commerce and %rotild not have to deal directly with 
ICC reyolated oanlera. Only to fhr oalent lhay did 
noald dary alaa ba a«b|oc( lo ICC nsfakrtkoa and 
haea lo ooaiply (haiewkih. Thta (a noi an lomaaal 
•iluatioo. There are often laatauoea wbarr camera 
or other peraout may be aubfacl to FMC iuriidkttaii 
for one purpose bid iub(ecno ICC tuHadirtion for 
another. 


to gain these advantages by Indivichifitly 
consolidation their cargoes or by using 
others who aggregate cargoes of other 
shippers. The expansion of membership 
in dippers' associations to other than 
the owners of cargoes should enable 
small shippers to compete more 
effectively. This may in fact be the only 
option available to many of them. 

*rhe Commission recognizes that 
administrative agencies have a certain 
amount of discretion in interpreting the 
statutes under which they operate. In 
fact section 17(a) of the Act gives the 
Commission the express authority to 
"prescribe roles and regulations as 
necessary lo carry out this Act." (46 
U.S.C app. 1716(a)). Here, however, the 
interpretation whiiih AiSA would have 
the Commission adopt is neither 
supported by the language of the statute 
nor its legislative history. AISA is 
therefore asking the Commission to 
redefine the term "shipper", at least at It 
applies to shippers* associations. The 
Commission cannot grant this relief, 
and. as a result, the Commission is 
denying AISA's Petition. 

Therefore, it is ordered, that the 
"Petition for an Amended Statement of 
Policy Concerning the Status of 
Shippers' Associations Under the 
Shipping Act of 1964" submitted by the 
American Institute for Shippres* 
Associations. Inc. is denied; and 

It if further ordered, that the **Motion 
of the American Institute for Shippers* 
Associatioas. Inc., to Supplement its 
Petition" is also denied. 

By the Ownmissioo. 

Bnica A Doenhrowski. 

Asshianl Secretary. 

|FR Ooc. 85^245 Filed 2-20-6$; ^45 aa| 
6IUJNO coot 9710-6141 


Agreeroentfs) Rled 
Correction 

In FR Doc. 8S-4057 beginning on page 
7000 in the issue of Tue^ay. Febnuuy 
19.1965, make the following oocrections: 

1. On page 7001, In the first column, 
immediately following the "Synopsis" of 
"Agreement Noj 202-007690-021", add 
the following Agreement: 

Agreement No.: 202-007860-022. 

Title: West Coast of South America 
Northbound Conference. 

Partiesr 

Lykes Bros. Steamship Co., Inc. 

CCKI (Compania Chilena De 
Navigacion Intcroceonia] 

Chilean Line (Compania Sud 
Americana De Vapores. SA.) 

Unabol (Lineas Navieras Bolivianas 
Sj\.) 


Peruvian State Line (Compania 
Peruana De Vapores) 

S>mop8is: The proposed amendment 
would delete Delta Steamship tines. Inc 
as 0 party lo the agreement The parties 
hove requested a shortened review 
period and a waiver of the format 
requirements of the Commission's 
relations. 

2. On the same page, in the same 
column, "Agreemenl Noj 212-01086- 
004" should read "Agreement No.; 212- 
010286-004." 

■ILUNQ coot 1S0S-91-II 


FEDERAL RESERVE SYSTEM 

GHW Associates, et al.; Formations of; 
Acquisitions by; and Mergers of Bank 
Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.C. 1842) and 
S 228.14 of the Board's Regulation Y (12 
CFR 223.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that arc 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S,C. i 1642(c)). 

Each application is available fur 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors, interested persons may 
express their views In writing to the 
Reserve Dank or to the offices of the 
Board of Governors. Any coroinent on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not sufTice ia 
lieu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received not later than March 
12.1985. 

A. Federal Reserv'e Bank of New York 
(A. Marshall Puckett. Vice President) 33 
Liberty Street. New York. New York 
10CM5: 

1. CH\V Associates, Hackensack. 

New fersey; to become a bank holding 
company by acquiring 100 percent of the 
voting shares of First Inler-Coonty Bank 
of New York, New York. New York. 

B. Federal Reserve Bank of SI. Louis 
(Delmer P. Weisz, Vice President) 411 
Locust Street. St, Louis. Missouri 63106: 

1. City Bancorp, Inc, Murphysboro. 
Illinois; to merge with Gorham Bancorp. 
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Inc., Murphysboro. Illinois, thereby 
indirectly acquiring The City Bunk of 
Carbondale, Carbondule, IlUnuis. 

C Federal Reserve Bank of Kansas 
City (Thomas M. Hoenig, Vice President) 
925 Grand Avenue. Kansas City, 

Missouri 84198: 

1 Lowry Facilities Jnc,,QX\Ti\oTu 
Oklahoma; to acquire 1.0 percent of the 
voting shares of Oklahoma 
Bancorporatlon, Inc., Clinton, 

Oklahoma, thereby increasing its 
proportionate voting control over 
company to 32.8 percent Oklahoma 
corporation* Inc. is the parent of 
Oklahoma Bank and Trust Company. 
Clinton, Oklahoma. 

Board of Governors of the Federal Reserv e 
System, February 14.1985. 
lames McAfee, 

Associaie Secretary of the Board, 

|FR Doc. 05^190 Filed 2-20-85; 6:45 am| 
PLUNQ cooe S210-0Y-II 


NSaT Banksharea, Inc.* at at; 
Acquisitlona of Companies Engaged in 
Permitaibla Nonbanking activitiea 

The organisations listed in this notice 
have applied under { 225.23(a)(2) or (f) 
of the Board*s Regulation Y (12 CFR 
225.23(a)(2) or (f)) for the Board's 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C 
1843(c)(8)) and } 225.21(a) of Regulation 
Y (12 CFR 225.21(a)) to acquire or 
control voting securities or assets of a 
company engaged in a nonbanking 
activity that is listed in ( 225.25 of 
Regulation Y as closely related to 
banking and permissible for bunk 
holding companies. Unless otherwise 
noted* such activities will be conducted 
throu^oul the United States. 

application Is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing. It will also be available for 
inspection at the offices of the Board of 
Covemors. Interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can "reasonably be expected 
to produce benefits to the public, such 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweigh possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices." Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffioe In lieu of s hearing, 
identifying specifically any questions of 
*6cl that are in dispute, summarizing the 


evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received at the Reserve Bunk 
indicated for the application or the 
offices of the Board of Governors not 
later than March 12.1985. 

A. Fodoral Reserv e Bank of Richmond 
(Lloyd W. Bostian, )r.. Vice President) 
701 East Byrd Street, Richmond, Virginia 
23281: 

1. NS&T Bankshares, Incorporated. 
Washington. D.C: to acquire Franklin 
Mortgate Corporation, Fairfax, Virginia, 
thereby engaging in making, acquiring, 
and servicing loans or other extensions 
of credit (Induding issuing letters of 
credit and accepting drafts) for the 
company's account or for the account of 
others, such as would be made by a 
mortgage company. 

B. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer, Vice President) 230 
South LaSalle Street. Chicago, Illinois 
80690: 

1. ComericQ Incorporated, Detroit 
Michigan: to and thereby to expand the 
scope of the activities of Comerica— 
Midwest National Association. Toledo. 
Ohio, to offer the full range of non¬ 
commercial loan services as defined in 
1225.25(b)(1). 

A. Federal Reserves Bank of 
Minneapolis (Bruce ]. Medblom, Vice 
President) 250 Marquette Avenue. 
Minneapolis. Minnesota 55460: 

1. Phillips Insurance Agency, Ina, 
New'port. Minnesota: to retain general 
insurance agency assets previously 
acquired from Ronald P. Raleigh 
Insuance Agency, Tripoit Wisconsin 
under t 225.25(b)(8](ii) of Regulation Y, 
These activities would be conducted in 
the Prentice. Wisconsin trade area. 

Board of Covoraort of the Fedi^al Reserve 
System, February 14.1985. 
lame* McAfee, 

Associate Secretary of the Board. 

|FR Doc. 65-4191 Filed 2^20-85; 845 am] 
aiUJNO coot S210-0I4I 


GENERAL SERVICES 
ADMINISTRATION 

fanuary 25.1985 

GSA Regional Bulletin FPMR 3-€-147. 
Supply and Procurement 

To: Heads of Federal agencies located in 
GSA Region 3 (Mainland. Delaware, 
Virginia. W>st Virginia* and 
Pennsylvania) 

Subject: Convenrion of the GSA 
Region 3 Self-Service Stores into a 


Customer Supply Center in Lima, 
Pennsylvania 

1. Purpose. This bulletin announces 
the conversion of the GSA Region 3 Self- 
Service Stores into a Customer Supply 
Center in Lima. Pennsylvania. 

2. Expiration date. This bulletin 
expires on April 30,1985. 

3. Background. 

a. The General Services 
Administration Is committed to 
providing effective and economicai 
supply support to government agencies. 
To provide this kind of support under 
the current budgetary limitations. It is 
essential that GSA make sure that the 
maximum benefit is obtained from every 
dollar spent for supply support. 
Accordingly, supply support functions 
that are cost effective should be 
continued or expanded, as appropriate, 
and those that are not cost effective 
should be discontinued. An assessment 
of supply support functions indicates 
that the GSA Self-Service Stores In 
Region 3 are not cost effective and 
should be converted into a Customer 
Supply Center, The stores are planned 
for conversion during the early part of 
calendar year 1985. 

b. All customers located in Virginia 
and West Virginia wall be served by the 
Customer Supply Center in Norfolk, 
Virginia. To make arrangements to use 
the Norfolk Customer Supply Center, all 
FFS 627-8000 or (804) 441-8000. 

c. All customers located in Maryland, 
Delaware and Pennsylvania will be 
served by the Customer Supply Conter 
In Lima. Pennsylvania. To make 
arrangements to use the Lima Customer 
Supply Center, call FTS 598-6000 or 
(215) 598-6000. 

d. Other sources of supply include 
requisitioning through the GSA stock 
programs, obtaining items through the 
GSA stock program, obtaining items 
through Federal Supply Schedules, or 
using the next closest Customer Supply 
Center, The regulations on priorities for 
use of supply services are contained in 
FPMR 101-2ai07. 

4. Locations of the GSA Self-Service 
Stores Being converted into a Customer 
Supply Center in Lima, Pennsylvania. 
The locations of the GSA Self-Service 
Stores being converted in Region 3 are 
as follows: 

SelfService Store ^17,31 Hopkins 

Plaza, D-03, Baltimore. Maryland 

21201 

Self-Service Store #28.000 Arch SlreeL 

B-128, Philadelphia. Pennsylvania 

19106 

Self-Service Store #29.1000 Liberty 

Avenue, Basement, Pittsburgh, 

Pennsylvania 15222. 
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Federal agencies In the Pittsburgh 
area were notiHed of the conversion 
process at the Federal Executive Board 
mertirig held on September 211,19B4. 

S< Conversion dates. The dates by 
which the conversion will take effect for 
the locations identified in paragraph 4 
above are as follows: 

Baltimore Self-Service Store—April 30. 
1985. 

Philadelphia Self-Service Store—March 
31.1965. 

Pittsburgh Self-Service Store—fanuary 
31.1985. 

6, Agency Comments. CominenUi 
concerning the effect or impact of the 
conversion of the Self-Service Stores 
identified in paragraph 4 may be 
submitled to the Assistant Regional 
Administrator. Federal Supply and 
Services (3Fk Cenerat Services 
Administration. 9th and Market Streets. 
Philadelphia, Pennsylvania 19107. by 
March 30.1985. 

George P. Coedes 
Re^hnot Adminislraior. 

|FR Doc. 8S>4aoi Filed 2-2D-aS>; 11:45 «m| 
siujNO coot uao-sa-« 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Alcohol, Drug Abuse, and Mental 
Health Adniinistration 

Meeting: Correction 

This notice is to correct a document 
that was published in **Foclefa1 Register** 
Volume #5a Issue 21. Page 4597, 
Document Number 85-2450 on fanuary 
31.1965 as follows: The Basic 
Psychopharmecology* Subcommittee of 
the Ncurusdences Research Review 
Committee will hold its meeting at the 
Linden Hill Hotel 5400 Pooks Hill Road. 
Bethesda. Maryland, instead of the 
Ramada fan. 

Dated: February 14.1985. 

Eatella O. Brown. 

Cdmm/tfeff Afonayemf^nt AstfUtnt AicoM, 
Drug Abuse, and Mental Itratth 
Administration. 

|FR Doc 85-4196 Filed 2-20-85. 8:45 ami 
auXM coot 41S0>10Hi 


March, Meetings 

In accordance with Section lOfaJlZ) of 
the Federal Advisory Committee Act (5 
U.S.C. Appendix 1). announcement is 
mode of the following national advisorj’ 
bodies scheduled to assemble during the 
month of March 1985. 

Board of Scientific Counselors. NfDA 

March 4-6: 9:30 a.m. 

Francis Scott Key Medical Center 


Building C, 4940 Eastern Avenue 
Baltimore. Maryland 21224 
Open—March 4; 9*30-10:00 ajn. 

Closed—Otherwise 
Contact Francis C. Johnson. Addiction 
Research Center. P.O. Box 5180, 
Baltimore. Maryland 21Z44.1301) 955- 
7506. 

Purpose: "^e Board of Scientific 
Counselors provides expert advice to 
the Director. NIDA. on the drug abuse 
intramural research program through 
periodic visits to the laboratories for 
assessment of the research In process 
and evaluation of productivity and 
performance of staff scientists. 

Agenda: From 9:3O-10KI0 am.. March 
4. the meeting will be open for 
administrative announcements and 
program developments. Otherwise, the 
Board will be performing a review of the 
intramural research projects of the 
Addiction Research Center, including an 
evaluation of Individual sdentifk: 
programs, and will not be open to the 
public In accordance with the 
determination by the Administrator. 
Alcohol Drug Abuse, and Mental Health 
Administration, pursuant to the 
provisions of section 552b(c), and 
section 10(dl of Pub. L 92-463 (5. VS.C. 
Appendix I). 

Epidemiologic Research Subcommittee 
of the Epidemiologic and Services 
Research Review Committee 
March 4-6; 9:00 a jn. 

I^oews Summit Hotel 
East 51sl Street at Lexingtoo Avenue 
New York, New York 10022 
March 4: 9:00-10:00 ajn. 

Closed—Otherwise 
Contact: Gloria Yockelson. Parklawn 
Building. Room OClS. 5600 Fishers 
Lane, R^ville. Maryland 20657. (301) 
443-1367 

Purpose: The Committee Is charged 
with the initial review of applications 
for assistance from the National 
Institute of Mental Health for support of 
research and research training activities 
as they relate to mental health 
epidemiology, mental health service 
systems research, and evaluation of 
clinical mental health ser\ices. with 
recommendations to the National 
Advisory Mental Health Council for 
final review. 

Agenda: From 9:00-10.60 a.m.. March 
4. the meeting will be open for 
disciusian of administrative 
announcements and program 
developments. Otherwise, the 
Committee will be performing Initial 
review of grant applications for Fe^ral 
assistance and will not be open to the 
public in accordance with the 
determination by the Administrator. 
Alcohol, Drug Abuse, and Mental Health 


Administration, pursuant to the 
provisions of 5 U.S.C. 552b(c}(61. ^nd 
section 10(d) of Pub. L 92-463 (5 U.S,C. 
Appendix I)- 

Psychopathology and Clinical Biology 
Research Review Committee 
March 4-6; 9:00 ajn. 

Holiday Inn Chevy Chose 
5520 Wisconsin Avenue 
Chevy Chase, Maryland 20615 
Open—March 4:900-10:00 a.m. 

Closed—Otherwise 

Contact Irma Fisher. ParLlawm Building. 
Room 9C24. 5000 Fishers Lane. 
Rockville. Maryland 20857. (301) 443- 
1340 

Purpose: The Committee is charged 
with the initial review of applications 
for assistance from the National 
Institute of Mental Health for support of 
activities in the tields of research and 
research training activities In the areas 
of clinical psychopathology and dinicni 
biology as they relate to mental health, 
with recommendations to the National 
Advisory Mental Health Council for 
final review. 

Agenda: From 9:00-1CHX) a jn.. March 
4. the meeting will be open for 
discussion of adeninstrath^e 
announcements and program 
developments. Otherwise, the 
(Zonunittee will be performing initial 
review of applications for Federal 
assistance and will not be open to the 
public in accordance with the 
determination by the Administrator. 
Alcohol Drug Abuse, and Mental Health 
Administration, pursuant to the 
provisions of 5 U.S.C SS2b(c)(6). and 
section 10(d) of Pub. L 92-463 (5 U.$.C. 
Appendix f). 

Clinical Program Projects/Clinical 
Research Centers Subcommittee' of 
the Treatment Development and 
Assessment Researdi Review 
Committee 
March 7-6; 9:00 a.m. 

Bethesda Marriott 
5151 Pooks Hill Road 
Bethesda. Maryland 20814 
Open—March 7; 9:0(>-10:00 sjil 
C losed—Otherwise 
Contoct: Pamela Mitchell Parklawn 
Building. Room 9C18, 5000 Fishers 
Lana. Rockville. Maryland 20657, 
0011,445-1367 

Purpose: The Committee is charged 
with the Initial review of applications 
for assistance from the National 
institute of Mental Health for support of 
Mental Health Clinical Research 
Cimters, clinical program projects, and 
other large-scale multidisciplinary 
research projects, and makes 
recommendations to the National 
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Advisory Mental Health Coiindl for 
final review. 

Agenda: From 9:00-10:00 a.m., March 
7. the meeting will be open for 
discussion of administrative 
announcements and program 
developments. Otherwise, the 
Committee will be performing initial 
review of grant applications for Federal 
assistanoo and will not be open to the 
public in accordance with the 
determination by the Administrator. 
AlcohoL Drug Abuse, and Menial Health 
Administration, pursuant to the 
provisions of 5 U.S.C. S52b(c)(6), and 
section 10(d) of Pub. L 92-463 (5 U.S.C 
Appendix I). 

Board of Scientific Counselors. NIAAA 
March 25-29; 9:00 a^m. 

National Institutes of Health 
Building 31. Conference Room 2 
9000 Rockville Pike 
Beihesda. Maryland 20205 
0(H:n— March 25; 9.-00-9;30 a.m. 

CloHpd— Otherwise 
Contact Dr. Boris TabakofT, National 
liistitutes of Hoalth. Building 10, Room 
3C103. Bethesda. Maryland 20205. 
(301)496-0990 

Purpose: The Board of Scientific 
Counselors provides expert advice to 
the Director. NIAAA. on the alcohol 
intramural research program through 
periodic visits to the laboratories for 
assessment of the research in progress 
and evaluation of productivity and 
performance of staff scientists. 

Agenda; From 9iX)-9:30 a.ou March 
25. the Board will meet in Building 31. 
Conference Room 2. for approximately 
30 minutes, for a report on recent 
administrative developments. The 
remainder of the session will be devoted 
to a review and evaluation of intramural 
projects and individual staff scientists in 
the Division of Intramural Research, and 
will not be open (u the public in 
accordance with die determination by 
the Administrator. AlcohoL Drug Abuse, 
and Mental Health Administration, 
pursuant to the provisions of section 
SS2b(c)(6). and section lOfd) of Pub. L 
92-463 (5 U.S.a Appendix I). 

Menial Health Small Grant Review 
Committee 

March 27-30; 1:30 p.m. 

The Georgetown Hotel 
2121 P Street. NW. 

Washington. D.C. 20037 
Dpen— March 26; 1:30-2:30 p.m. 

^^losed— Otherwise 
Contact; Virginia Haiicr, Parklawm 
BuUdlng. Room 9-95. 5600 Fisliers 
Lane, Rockville. Maryland 20657. (301) 
443-4843 

Purpose* The Committee is charged 
with the initial review of applications 


for research in all disciplines pertaining 
to alcohol, drug abuse, and mental 
health for support of research in the 
areas of psy^ology. psychiatry, and the 
behavioral and bi^ogical sciences, with 
recommendations to the National 
Advisory Mental Health Council the 
National Advisory Council on Alcohol 
Abuse and Alcoholism, and the National 
Advisory Council on Drug Abuse. 

Agenda: From l.*30-2:30 p.m.. March 
28. the meeting will be open for 
discussion of administrative 
announcements and program 
developments. Otherwise, the 
Committee will be performing initial 
review of applications for Federal 
assistance and will not be open to the 
public in accordance with the 
determination by the Administrator. 
AlcohoL Drug Abuse, and Mental Health 
Administration, pursuant to the 
provisions of 5 U.S.C 552b(cK9]. and 
section 10(d) of Pub. L 92-463 (5 U.S.C. 
Appendix I). 

^ihstantive information may be 
obtained from the contact persons listed 
above. Summaries of the meetings and 
rosters of Committee members may be 
obtained as follows: NIAAA: Mrs. Diana 
VVidner, Committee Management 
Officer. Room 16C20, Parklawn Building. 
5000 Fishers Lane. RockvlUe. Mar>'land 
20857, (301) 443-4375. NIDA; Ms. 
Claudette Wright. Committee 
Management Officer, Room 10-22. 
Parklawn Building. 5600 Fishers Lane. 
Rockville. Maryland 20B57. (301) 443- 
1644. NIMH; Ms. Helen W, Garrett, 
Committee Management Offioer. Room 
17C28, Parklawn Building. 5600 Fishers 
Lane. Rockville. Maryland 20957. (301) 
443-4333. 

Datfd: Pebniary 14.1985. 

EstolUf O. Brown. 

Com/n/tlee Mana^iswent ^ Ahohoi, 

Drug Abuse, and Mental 
Administration. 

|FR Doc. 85^226 Filed 2-20-65:64S ami 
StLUMO cooe 4140-M-ll 


Centers for Disease Control 

Cooperative Agreements; Preventive 
Health Servlces-Tuberculosls Control, 
Avaitability of Funds for Fiscal Year 
1985 

Correction 

In FR Doc. 85-2046 beginning on page 
3840 in the issue of Monday. January 28. 
1985, make the following correction on 
page 3641; 

In the first column, in the fourteenth 
line from the bottom. *‘CDS** should read 
•CDC\ 

siujau coot iMs-ot-a 


Food and Drug Administration 

I Docket No. tsiyi-ooaa) 

Medical Lasers, Inc.; Premarket 
Approval of Meditic Model OPL-3 
ND;YAG Ophthalmic Laser 

AoeiCY: Food and Drug Administration. 
Acnow: Notice._ 

SUMMA9Y: The Food and Drug 
Administration (FDA) is announcing its 
approval of the application by Medical 
Lasers, Inc., Chevy Chase. MD. for 
premarket approval, under the Medical 
Device Amendments of 1976, of the 
Meditec Model OPL-3 Nd;YAG 
Ophthalmic Laser. After reviewing the 
recommendation of the Ophthalmic 
Devices Panel, (formerly the Ophthalmic 
Device Section of the Ophthalmic Ear, 
Nose, and Throat; and Dental Devices 
Panel), FDA notified the applicant that 
FDA approved the application because 
the applicant had shown the device to 
be safe and effective for use as 
recommended in the submitted labeling. 
DATf: Petitions for adminstrativc review 
by March 25.1985. 

ADD9CSS: Written requests for copies of 
the summary of safety and effectiveness 
data and petitions for administrative 
review to the Dockets Management 
Branch (HFA-305). Food and Drug 
Administration. Rm. 4-62. 5600 Fishers 
Lane. Rockville, MD 20657. 

FOR FURTMiR INFORMATfON CONTACT: 
Philip J. Phillips, Center for Devices and 
Radiological Health (HFZ-460). Food 
and Drug Administration, 8757 Georgia 
Avc.. Silver Spring. MD 20910, 301-427- 
7320. 

surptaiueNTARY information: On 
December 12,1963, Medical Lasers. Inc., 
Chevy Chase, MD 20615. submitted to 
FDA an application for premarket 
approval of the Meditec model OPL-3 
Nd:YAC Ophthalmic Laser. The device 
is a neod>*mium.'yttrium-a!uminuro- 
garnet (Nd:YAG) ophthalmic laser that 
Is indicated for discission of the 
posterior capsule of the eye (posterior 
capsulotomyk On January 30,1984. the 
Ophthalmic Devices Pan^ an FDA 
advisory committee, reviewed and 
recommended approval of the 
application. On January 14,1985. FD.A 
approved the application by a letter to 
the applicant from the Director of the 
Office of Device Evaluation, Center for 
Devices and Radiological Health. 

A summary of the safety and 
effectiveness data on which FDA based 
its approval Is on file with the Dockets 
Management Branch (address above) 
and is available from that office upon 
%vritten request. Requests should be 
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identified with the name of the device 
and the docket number found In 
brackets in the heading of this 
document. 

A copy of all approved labeling is 
available for public inspectioin at the 
Center for Devices and Radiological 
Health—contact Philip J. Phillips (HFZ- 
460), address above. 

Opportunity for Administrative Review 

Section 515(d)(3) of the Federal Food, 
Drug, and Cosmetic Act (the act) (21 
U.S.C 360e(d](3)) authorizes any 
interested person to petition, under 
section 515(g) of the act (21 U.S.C. 
300c(g)), for administrative review of 
FDA’s decision to approve this 
application. A petitioner may request 
ci the r a formal hearing under Part 12 (21 
CFR Part 12) of FDA’s administrative 
practices arKl procedures regulations or 
a review of the application and the 
FDA’s action by an independent 
advisory committee of experts. A 
petition is to be in the form of a petition 
for reconsideration of FDA’s action 
under S 10.33|b) (21 CFR 10.33(b)). A 
petitioner shall identify the form of 
re\iew requested (hearing or 
independent advisory committee) and 
shall submit with the petition supporting 
data and information showing that there 
is a genuine and substantial issue of 
material fact for resolution through 
administrative review. After reviewing 
the petition, FDA will decide whether to 
grant or deny the petition and will 
publish a notice of its decision in the 
Federal Register. If FDA grants the 
petition, the notice will state the issue to 
be reviewed, the form of review to be 
used, the persons who may partidpate 
in the review, the time and palce where 
the review will occur, and other details. 

Petitioners may, at any lime on or 
before March 25.1985. file with the 
Dockets Management Branch (address 
above) two copies of each petition and 
Supporting data and information, 
identified with the name of the device 
and the docket number found in 
brackets In the heading of this 
document. Received petitions may be 
seen In the office above between 9 am. 
and 4 p.m., Monday through Friday. 
DatiHi: February 13,1905. 

foMtph P, HiU, 

Associate CommisMioncrfor Reguhtory 
Affairs. 

|Ol Doc 85-4194 Filed 2-20-85; a45 am) 
bilumo cooc 4iao-oi-« 


Health Resources and Services 
Administration 

Application Announcement and 
Proposed Funding Preferences (or 
Special Initiative Grants for Area 
Health Eduction Center Programs 

The Bureau of Health Professions, 
Health Resources and Services 
Administration, announces that 
applications for Fiscal Year 1985 Special 
Initiative Grants for Area Health 
Eduction Center Programs are being 
accepted under the authority of section 
761(a)(2) of the PubUc Health Service 
Act, as amended by Pub. L 98-819. 
Comments are also invited on the 
proposed funding preferences set forth 
below. This is the second Special 
Initiative cycle under section 781(a)(2) 
for Fiscal Year 1985. 

Section 781(a)(2) authorizes Federal 
assistance to medical and osteopathic 
schools which have previously received 
Federal financial assistance for the area 
health education centers (AHEC) 
program under either section 802 of Pub. 
Law 94-484 In Fiscal Year 1979 or under 
section 781. Section 781(a)(2) 
applications will be to improve the 
distribution, supply, quality, utilization 
and efficiency of health personnel in the 
health serv ices delivery system: to 
encourage regionalization of 
responsibility of the health professions 
schools: or to prepare, through 
preceptorships and other programs. 
Individuals subject to a service 
obligation under the National Health 
Service Corps scholarship program to 
provide effective health services In 
health manpower shortage areas. 

To be eli^ble to receive support for a 
special initiative area health education 
center program grant, the applicant must 
be a public or nonprofit private 
accredited school of medicine or 
osteopathy, or consortium of such 
schools, or the parent institution on 
behalf of such school(8). 

To receive support, programs must 
meet the requirements of final 
regulations at 42 CFR Part 57, Subpart 
MM. 

Requests for application materials and 
questions regarding grants policy should 
be directed to: 

Grants Management Officer (U-76). 
Bureau of Health Professions. Health 
Resources and Services 
Administration, 5600 Fishers Lane, 
Room 8C-22, Rockville. Maryland 
20857, Telephone (301) 443-6857 
Questions regarding programmatic 
information should be directed to: 

Chief, Area Health Education Center 
Branch. Division of Medicine, 


Bureau of Health Professions, Health 
Resources and Services 
Administration, 5600 Fishers Lane. 
Room 4C-05. Rockville, Maryland 
20857. Telephone (301) 443-6050 

Approximately $1.8 million is 
available for awards in Fiscal Year 19BS. 
Authorization for the current fiscal year 
is provided by the Department of Labor, 
Health and Human Services and 
Education and Related Agencies 
Appropriation Act. Pub. L 98-619. 
enacted on November 8.1984. 

The application deadline date is April 
12,1985. Applications shall be 
considered as meeting the deadline if 
they are either (1) received on or before 
the deadline date, or (2) postmarked on 
or before the deadline and received in 
time for submission to the independen! 
review group. A legibly dated receipt 
from a commercial carrier or Ihc U.S. 
Postal Service will be accepted in lieu of 
a postmark. Private metered postmarks 
shall not be acceptable as proof of 
timely mailing. 

This program is listed at 13.824 in the 
Catalog of Federal Domestic Ass/sianct. 
Applications submitted in response to 
this announcement are not subject to the 
provisions of Executive Order 12372, 
Intergovcmmental Review of Federal 
Programs, or 45 CFR Part 100. 

Proposed Funding Preferences 

In keeping with Federal Initiatives to 
expand and develop improved health 
services for the elderly and undersened 
minorities, the Bureau of Health 
Professions is proposing two funding 
preferences for approved Fiscal Year 
1985 applications received as a result of 
this announcement These funding 
preferences do not apply to an earlier 
Federal Register announcement of 
August 22,1984, (49 FR 33344) for 
another Fiscal Year 1965 competitive 
cycle for this grant program. 

1. Projects which will place increased 
emphasis on advancing the clinical 
education of health professions studenU 
and/or health professionals in the care 
of the elderly. 

2. Projects which include the 
recruitment and training (including 
appropriate clinical experiences) of 
underrepresented minorities in the 
health professions. 

Interested persons arc invited to 
submit written comments regarding 
these funding preferences to Director, 
Division of Medicine, Bureau of Health 
Professions at the address given below. 

All comments received not later than 
March 25,1685, will be considered 
before final funding preferences for 
Fiscal Year 1985 arc established. 
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NomuiUy. the comment |>erlod would 
be 60 days. However, due to the need to 
implement any changes in the funding 
prefprenot for the Fiscal Year 1985 
■ward cycle, this comment period has 
been reduced to 30 days. After the close 
of the comment period, the final funding 
preferoncas will be published as a 
notice io the FedctraJ Regisler. 

Written comments should be 
addressed to: 

Director, Ehvision of Medicine, Bureau 
of Health Professions. Health 
Resources and Services 
Administration, Parklawn Building, 
Room 40-25.5600 Fishers Lane, 
Rockville. Maryland 20657, Telephone: 
(301) 443-6190. 

AO comments received will be 
available for public inspection and 
copying at the above address weekdays 
(Federd holidays excepted ) between 
the hours of a<30 a.m. and S.00 p.m. 

Dated February 13.1985 

Robert Greham, 

Adminiftroiar, AsMhhmi Sufgf^ Cfftwttl 
(Fit Doc. II5-418S Filed 2-20-05: 8:45 am] 
tn.UNO COOC 41M-1§-M 


DEPARTMENT OF THE INTERK)R 

Bureau of Land Management 
1U-42$00| 

Proposed Contlniiatlon of WtthdraviraF, 
Utah 

agency: Bureau of Land Management 
Interior 

a ction; Notice. _ 

summahy: The Department of Energy 
propoees that two Executive Orders 
which created Naval Oil Shale Rasenre 
No. 2 continue for an addibonal 20 
years. The lands would remain closed to 
surface entry, mining and mineral 
leasing, 

FOR FURTHSA INFORMATION COMTACr. 

Lillie Hikida, BLM Utah State Office, 324 
South State Street ^301. Salt Lake City, 
Utah 84111-2303. (801) 524-3074. 

The Department of Energy proposes 
that the existing land with^waJs made 
by Executive Orders of Decetnlxar 8, 

1918, and November 17,1924. be 
continued for a period of 20 years 
pursuant to section 204 of the Federal 
Land Policy and Management Act of 
1976.90 Slat, 2751, 43 US.C 1714. 

The lands involved are located 
approximately 45 miles northeast of 
Ureen River and'aggregate 86.030.52 
Acres in Uintah and Carbon Counties. 

The purpose of the withdrawals is to 
wt aside oil shale lands for the 


exclusive use or benefit of the United 
States Navy. The withdrawals segregate 
the lands from the operation of tlM 
public land laws generally. Including the 
mining and mineral leasing laws. No 
change is proposed in the purMse or the 
segregative effect of the withOTawals. 

For a period of 90 days from the date 
of pubbeation of this notice, all persons 
who wish to submit comments, 
suggestions, or obfectkins in connection 
with the proposed withdrawal 
continuation may present their views in 
writing to the undersigned officer st the 
address specified above. 

The authorized officer of the Bureau 
of Land Management wall undertake 
such investigations as are necessary to 
determine the existing and potential 
demand for the land and its resources. A 
report will also be prepared for 
consideration by the Secretary of the 
Interior, the President and Co^ress. 
who will determine whether or not the 
withdrawal will be continued and if so. 
for how long. The final determination on 
the continuation of the withdrawal will 
be published in the Federal Register. 

The existing withdrawal will Cfmtinue 
until such final determination is made. 

Dated: Febnisfy 13.1965. 

Orval L Hadley, 

Branch of Lotah and Mintfroh 
Operations 

(FR Doc. 85-4209 Filed 2-20-85.6 45 am) 
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Resource Management Planning; 

Lower Gila North Planning Area; 
Phoenix District, A2 

agency: Bureau of Land Management 
(BLM), Interior. 

action: Notice of intent to file category 1 
amendment to Lower Gila North 
Planning Document, Lower Gila 
Resource Area. Phoenix District 
Arizona. 

SUPPtCMCIfTARY INFORMATION: In 
accordance with 43 CFR 1610.^c) and 
16ia3-1(d), notice is hereby given of 
intent to prepare a planning amendment 
document. This notice also constitutes 
the scoping notice required by 
regulation for the National 
Environmental Policy Act (40 CFR 
1501.7). 

(1) Description of the proposed 
planning action: The proposed action is 
to amend the Lower Gils North 
Management Framework Plan (MFP) 
completed In December 1982, T^ 
Category I planning amendment wall be 
based upon existing statutory 
requirements and policies and will carry 
out the requirements of the Federal Land 
PoUcy and Management Act of 1978 


(FIJ^MA). The MFP Amendment and 
accompanying Environmental 
Assessment (EA) will provide the basis 
for chaeging the MFP Land Tenure 
Adjustment Section |Lr4) to include 
public lands in the planning unit not 
previously listed to be considered for 
disposal for (1) State selections and 
State exchanges, (2) mineral estate 
exchanges, and (3) special legislation. 

The Amendment and £A are scheduled 
for completion by February 22,1985. 

(2) Identification of the geographic 
area involved: The planning area 
involved is located in the north half of 
the Lower Gila Resource Area in 
southwestern Arizona. General 
boundaries are immediately ivest of 
Phoenix, north of Interstate 10. 
extending west to the Plomosa, 

Buckskin, and Rawhide Mountains, 
south of Alamo Lake, and southwest of 
Prescott from Skull Valley south. The 
area covers portions of Maricopa, Yuma, 
La Paz and Yavapai Counties. The 
majority of BLM administered lands in 
the planning unit are directly west and 
northwest of Phoenix. 

(3) General types of issues 
antidpated: The proposed Amendment 
addresses the changes to the Land 
Tenure Adjustinent Section only. 

( 4 ) Disciplines to be represented and 
us^ to prepare the amendment Lands, 
wildlife, botany, archaeology, geology, 
economics, and range. 

(5) The kind and extent of public 
participation opportunities to be 
provid^ Public partidpation will be 
carried out through participation in 
several conunenl periods to be 
announced in the Federal Register, local 
newspapers, and BLM news releasee. 
There is a spedfic comment period for 
the governor to inform and seek 
comment from Slate and local agencies. 

|6) Times, deles, and locations 
scheduled or anticipated for any public 
meetings, bearings, conferences or 
gatherings, as known at this time; At 
this time, no scheduling for any public 
meetings has been planned. All public 
input will be handled through written 
comments. 

(7) The name, title, address and 
telephone number of the Bureau of Land 
Manngmeol oflidal who may be 
contacted for further information: 
William T. Childress. Area Manager, 
2015 W. Deer Valley Rd.. Phoenix, 
Arizona 86027, Phone: (602) 663-4464. 

(8) The location and availability of 
documents relevant to the planning 
process: Documents wall be available for 
public review at the Phoenix Distrid 
Office. 2015 W. Deer Valley Rd. 

Phoenix, Arizona. 
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Onlrd: Febniary 13 . 19 H 5 . 

Marlyn V. |ono». 

District Manager, 

(FR Dw:. 6S-^243 Filed 2-25^; 8:45 iim| 
•ILUMO COOC 


ISerUU No. 1-73221 

Idaho; Proposed Withdrawal and 
Public Meetings 

AGENCY: Bureau of Land Management. 

Interior. 

action: Notice. 

SUMMARY: The Bureau of Land 
Management proposes to withdraw 
approximately 12.400 acres of public 
land and the reserved mineral interests 
In 4.400 acres of private land along a 53- 
mile segment of the Lower Salmon River 
near Orangeville. Idaho. The withdrawal 
would close the lands to surface entry 
and mining. The land w'ould remain 
open to mineral leasing. 

DATE: Comments should be received by 
May 22.1985. 

ADDRESS: Comments should be sent to: 
Idaho State Director. Bureau of Land 
Management. 3380 Americana Terrance. 
Boise. ID 83706. 

FOR FURTHER INFORMATION CONTACT: 
William E. Ireland. Idaho State Office. 
206-334-1597. 

On September 23,1973. a petition was 
approved allowing the Bureau of Land 
Management to file an application to 
withdraw the following-described lands, 
including all reserved mineral Interests 
in private lands, from location and entry 
under the mining laws and from 
settlement, sale, location, and entry 
under the general public land laws, 
subject to valid existing rights: 

Those lands within approximately mile 
of either bank of the Lower Salmon River, 
from the mouth of Hammer Creek 
downstream to the confluence of the Snake 
River. 

'Fhc area described involves a 53-mile 
segment of lands adjoining the Lower 
Salmon River and contains 
approximately 12,400 acres of public 
land and 4.400 acres of reser\*ed mineral 
interests In private lands in Idaho. Nez 
Perce and Lewis counties. 

The purpose of the withdrawal is to 
protect the scenic, recreational and 
cultural values of the lands. The lands 
are and have been segregated from 
provisions of the Wild & Scenic Rivers 
Act (Pub- L. 90-542) and subsequently 
upon notation of the land office records 
of the withdrawal application filing (I- 
7322) on October 1,1073. under the 
regulations then in effect (43 CFR 
2351.3{a)). Under the provisions of 
section 204(g) of the Federal Land Policy 


and Management Act of October 21, 
1976, the segregative effect of the 
application filing will terminate on 
October 21,1991, unless the lands arc 
withdrawn or the application is 
otherwise terminated before that date. 
The uses which have been and will 
continue to be allowed during the 
segregative period are all discretionary 
authorizations which conform with the 
current land use and management plans, 
including recreational uses. It is 
proposed that the lands be withdrawn 
for a period of 20 years, the maximum 
allowed by statute. The application will 
be processed In accordance with the 
regulations set forth in 43 CFR Part 2300. 

For a period of 90 days from date of 
publication of this notice, all persons 
who wish to submit comments, 
suggestions or objections to the 
withdrawal proposal may present their 
views in writing to the Idaho State 
Director of the Bureau of l.and 
Management. 

Notice is hereby given that two public 
meetings wrill be held In connection with 
the proposed withdrawal. The first will 
be held in the Forest Service 
smokeiumpers loft at the Grangeville. 
Idaho airport at 7:30 p.m. on March 26. 
1985. A second w'ill be held at the 
Community Center. 1424 Main Street, 
l^ewiston, Idaho at 7:30 pm. on March 
27,1985. The meetings will be open to 
attendance of opponents to the 
withdrawal who may state their views 
and to proponents of the withdrawal 
who may explain its purpose, intent and 
extent and to all interested persons who 
desire to be heard on the subject. Those 
who desire to be heard in person at the 
bearing should file notice thereof not 
later than March 20,1985. with the Idaho 
State Director. Bureau of Land 
Management. 

Dated: Februar>' 13.1985 
Louift B. Betlesl. 

Dapnty State Director for Opi*ratirjn$. 

|FR Doc. 8S-4327 Filed 2-20-85: 845 am] 
eiLUNO COOC 


National Park Servica 

Availability Draft Land Protection Plan; 
Hot Spring National Park, Garland 
County, AR 

Pursuant to the National 
Environmental Policy Act of 1969, Title 
40 of the Code of Federal Regulations. 
Chapter 1 of Title 36 of the Code of 
Federal Regulations, and the final 
Interpretive rule from Preparation of 
Land Protection Plans printed in the 
Federal Register on May 11,1983 (48 FR 
21121). the National Park Service has 
prepared a Draft Land Protection Plan 


for Hot Springs National Park, Garland 
County. Arkansas. 

The Draft Land Protection Plan 
addresses the protection of 1.040.76 
acres within the authorized boundur> 
that arc not Federally owned. It 
considers alternate meons of protection, 
provides for public use and safety and 
identifies what land or interest in land 
need to be in Federal ownership in order 
to achieve management purposes 
consistent with the intent of Congress in 
authorizing the park. 

Copies of the Draft Land IHotection 
Plan are available from Hot Spring 
National Park. Post Office Box 1860, Hot 
Springs. Arkansas 71902; and the 
Southwest Regional Office. National 
Park Service. Post Office Box 720, Sanfe 
Fe. New Mexico 87501, and will be sent 
upon request. 

Anyone wishing to submit comments 
on the Draft l,ond Protection Plan should 
provide them to the Superintendent. Hot 
Springs National Park, Post Office Box 
1860, Hot Springs. Arkansas 71902. 
within 30 days from the publication date 
of this notice. 

Outed; February 5. ISia5. 

RoImuI keiT, 

Hcgional Director, Southwest Region, 

^ (FR Doc. 85-4184 Filed 2-20-85; 8.4S ami 
•ILUNOCOOf OM»-704i 


INTERNATIONAL TRADE 
COMMISSION 

I Investigations Nos. 701-TA- 22$ through 
234, 731-TA- 213 through 217, 731-TA-219. 
731-TA- 221 through 226, and 731-TA- 22S 
through 234 (Preliminary)) 

Certain Carbon Steel Products From 
Austria, Czechoslovakia, East 
Germany, Hungary, Norway, Poland. 
Romania, Sweden, and Venezuela 

Determinations 

On the basts of the record ‘ develojjed 
In its countervailing duty investigations 
involving certain carbon steel product*) 
from Austria. Sweden, and Venezuela, 
the Commission determines, pursuant to 
section 703(a) of the Tariff Act of 1930 
(19 U.S.C. 1671b(a)), that there is a 
reasonable indicatioo that an industry in 
the United States is materially injured nr 
threatened with material Injury by 
reason of imports of the following 
products which are alleged to be 
subsidized by the Governments of the 
cited countries: 


• The record !• drfmed in %2trJZ[k) of thr 
Contin4uiofi*e Rul<»* of Practice and Procerfurr (!« 
CFR 20T.2(in- 
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CarboD steal plates, wbether or not In coils, 
provided for in item 007.66 of the Tariff 
Schedulot of the United Stales (TSUS). 
from— 

Swedes [invesHgation Na 701-TA-22S 
(PreliiDlnery)l * * end 

Vmeseeb (invesHgetimi No. 7Cn-TA-225 
[Preliminery)!,* 

Hol-follcd cerhon steel sheets, provided for 
in TSUS items 607417 end 607.63. from— 
Austria [investigation Na 7m»TA-227 
(PreUminary)^* 

Sweden (investigation No. 701-TA-22S 
(PreUmlnary]).* and 

Venesuala (investigation No. 701-TA-229 
(PretiiBiniuir)l:* and 

Cold-roflad carbon steal plates and sheets, 
provided for in TSUS item 607.83, from— 
Austria (investigation No. 701-TA-230 
I Preliminary)].^ 

Swedes (investigation No. 7m-TA>231 
(Prelimiiiary)l.^ and 

Wnesaaie (investigatian No. 7tn-TA-237 
(Prehimnary)l.^ 

The Commisfion determines that 
there is no reasonable indication that an 
industiy in the United States is 
materi^y injured or threatened with 
material injury, or that the 
establishment of an industry in the 
United States is materially retarded, by 
reason of imports of the following 
products which are alleged to be 
subsidized by the Gcvemments of the 
cited countries: 

Gslvsniaad carbon steel sheets, provided 
for in TSUS items 608.07 and 608.13. from— 
Austria [investigation No. 701-A-233 
[Preliminary)! and 

Venezuela [investigation No. 701-TA-234 
(Preliminivy)). 

On the basis of the record developed 
In its antidumping investigations 
involving certain carbon steel products 
from Austria. Czechoslovakia. East 
Germany, Hungary, Norway. Poland, 


' ChairMroman Sfm) and Commisiiootr Bohr 
dirirnnine tluil iherv ia a rcMocuble indlcalkNi that 
tbe (kmattc loduitry to roaleriatly m)tifed 
tiom mi f i o n s r i EcIim and Lodwick d«1«niUn« that 
tktfv to a reatonabta indication that the domestic 
industry to Uireatenad with material Iniury. Vice 
Uiairm^ Lirbelcr made a nagstiva dtlanomatioa. 

* Commiscionars Eckes and todwfek determine 
6ul there to a reasonable Indkatiofi that the 
domastk industry to threatened with material 
toivy. Chatrwomaa Stem detennines Ihet them to s 
reasonahto indication that Ike domestic Indostry to 
EnatertoBy miwed. Commtoaiaoar Rohr delerminea 
that thera to s reaso n a bto indkoatioo fhel the 
domaslic tnduslry la malcrialty iniwed or 
tkreetoaad with niatarial iaiury Vice Qieirman 
tiebetor made a negative detcrmiivation. 

* Commisakiancs Eckes and Lodwkk determiaa 
that them to a rsaaonable hKhcatSon thet the 
domaaSe imhiatiy to Ihrvetenad with melerial 
ktfwy. Chairwoman Stem det ermi nes thet there to • 
^•sotiable indkatioD the! the domestic industry to 
»*»tefially iniered. Commissioner Rohr detennlnea 
thst thera to a reasonable indication that the 
dameatic mdealry to materially ieiured or 
ibrrataoad with malarial iniury. Vka Chairman 
btobeler made a negative determination 


Romania, and Venezuela, the 
Commission determines, pursuant to 
section 733(a) of the Tariff Act of 1930 
(19 U.S.C 1673b(a)h f^tat there is a 
reasonable induction that an indastry in 
the United Stales is materially injured or 
threatened with material injury by 
reason of imports of the following 
products which are alleged to be sold in 
the United States at Lets than fair value 
(LTFV): 

Carbon steel pUlas, wbeibsr or not in coils, 
provided lor in TSUS itaoi 607Ja from— 
Czechoslovskis linvettigslioa No. 731-TA- 
213 (PrshmtDsry)).* 

East GerBMiny (ijivefUgatioo No. 731-TA-214 
(Preliminary)^* 

Hungary (investigation No. 731-TA-215 
(Preliminary)!,* 

Poland (investigation No, 7gi-TA-216 
(Preliminary)),* and 

Venezuela (investigalkm No. 731«TA-217 
(Preliminary)):* 

Hot'rotled carbon steel sheets, provided for 
in TSUS items 807.67 and 607.83, from— 
Austria (investtgalioB No- 731-TA-219 
(Preliminary)),* 

Hungary (investigation No. 731-TA-221 
(Preliarifuey)).* 

Romania (investigation No. 731-TA-222 
(Prehmixury)).* and 

Venezuela (invesHgation No. 731-TA-223 
(Preliminary )1;* 

Cold-rollsd carbon atael pUtas and sheets, 
provided for in TSUS Hem 607J3, from— 
Austria (investlgatloo No. 731-TA-224 
(PreHmlnary)),* 

Czechoslovakia finvestigatioa No. 731-TA- 
225 (PrebminaTy)).* 

East Cetmaoy [mvestigotioo No. 731-TA-22e 
(PreJiminary)l.* 

Romania (invetHgalion No. 73}>TA>228 
(Preliiiiinary)l.* and 

Ves^eziiala (invesHaalioo No. 73l*TA>229 
(Prchmiiiary)):* and 

Carbon steel angles, shapes, and sections 
having a maxinfom cross'sectioiial dimension 
of 3 inches or more, prorided for in TSUS 
item 6O9.0(X from— 


* Cha i rwomaw Shm and ro a— to s tnnw Rahf 
detoradna that tbm to a tvaaonahir l a dkatton ib*i 
the daowstk mdmary to mttmimliy mjund. 
CommiMlooers Eckrs and tadwlck detotmiiMi that 
thert to a rsasonsbie iodkatioa (hat ikr domnUc 
industry to threatmad with matertol tniory. Vice 
ChsinBan litbeler made a negstive detenmnstion. 

* Cemaassioaefs Eckes sod Lodwkh datermine 
that there to a re ss e nab la jwbcadaa dmt the 
dotnrsbc indc s tr y to threatened wHh nulerUI 
fadary- Chafawnaian Stem ftottnaiasi that there to a 
re a io ee ble iadicetwa thetthe deamstic todustry to 
BMteriaUy iniiaad. ComsMatoasr Rohr datenaioae 
that (hate to a reasonabto indicatioe that the 
domestic induetiy to materially Iniured er 
threatenad wtih OMtarial mkiry. Vice Chairman 
Uebetor made a aefyiuve determhmltaa. 

* ConunisskMters Eckes. bodwtek. and Rohr 
detBoafaw that there to e rvesooshle tadicetion that 
the doowetic iadastiy to threatened with material 
iniury. Qhalrwoamn Stem and Vice Chai n a en 
liehakr auMir eefstive daleradaattona. 


Norway (investigatlofi No. 731-TA-234 
(Prelimfauiry)l * and 
Poland linvnsl^tioo Na 731-TA-235 
(Preliminary)).* 

The Commission determines that 
there is no reasonable indication (hat an 
industry in the United Slates is 
materially injured or threatened with 
material tnjoiy, or that the 
establishment of an industry in the 
United States is materially retarded, by 
reason of imports of the following 
products which are alleged to be sold in 
the United States at less than fair value: 

Galvanized carbon steel sheets, provided 
for in TSUS item OOBJOO and 006.13. from— 
Austria (invesHgaikm No. 731-TA-230 
(Preliminary)). 

East Germany [Investigation No. 731»TA-2ai 
(Preliminary)!. 

Romania (mvestigatfam Na 731'-TA-232 
(Preliminary)], and 

Venezuela (invesHgation No. 731-TA-233 
(PnHiBifai^)l. 

BackgrtMind 

These investlgslioos were instituted 
in response to petitions filed with the 
CommUskm a^ the Department of 
Commerce by the United States Steel 
Corp., Pittsburgh, PA, and Cbaparra) 
Steel Co,. Midlothian. TX. on December 
19.1984. and by Bethlehem Steel Corp.. 
Bethlehem. PA, on December 20.1984. 
The petitiorw allege that Imports of 
certain carbon steel prodoc^ from 
Austria, Czechoslovakia. East Germany, 
Finland. Hungary. Norway, Poland. 
Romania, Swed^ and Venezuela are 
being subsidized by the respective 
foreign CJovemments (countervailing 
duty petitions) and/or sold in the United 
States at less than fair value 
(antidumpting petitions) and that 
industries in the United States are 
materially injured or threatened with 
materia) tnjtiry by reason of such 
imports. 

Notice of the institution of the 
Commission*! investigations and of a 
conference to be iield in connection 
therewith was given by posting copies of 
the notice in the Office of the Secretary, 
U.S- International Trade Commission, 
Washingtion. DC, and by publishing the 
notice in the Federal RegUter of january 
2,1985 (50 FR 186), The conference was 
held in Washington, DC, on {anuary 9. 
1985. and all persons who requested the 
opportunity were permitted to appear in 
person or by counsel 
On January 18,1985, Bethlehem Steel 
Corp,, the petitioner in all of the 


* Commtoa w Kw . ni Eckoa, LodwtoJu oad Rohr 
drtermlna Ilut Ifarra to a roaoMubto todloatiaA iboi 
lha doowttic lAdvaUy to difMlcaod w«lk suitarial 
lolitfy. Ch a faw o nw n SXvm mad Vloa Chairman 
Liebatof moda iwxatfaw drlmnfaiahofw. 
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Commission's antidumping 
investigations concerning imports of 
certain carbon steel products from 
Finland, withdrew its petitions. On 
lanuary 25.1985. the Commission was 
notified by the Department of Commerce 
that, based on the withdrawal of the 
petitions, it was terminating its 
investigations concerning imports of 
such merchandise from Finland. 
Accordingly, pursuant to § 207.40(a) of 
the Commi8sion* *s Rules of Practice and 
Procedure (19 CFR 207.40(a)), the 
following investigations were 
terminated: 

Carbon steel plates in coils from Finlimd 
(investigation No, 731-TA-2ie (Preliminary)); 

I lot-rolled carbon steel sheets from Finland 
(investigation No. 731-TA-220 (Preliminary)); 
and 

Co]d<rolled carbon steel plates and sheets 

from Finland (investigation Na 731-TA- 

227 (Preliminary)). 

The Commission transmitted its report 
on these investigations to the Secretary 
of Commerce on February 4.1985. A 
public version of the Commission's 
report. Certain Carbon Steel Products 
from Austria. Czechoslovakia. East 
Germany, fiungary. Norway, Poland, 
Romania. Sweden, and Venezuela 
(investigations Nos. 701-TA-22S-235 
(Preliminary) and 731-TA-213-'217. 219, 
221-226, and 228-235 (Preliminary), 
USrrC Publication 1642. February 1985) 
contains the views of the Commission 
and information developed during the 
investigations. 

By order of the Commission. 

Issued; February 13.1985. 

Kenneth R. Mason. 

Secretary. 

IFR Doc. 85-4286 Filed 2-20-85; 8:45 lunj 
mujNO cooe 


Ilrweafi 0 atk>n No. 701-TA-221 (Final)) 

Certain Cast-Iron Pipe Fittinos From 
BrazU 

agency: United Stales International 
Trade Commission. 

ACTION: The Commission hereby revises 
the date of its public hearing in 
connection with the subject 
countervailing duty investigation to 
March 18.1985. 


EFFECTIVE OAT€: February 12,1985. 
FOR FURTHER INFORMATION CONTACT: 
Martha Mitchell (202-523-6620). Office 
of Investigations. U.S, International 
Trade Commission. Washington. DC 
20436. 

SUPPUEMENTARV INFORMATION: The 
Commission instituted this final 
countervailing duty investigation 
effective December 19.1984, and 


scheduled a hearing to be held in 
connection therewith for March 14,1985 
(50 FR 2350. January 18.1985). However, 
in response to a request from counsel for 
the petitioner in the subject 
investigation, the Commission is 
revising its schedule as described 
below. 

The Commission's hearing, which was 
to have been held on March 14,1985, 
has been rescheduled to begin at 10 a.m. 
on March la 1985, in the Hearing Room. 
U.S. International Trade Commission 
Building, 701 E Street NW., Washington. 
DC. The deadline for filing posthearing 
briefs is revised to March 25.1985. 

By order of the Commission. 

Issued: February 15,1985. 

Kenneth R. Mason, 

Seemary. 

(FR Doc. 85-4289 Filed 2-20-85. 845 nm| 

BtUJNO CODE 7eSO-Ot2-M 


I Investigation No. 73I-TA- 236 and 237 
(Preliminary)) 

Certain Castor Oil Products From 
Brazil 

Determination 

On the basis of the record ' developed 
in the subject investigations, the 
Commission determines pursuant to 
section 733(a) of the Tariff Act of 1930 
(19 U.S.C. 1673b(a)), that there is a 
reasonable indication that an industry in 
the United States is materially injured 
by reason of imports from Brazil of 
hydrogenated castor oil classified under 
item 17820 of the Tariff Schedules of the 
United States (TSUS), which are alleged 
to be sold in the United States at less 
than fair value (LTFV).* The 
Commission further determines that 
there is a reasonable indication that an 
industry in the United States Is 
materially Injured by reason of Imports 
from Brazil of 12-hydroxy8tearic acid, 
classified under item 490.26 of the TSUS 
and which are alleged to be sold in the 
United States at LTFV.» 

Background 

On December 27,1984. petitions were 
filed with the Commission and the 
Department of Commerce by counsel for 
the American Manufacturers of Castor 
Oil Products (AMCOP), Wayne. New 


* The record It dtHoed In | 207.2(1) of the 
ContmlMlon*! Rukt of Prtctlca and Procodure (19 
CFR 207.2(0). 

* Chtlrwooun Scorn deiomUnn that Ihero la • 
rMiooablt IndIcaUon Ihtl on Induttry in the United 
SCtlet it materially in)ared. or threatened with 
material in)ury. by reaaoo of the aublect tmporta 


Jersey,* alleging that the Industries In 
the United States are materially injured 
or threatened with material injury by 
reason of imports of hydrogenated 
castor oil and 12-hydrox8tearic acid 
from Brazil which are alleged to be sold 
in the United States at LTFV, 
Accordingly, effective December 27, 
1964. the Ckimmission instituted 
preliminary antidumping duty 
Investigation Nos. 731-TA- 238 and 237 
(Preliminary). 

Notice of the institution of the 
Commission's Investigations and of a 
public conference to be held held in 
connection therewith was given by 
posting copies of the notice in the Office 
of the Secretary. U.S. International 
Trade Commission, Washington, DC. 
and by publishing the notice in the 
Federal Register of )anuary 9,1985 (50 
FR 1136). The conference was held in 
Washington. DC. on January 17,1985. 
and all persons who requested the 
opportunity were permitted to appear in 
person or by counsel. 

The Commission transmitted its 
determinations in these investigations to 
the Secretary of Commerce on February 
11,1985. The views of the Commission 
are contained In USITC Publication 1646 
(February 1985. entitled "Certain Castor 
Oil Products from Brazil; Determinations 
of the Commission in Investigations 
Nos. 731-TA- 236 and 237 (Preliminary) 
Under the Tariff Act of 1930, Together 
With the Information Obtained in the 
Investigation." 

By order of the Commission. 

Issued: February 11,1985. 

Kenneth R. Mason. 

Secretary. 

(FR Doc 85-4284 Filed 2-20^: 845 am) 
aiLUNQCOOC 70»-92-m 


(InvaatlgaUon No. 731-TA-199 (Flnal)l 

Certain Dried Salted Codfish From 
Canada 

AGENCY: United States Inteniational 
Trade Commission. 

action: Institution of a final 
antidumping investigation and 
scheduling of a hearing to be held in 
connection with the investigation. 

SUMMARY: The Commission hereby gives 
notice of the institution of final 
antidumping investigation No. 731-TA- 
199 (Final) under section 735(b) of the 
Tariff Act of 1930 (19 U.S.C. ie73d(b)) to 
determine whether an industry in the 


• On Janoary 24.1985, Counoei for AMCOP 
ammdod ths peillloos to mbtlitufe Union Comp 
Corp «• thi! p 0 tttiofiar. 
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United States is matcriully injured, or is 
thre atened with material injury, or the 
establishment of an industry in the 
United States is malerially retarded, by 
reason of imports from Canada of a>d. 
i^hich has been dried and salted, 
whether or not whole, but not otherwise 
prepared or preserved, and not in 
airtight oonttiiners, provided for in item 
111.22 of the Tariff Schedules of the 
United States, which have been found 
by the Department of Commerce, in a 
preliminary determination, to be sold in 
the United States at less than fair value 
(LTyV)*The Commission will, make its 
final injury determination no later than 
♦5 days after Commerce's final LTFV 
lietiTmination (see sections 72S(a) and 
735(b) of the art (19 U.S.C. 1673d(a) and 
1673d(b))). 

For further information concerning the 
conduct of this investigation, hearing 
procedures. and niles of general 
application. c«)nsull the Commission’s 
Rules of Practice and Procedure Part 
207. Subpan A and C (19 CFR Part 207), 
and Part 201. Subpart A through E (19 
CFR Part 201). 

Effccnvf date: |anuary 29.19B5 
fOH FURTMEfI INFORMATtON CONTACT: 
David Coombs (202*-523-1378. Office of 
Investigatfons, U S International Trade 
Commission. 701 E Street NW.. 
Washington. DC 20436. 
supplementary information: 

B«Kkgrouod 

This invpHtigatlon is being instituted 
as a result of an affirmative preliminary 
determination by the Department of 
Cornnieroa that imports of certain drierJ 
salted codfish from Canada are being 
sold in the United States at less than fair 
value within the meaning of sec tion 731 
of the act (19 U.8.C 1673). The 
investigation was requo.sted in a petition 
filed on |uly 19.1964 by Codfish 
Corporation. Ponce, Puerto Rico. In 
response to this petition the Commission 
conducted a preliminary antidumping 
investigation, and. on the basis of 
information developing during the 
course of that investigation, determined 
that there was a reasonable indication 
that the establishment of un industry in 
the United States was materially 
retarded by reason of imports of the 
•ubject merchandise (49 FTt 35670, 

August 8. 1964). 

F*irtidpatioii in the Investigation 

Persons wishing to participate in this 
investigation as parties must file an 
entry of appearance with the Secretary 
to the Commission, as provided in 
§ 201.11 of the Commission’s Rules of 
PracUce and Procedure (19 CFR 201.11), 
not later than twenty-one (21) days after 


the publication of this notice in the 
Federal Register. Any entry of 
appearance filed after this date will be 
referred to the Chairwoman, who will 
determine whether to accept the late 
entry for good cause shown by the 
person desuiog to file entry. 

Service List 

Pursuant to §201.11(d) of the 
Commission's mles (19 CFR 201.11(d)). 
the Secretary will prepare a service list 
containing the names and addresses of 
all persons, or their representatives, 
who are parties to this investigation 
upon the expiration of the period for 
filing entries of appearance. In 
accordance with §201.15(c) of the rules 
(19 CFR 201.16(c)). each document filed 
by a party to the investigation must be 
ser\'^ on all other parties to the 
investigation (as identified by the 
service list), and a certificate of service 
must accompany the doajiiieiit. The 
Secretary will not accept a document for 
filing without a certificate of service. 

Staff Report 

A public version of the prehearing 
staff report in this investigation will be 
pi .iced in the public record on May 3, 
1985, pursuant to § 207.21 of the 
Commission’s rules (19 CFR 207.21). 

Hearing 

The Commission will hold a hearing In 
connection with this investigation 
beginning at 10:00 a.m. 20.1965. at the 
U.S. Inlematlanal Trade Commission 
Building. 701 £ Street NW. Washington. 
DC. Requests to appear at the hearing 
should be filed in writing with the 
Secretary to the Commission not later 
than the close of business (5:15 pun.) on 
May 3.1985. AH persons desiring to 
appear at the hearing and make oral 
presentation should file prehearing 
briefs and attend a prehearing 
conference to be held at 10:00 a m. on 
May 1965, in room 117 of the U.S. 
International Trade Commission 
Building. The deadline for filing 
prehearing briefs in May 15,1965. 

Testimony at the public hearing Is 
governed by § 207.23 of the 
Commission’s rules (19 CFR 207.23). This 
rule requires that testimony be limited to 
a nonconfidential summary and analysis 
of material contained in prehearing 
briefs and to information not available 
at the time the prehearing brief was 
submitted. Any written material 
submitted at the hearing must be filed in 
accordance with the procedures 
described below and any confidential 
materials must be submitted at least 
three (3) working days prior to the 
hearing (see § 201.6(b)(2) of the 
Commission’s rules (19 CFR 201.6(b)(2), 


as amended by 49 FR 32569. August 15, 
1984)). 

Written Submission 

All legal arguments, economic 
analyses, and factual materials relevant 
to the public hearing should be included 
in prehearing briefs in accordance with 
§ 207.22 of the Commission’s rules (19 
CFR 207.22). Poslhcaring briefs must 
conform with the provisions of § 207.24 
(19 CFR 207.24) and must be submitted 
not later than the close of business on 
May 27,1985. In addition, any person 
has not entered an appearance as a 
party to the investigation may submit a 
written statement of information 
pertinent to the subject of the 
investigation on or before May 27,1965. 

A signed original and fourteen (14) 
copies of each submission must be filed 
with the Secretary to the Commission in 
accordance with § 201.8 of the 
Commission’s rules (19 CFR 201.8). All 
written submission except for 
confidential business data will be 
available for public inspection during 
regular business hours (8:45 a.m. to 5:15 
p.m.) In the Office of the Secretary to the 
Commission. 

Any business information for which 
confidential treatment is desired must 
by submitted separately. 'The envelope 
and all pages of such submissions must 
be clearly labled ’’Confidential Business 
Information.” Confidential submission 
and requests for confidential treatment 
must conform with the requirements of 
( 201 6 of the Commission’s rules (19 
CFR 201.6, as amended by 49 FR 32569, 
August 15.1984). 

Authority: This investigation is being 
conducted under suthority of the Tariff Act of 
t93a title VU. This notice is published 
pursuant to § 207.20 of the Commission's 
rules (19 CFR 20720). 

By order of the Commissioa 

Issued: February 14,1985, 

Kenneth R. Mason. 

Secretary. 

[FR Doc- 85-1267 Filed 2-20-85; 8 45 am) 
aiLUNO cooe 


(Invastigatlofi No. 337-TA-181I 

Certain Meat Oeboning Machines; 
Rescheduling of Hearing Date 

The Commission hearing in the above- 
captioned investigation previously 
scheduled for February 22,1985. has 
been rescheduled to February 28.1985, 
beginning at 10:00 a.m. 

By order of the Commission. 
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Itturd: February IS. 1985. 

Kenneth R. Mason, 

Siicrrtary 

|FR Doc. B5-42f10 Filed 2-2MS; BAS am) 
KLUNO coot 

1332-2011 

Conditions of Competition Affecting 
the U.S. Golf and South Atlantic 
Shrimp Industry; Hearing 

aoehcy: United States International 
Trade Commission. 

ACTION: Time and place of public 
hearing. 

summary: Notice Is hereby given that 
the public hearing In this matter will be 
held beginning on Thursday. March 21, 
1985. In Orleans. Ijoulsiana. In the 
Queen Ann room of the Monte Leone 
lioteL 214 Royal Street, at 10:00 a.m. 
Notice of the investigation and hearing 
was published in the Federal Regisler of 
November 21.1984 (49 FH 45930). 

By order of the Comraissloo. 

Issued: Febnieiy 15.1985. 

Kenneth R. Mesoo. 

Sncmary. 

[Vm Doc 85-1282 Filed 2-20-85: 8:45 am| 
MLUNO cooc rm-ei-ei 


(InvesUgalion Na 731-TA-201 (FlnaO) 

Egg Rller Flats From Canada 

agency: United SUtes International 
Trade Commission. 
action: Institution of a final 
antidumping investigation and 
scheduling of a hearing to be held Hi 
connection with the Investigation. 

summary: The Commission hereby gives 
notice of the institution of final 
antidumping Investigation No. 731-TA- 
201 (Final) under section 735(b) of the 
Tariff Act of 1930 (19 U5.C 1673d(b)) to 
determine whether an industry in the 
United States Is materially Injured, or is 
threatened with material injury, or the 
cstalflishment of an industry In the 
United States is materially retarded, by 
reason of Imports from Canada of egg 
filter flats, provided for in item 256.70 of 
the Tariff ^hcdulcs of the United 
States, which have been found by the 
Department of Commerce, In a 
preliminary determination, to be sold In 
the United States at less than fair value 
(LTFV). Unless the investigulion is 
extended. Commerce will make its final 
LTFV determination on or before March 
28.196S. and the Commission will make 
its final injury determination by May 15. 
1985 (see sections 735(a) and 735(b) of 
the act (19 U.S.C 1873(a) and 1673d(b))). 


For furfher information concerning the 
conduct of this investigation, hearing 
procedures, and rules of general 
application, consult the Commission's 
Rules of Practice and Proredure, Pari 
207, Subparts A and C (19 CFR Part 207). 
and Part 201. Subparts A through E (19 
CFR Part 201). 

EFFECTIVE OATf january 16.1985, 

FOR FURTHER INFORMATION CONTACT: 
Larry Reavis (202-525-0296). Office of 
Investigatioos, U3. International Trade 
Commission. 701 E Street NW., 
Washington DC 20438. 

SUPPteasENTARY information; 

Background 

This investigation ts being instituted 
as a result of an affirmative preliminary 
determination by the Department of 
Commerce that imports of egg filler flats 
from Canada are being sold in the 
United Stales at less than fair value 
within the meaning of section 731 of the 
act (19 U.S.C 1673). The investigatioD 
was requested in a petition filed on 
August 3.1985. by Keyes Fiber Co.. 
Stamford. CT, and the Packaging 
Corporation of America. Evanston II.. In 
response to that petition the 
Commission conducted a preliminary 
antidumping investigation and. on the 
basis of information developed during 
the course of that investigation, 
determined that there was a reasonable 
indication that an industry in the 
United States was materially injured by 
reason of imports of the subject 
merchandise (49 FR 37857. September 
26.1985). 

Partidpatloa in the Investigatioo 

Persons wishing to participate in this 
investigation as parties must file an 
entry of appearance with the Secretary 
to the Commissimi. as pro\ided in 
{ 201.11 of the Commission's Rules of 
Practice and Procedure (19 CFR 201.11), 
not later than twenty-one (21) days after 
the publication of this notice in the 
Federal Register. Any entry of 
appearance filed after this date will be 
referred to the Chairwoman, who will 
determine whether to accept the late 
emtry for good cause shown by the 
person desiring to file the entry. 

Service list 

Pursuant to | 20Ml(d) of the 
Commission's rules (19 CFR 20Ml(d)). 
the Secretary will prepare a service list 
containing the names and addresses of 
all persons, or (heir representatives, 
who are parties to this investigation 
upon the expiration of ihe period for 
filing entries of appearance. In 
accordance with f 20M6(c) of the rules 
(19 CFR 201.ie(c)). each document filed 


by a party to the investigation must be 
sensed on all other parties to the 
investigation (as identified by the 
service list), and a certificate of service 
must accompany the document The 
Secretary will not accept a document for 
filing without a certificate of service. 

Staff Report 

A public version of ihe prehearing 
stafT report in this investigation will be 
placed In the public record on April 5. 
1985, pursuant to { 207.21 of the 
Commission's rules (19 CFR 207.21). 

Hearing 

The Commission will hold a hearing in 
connection with this investigation 
beginning at 10:00 a.m. on April 19.1985. 
at the US. International Trade 
Commission Building. 701 £ Street NW« 
Washington. DC Requests to appear at 
the bearing should be filed in wDting 
with the Secretary to the Commission 
not later than the close of business (5:15 
p.m.) on April 3,1965. All persons 
desiring to appear at the hearing and 
make oral presentations should file 
prehearing briefs and attend a 
prehearing conference to be held at 
10UX) a.m on April 10.1965. in room 117 
of the U.S. International Trade 
Commission Building. The deadline (or 
filing prehearing briefs is April 15,1985 

Testimony at the public hearing is 
governed by S 207.23 of the 
Commission's rules (19 CFR 20723). This 
rule requires that testimony be Umiletl to 
a nonconfidential summary and analysis 
of material contained in prebearing 
briefs and to information not available 
at the time the prehearing brief was 
submitted. Any written materials 
submitted at the bearing must be filed in 
accordance with the procedures 
described below and any confidential 
materials must be submitted at least 
three (3) working days prior to the 
hearix^ (see f 201.6(bM2) of the 
Commission's rules (19 CFR 2m.6(bK2). 
as amended by 49 FR 32560 August 15. 
1984)). 

Written Submissions 

Ail legal arguments, economic 
analyses, and factual materials relevant 
to the public hearing should be included 
In prehearing briefs in accordance with 
i 207.22 oFtl^ Commission's rules (19 
CFR 207.22). Posthearing briefs musi 
conform with the provisions of i 207.24 
(19 CFR 207.24) and must be submitted 
not later than the close of business on 
April 26.1985. In aciditton, any person 
who has not entered an appearance as a 
party to the investigation may submit a 
written statement of information 
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pertinent to the subiect of the 
investigetion on or before April 26.1985. 

A signed original and fourteen (14) 
copies of each submission must be filed 
with the Secretary to the Commission in 
accordance with S 201. 8 of t he 
Commission's rules (19 CFR 201.8). All 
written submissions except for 
oonftdential business data will be 
available for public inspection during 
regular business hours (8:45 a.m to 5:15 
pjn.) in the Office of the Secretary to the 
Commission. 

Any business information for which 
confidential treatment is desired must 
be submitted separately. The envelope 
end all pages of such submissions must 
be clearly labeled '^Confidential 
Buftinese Information.'* Confidential 
submissions and requests for 
confidential treatment must conform 
with the requirements of S 201.8 of the 
Commission's rules (19 CFR 201.8. as 
amended by 49 F'R 32589. August 15. 

1984). 

Authority: This invealiaatiem U being 
conducted ondirr authority of the Tariff Act of 
1930. title V11. This notice Is published 
pursuant to | 207.20 of the Commis&ion'a 
rules (10 CFR 207.20). 

By order of the Coinmissiott 

Issued: February 12.19B5. 

Kenneth R. Mason. 

Secre/oiyi 

|FR Doc. 85-4283 Filed 2-20-85: 8:45 am| 
sxLHso cooc rem-M-M 


linvestlostlons Nos. 731-TA-191« 1SZ, 194, 
ar>d 19S (Fins!)] 

Oil Country Tubular Goods From 
Argentine, Braxit, Mexico, and Spain 

AGENCY: United States International 
Trade Commission. 

ACTION; Institution of fmal antidumping 
investigations and scheduling of a 
hearing to be held in connection with * 
the investigations. __ 

suMMAfiv: The Commission hereby gives 
notice of the institution of final 
antidumping investigations Nos. 731- 
TA-191, 192 ,194. and 195 (Final) under 
setlion 7351b) of the Tariff Act of 1930 
(19 U.S.C. 1673d(b)) to determine 
whether nn industry In the United States 
is materially Injured or is threatened 
with material injury, or the 
establishment of an industry in the 
United States is materially retarded, by 
reason of imports from Argentina. 

Brazil, Mexico, and Spain, of oil country 
tubular goods.* provided for In items 


* For purpoM of invvfligationi. *‘oll 

ntbuUr goodt** Includet dhU pipe, caelng. 
•jjd tubing for dhlling oil or gm wellt, of carbon or 
•Hoy •taoi whether ouch articln anr wrUied or 


610.32, 610.37. 610.39, 610.40. 610.42, 

610.43. 610.49. and 610 52 of the Tariff 
Schedules of the United States, which 
have been found by the Department of 
Commerce, in preliminary 
determinations, to be sold in the United 
Slates at less than fair value (LTFV). 
Unless the investigations are extended 
Commerce will roalce its final LTFV 
determinations on or before March 25. 
1885. and the Commission will make its 
final determinations by May 13,1885 
(see sections 7do(a) and 735(b) of the act 
(19 U.S.C. 1873d(a) and 1873d(b)l). 

For further information concerning the 
conduct of these investigations, hearing 
procedures, and rules of general 
application, consult the Commission's 
Rules of Practice and Procedure, Part 
207, Subparta A and C (19 CFR Part 207), 
and Part 201, Subparts A through E (19 
CFR Part 201, as amended by 49 FR 
32509. Aug. 15,1984). 

EFFCCTtVE DATE: January 10,1905. 

FOR FURTHER INFORMATION CONTACT: 
Valerie Newkirk (202-523-0339), Office 
of Investigations, U.S. international 
Trade Commission, 701 E Street NW-, 
Washington. DC 20436. 

SUPPtEMENTARY INFORMATION: 
Background 

lliese investigations are being 
instituted as a result of afTirmative 
preliminary determinations by the 
Department of Commerce that imports 
of oil country tubular goods from 
Argentina, Brazil. Mexico, and Spain are 
being sold in the United States at less 
than fair value within the meaning of 
section 731 of the act (19 U.S.C. 1673). 
The investigations were requested in 
petitions filed on June 13.1984, by Lone 
Star Steel Company and CF AI Steel 
Corporation. In response to those 
petitions the Commission conducted 
preliminary antidumping investigations, 
and. on the basis of information 
developed during the course of those 
investigations, determined that there 
was a reasonable indication that an 
industry in the United States was 
materially injured by reason of imports 
of the subject merchandise (49 FR 31782. 
August 8.1884). 

Pardcipatioa in the Investigations 

Persons wishing to participate in these 
investigations as parties must file an 
entry of appearance with the Secretary 
to the Commission, as provided in 
5 201.11 of the Commission's Rules of 
Practice and Procedure (19 CFR 201.11), 
not later than Iwcnly-one (21) days after 


w*4mUrM. wh«ther Hnlfbed or unbnithed. mid 
whrlher or not meeting American Petroleum 
Intlltula (API) tpacificaUiMia 


the publication of this notice in the 
Federal Register. Any entry of 
appearance filed after this date will be 
referred to the Chairwoman, who will 
determine whether to accept the late 
entry for good cause shown by the 
person desiring to file the entry. 

Service List 

Pursuant to { 2(n.ll(d) of the 
Commission's rules (19 CFR 201.11(d)J, 
the Secretary will prepare a service list 
containing the names and addresses of 
all persons, or their representatives, 
who are parties to these Investigations 
upon the expiration of the period for 
niing entries of appearance. In 
accordance with S 201.16(c) of the rules 
(19 CFR 2tn.l6(c). as amended by 49 FR 
32569, Aug. 15.1984). each document 
filed by a party to the investigations 
must be served on all other parties to 
the investigations (as identified by the 
serv ice list), and a certincale of service 
must accompany the document. The 
Secretary will not accept a document for 
filing without a certificate of service. 

Staff Report 

A public version of the prehearing 
staff report in these investigations will 
be placed in the public record on March 
22.1985. pursuant to S 207.21 of the 
Commission's rules (19 CFR 207.21). 

Hearing 

The Commission will hold a hearing in 
connection with these investigations 
beginning at 10:00 a.m. on April 4. 1985, 
at the U.S. International Trade 
Commission Building. 701 E Street NW.. 
Washington, DC. Requests to appear at 
the hearing should be filed in writing 
with the Secretary to the Commission 
not later than the close of business (5:15 
p.m.) on March 22,1985. All persons 
desiring to appear at the hearing and 
make ora) presentations should file 
prehearing briefs and attend a 
prehearing conference to be held at 9:30 
a.m. on March 27,1985, in room 117 of 
the U.S. International Trade 
Commission Building. The deadline for 
filing prehearing briefs is April 1,1985. 

Testimony at the public hearing is 
governed by { 207.23 of the 
Commission's rules (19 CFR 207.23). This 
rule requires that testimony be limited to 
a nonconfidential summary and analysis 
of material contained in prehearing 
briefs and to information not available 
at the time the prehearing brief was 
submitted. Any written materials 
submitted at the hearing must be filed in 
accordance with the procedures 
described below and any confidential 
materials must be submitted at least 
three (3) working days prior to the 













7240 _ Federal Register / 


hearing ($ 201.6(bl(2) of the 
Commission’s nilw (19 CFR 201 ^(bM2), 
as amended by 49 FR 32569. August 15. 
1994)). 

Written Submissions 

All legal arguments, economic 
analyses, and factual materials relevant 
to the public hearing should be included 
in prehearing briefs in accordance with 
i 207.22 of the Commission’s rules (19 
CFR 207.22), Postheahng briefs must 
con form with the provisions of { 207.24 
(19 CFR 20724) and must be submitted 
not later than the close of business on 
April 11.1985. In addition, any person 
who has not entered an appearance as a 
party to the investigations may submit a 
written statement of informalioo 
pertinent to the subject of the 
investigations on or before April 11. 

1985. 

A signed original and fourteen (14) 
copies of each submission must be filed 
with the Secretary to the Commission in 
accordance with section 201.B of the 
Commission’s rules (19 CFR 201A as 
amended by 49 FR 32569. August 15, 
1984). All written submissions except for 
confidential business data will be 
available for public inspection during 
regular business hours (a.*45 a.m. to 5:15 
p.m.) in the Office of the Secretary to the 
Commission. 

Any business information for which 
confidential treatment is desired must 
be submitted separately. The envelope 
and all pages of such submissions must 
be cleaHy labeled ’’Confidential 
Business Information.- Confidential 
submissions and requests for 
confidential treatment must conform 
with the requirements of section 201.8 of 
the Commission’s rules (19 CFR 201.8. as 
amended by 49 FR 32569. August 15. 
1984). 

.4iithority: Thcie InvnUgulions are being 
conducted under outhority of the TarilT Act of 
1930. tide VIL This notice it published 
pursuant to § 20720 of the Cammitslon't 
rules (19 CFR 207J2ti). 

By order of the Commission. 

Issued: February 15,1985. 

Kenneth R. Mason. 

Secretory. 

\VR Doc. 85-4288 Filed 2-20-85:8:45 am) 
SaiJIlOCOOC fD30-«S-« 


linvestigattons Nos. 70I-TA-238 
(PreUmlnary) and 731-TA-242 (PrcUminaryll 

Tapered TulMilar Steel Transmission 
Structures From the Republic of Korea 

AGENCY: United States Inlemationiil 
Trade Commission. 
action: Institution of preliminary 
countervailing duty and antidumping 
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investigations and scheduling of a 
conference to be held in connection nith 
the investigations. 

summary: The Commission hereby gives 
notice of the institution of preliminary* 
counlftrvailing duty iovestigution No. 
701-TA-238 (Preliminary) under section 
703(a) of the Tariff Act of 1930 (19 U.S.C 
1871b(a)) and preliminary antidumping 
investigation No. 731-TA-242 
(Preliminary) under section 733(a) of the 
Tariff Act of 1930 (19 U.SC 1673^a)) to 
determine whether there is a reasonable 
indication that an industry in the United 
States is materially tn|ured. or is 
threatened with material injury, or the 
establishment of an industry in the 
United States is materially retarded, by 
reason of imports from the Republic of 
Korea of tapered tubular steel stroctuirs 
or structual units used to support 
overhead electrical transmission and 
distribution lines, or for mounting 
substation equipment provided for in 
items 852^4.852.98, or 853.00 of the 
Tariff Schedules of the United Stales, 
which are alleged to be subsidized by 
the Government of the Republic of 
Korea and sold in the United States at 
less than fair value. As provided in 
sections 703(a) and 733(a). the 
Commission must complete preliminary 
countervailing duty and antidumping 
in\^tigations in 45 days, or in these 
cases 1^ March 28.1985. 

For further information concerning the 
conduct of these investigations and rules 
of general application, consult the 
Commission's Rules of Practice and 
Procedure. Part 207. Subperts A and B 
(19 CFR Part 20 7). an d Part 201. Subparts 
A through E (19 CFR Part 201. as 
amended by 49 FR 32580. Aug. 15.1984) 
EFFECTIVE DATE: February 11.1985, 

FOR FURTHER INFORMATION CONTACT: 
Bonnie Noreen (202-523-1389). Office of 
Investigations, U.S. International Trade 
Commission. 701 E Street NW,. 
Washington. DC 20438. 

SUPRtEMENTARV INFORMATION: 

Background 

These investigations are being 
instituted in response to a petition filed 
on February 11,1985. by; 

The Tapered TutniUr Steel Structuret Section 

ol the Nalkmal Electrical Manufacturers 

Asaociatioa. Washington, DC 
C.R. Aiaarican Pole Structures, HousIcml TX: 
ITT Meyer Industries. Red Wing. MN: 

Power Enterprises. New Orleans, LA; and 
ValnKifit Indktslries. Inc, Valley. NE. 

Partidpadoii in the investigations 

Persons wishing to participate in the 
investigations as parties must file an 
entry of appearance with the Secretoiy 


to the Commission, as provided in 
§ 201.11 of the Commissioo’s rules (19 
CFR 201.11), not later than seven (7) 
days after publication of this notice in 
the Federal Register, Any entry of 
appearance filed after this date wili be 
referred to the Chairwoman, who will 
determine whether to accept the late 
entry for good cause shown by the 
person during to fUe the entry. 

Service list 

Pursuant to i 201.11(dJ of the 
Commission’s rules (19 CFR 201.11(d]). 
the Secretary will prepare a service list 
containing the names and addresses of 
oil persons, or their representatives, 
who are parties to these investigation;^ 
upon the expiration of the period for 
filing entries of appearance. In 
accordance WMth S 201.16(c) of the nileii 
(19 CFR 201.16(c). as amended by 49 FR 
32569, August 15.1984), each document 
filed by a party to the investigations 
must served on all other parties to 
the !nv€^stigations (as identiBed by the 
service list), and a certificate of senrici? 
must accompany the document The 
Secretary will not accept a document for 
filing without a certificate of ser\Mce. 

Conlereoce 

TTic Commission’s Director of 
Operations has scheduled a conference 
in connection with these investigations 
for 920 a.m. on March 6,1985, at the 
U.S. International Trade Commission 
Building. 701 E Street NW., Washington. 
DC Parties wishing to participate in the 
conference should contact Vera Libeau 
(202-523-0388) or Bonnie Noreen (202- 
523-1369) not later than March 4.1985. 
to arrange for their appearance. Porties 
in support of the imposition of 
countervailing and/or antidumping 
duties in these invesbgations and 
parties in oppoaiboa to the imposition of 
suoh duties will each be collectively 
allocated one hour within wrhich to 
make an oral presentation at the 
conference. 

Written submissions 

Any person may submit to the 
Commission on or before March 8.1985. 
a written statement of informabon 
pertinent to the subject of the 
investigations, as provided in S 207.15 of 
the Commission’s rules (19 CFR 207.15). 

A signed original and fourteen (14) 
copies of each submission must be filed 
with the Secretary to the Commission in 
accordance with I 201.8 of the rules (19 
CFR 201.8, as amended by 49 FR 325^ 
August 15.1984). All written 
submissions except for confidenbal 
business data will be available for 
public inspection during regular 
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business hours (6:45 a.m. to 5:15 p.m.) in 
the Office of the Secretary to the 
Commiaiion. 

Any business information for which 
anfidefitial treatment ts desired must 
be submitted separately. The envelope 
and all pages of such submissions must 
be clearly labeled '"Confidential 
Business Information.** Confidential 
fubmissions and requests for 
cijnfidcfltial treatment must conform 
with the requirements of S 201.6 of the 
Cammission*! rules (19 CKR 201A as 
aiTiended by 49 FR 52560, August 15, 

1984. 

Aulharity: These investigMitoas are being 
lonchicfatl under authority of the Tariff Act of 
\ 9 \ 0 . t6le VII. Ihis notice b puldmhed 
pupiuint to 4 207.12 of the Cotnmtasion's 
ndef (19 CFR 207.12). 

By order of the Commtmucjo 

Issus^ Pebmnry IS. 19S5. 
kenneth R. Mason. 

Snrviary. 

|FR Doc 65-4285 FiIimI 2^20-65: B;45 aiD| 

•HUNG COOS r02S-«Mi 


INTERSTATE COMMERCE 
COMMISSION 

IFininca Docket No. 306121 

Peter J. Brix-—Control, Knappton 
Corp,, Yutana Barge Lines, lnc„ and 
Black Navigation COm Inc. 

agcncy: Interstate Commerce 
Commission, 

action: Notice of proposed acx|uisition 
of r:ontroI of water carriers under 49 
U.S.C. 11343. 

summary: By application under 49 
U.S.C. 11343, Brix Corporation, a non- 
carrier, seeks approval of its control of 
Yutana Barge Lines, Inc., and Black 
Navigatfon Company, Inc., two water 
comrooD carriers operating under 
Certificate Nos, W-1131 and W-1132. 
respectively. Applicant contends that 
Yutana and Black operate as a single 
system over Alaskan waterways under 
the doctrina of Louisville /.B. ^ R, Co, 
Me/ger, 2951.CC 11 (1955). and thaL 
with respect to them, the transaction 
should 1^ considered as the acquisition 
by a non-carrier of a single integrated 
carrier system. Peter (. is President 
And Director, and a /S-percent owryer of 
Brix Corporarion. Peter |. Brix is alio 
Chairmao of the Board and a 15.2 
percent owner of Twin City Barge Inc„ a 
non-carrier holding company controlling 
Knapplon Corporation, a water carrier 
operating over waterways in Oregon 
And Washington under Certificates In 
No. W-420, 

OArt Comments are due April 6,1985. 


ADDRESSES: Send comments to: 

(1) Office of the Secretary*. Case Control 
Branch. Interstate Commerce 
Commission. Washington, D.C 20423 

and 

(2) Petitioners* representative: Donald 
Macleay. 1G2S Eye Su^eet NW^ 
Washington. D.C 20006. 

Commemts should refer to Finance 

Docket No. 30612. 

FOR FURTHER INFORMATION CONTACT: 
Warren C. Wood. (202) 275-7977. 

(oiiNrf II. Bayna. 

Scc/rtary. 

|FR Doc. 65-4256 FiM 2 p> 2D-BS; 645 ani| 
auxiMO cooc 7ms4i-ii 


DEPARTMENT Of JUSTICE 

Information CoHectiOfi(8) Under 
Review 

February 15, 1965 

The Office of Management and Budget 
(OMB| has been sent for review the 
following proposals for the collection of 
infurmation under the provisions of the 
Paperwork Reduction Act (44 U3.C. 
Chapter 35) since the last list wiu 
published. The list has alt entries 
grouped into new forms, revlsiona. or 
extensions. Each entry contains the 
following information: 

(1) The name and telephone number of 
the Agency Clearance Officer (from 
whom a copy of the form and supporting 
documents is available); 

(2) The office of the agency issuing the 
form; 

(3) The title of the form; 

(4) The agency form number, if 
applicable; 

(5) How often the form must be Tilled 
ouL* 

(6) Who will be required or asked to 
report: 

(7) An estimate of the number of 
responses; 

(6) An estimate of the total number of 
hours needed to fill out the form; 

(9) An indication of whether section 
3S04(h) of Pub. L 98-511 applies: and. 

(10] The name and telephone number 
of the person or office responsible for 
the review. 

Copies of the proposed form(s) and 
the supporting documentation may be 
obtained from the Agency Clearance 
Officer whose name and telephone 
number appear under the agimcy name. 
Comments and questions regarding the 
items contained In this list should be 
directed to the reviewer listed at the end 
of each entry AND to the Agency 
Clearance Officer. If you anticipate 
commenting on a form but find that time 
to prepare will prevent you from 


submitting comments promptly, you 
should advise the reviewer and the 
Agency Clearance Officer of your intent 
as early as possible. 

Department of fustice 

Agency Qearance Officer: Ijinry R 
Micsse, 202/633-431Z 

Existing Collection in Use Withoai an 
OMB Control Number 

(1) Larry R Miesse, 2iSZl^y-Anz 

(2) Office of Attorney Personnel 
ManagemenL Office of the Deputy 
Attorney General. Department of 
(ustice. 

(3) APWJCATION BOOKLETS; 
ATTORNEY GFJ«ilAL S HONOR 
PROGRAM: SUMMER LAW IhrfFJlN 
PR0C;R.AM; LAW STUDENT 
PROCRA.M (DAG) 

(4) None. 

(5) Annually. 

(6) Individuals or households. These 
appUcalion forms are used in connection 
with three special hiring programs for 
attorneys, law students and iudidal law 
clerka. The application packets describe 
program criteria and solicits detailed 
information so as to facilitate decisions 
as to interviewing and selection. 

(7) 3.700 respondents. 

(8) 3.700 burden hours. 

(9) Not applicable under 3504(h). 

(10) Robert Veeder—395-4614. 

Ne^’ Collection 

(1) Larry R Micsse. 202/633-4312. 

(2) Office of Justice Programs, 
Department of Justice. 

(3) CRIME VICTIM 
COMPFJ^SATIONS GRANT 
GUIDFXINES (OJP). 

(4) None. 

(5) Annually. 

(6) State and local governments. 

Information requested is necessary to 
submit a statutorily-required report to 
the Congress on the effectiveness of the 
Victims of Crime Act, efficiently manage 
the victims program, and assure 
grantees' compliance with statutory 
criteria. The affected public consists of 
the 40 state crime victim compensation 
programs. ^ 

(7) 40 respondents. 

(8) 320 burden hours. 

(9) Not applicable under 3504(h). 

(10) Robert Veeder—395-4614. 

Extension of the Expiration Date of a 
Currently Approved Collection Without 
any Change in the Substance or in the 
Method of Collection 

(1) Urry R Miesse. 202/633-431^ 

(2) Immigration and Naturalization 
Service, Department of |ustice. 
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(3) NONIMMIGRANT CHECKOUT 
LETFER. 

(4) INS C-146. 

(s) On Occasion. 

(6) Individuals or households. Used in 
making inquiry of persons In the United 
States or abroad concerning the 
whereabouts of aliens wanted by the 
INS when Initial investigation to locate 
has been unsuccessful. 

(7) 20.000 respondents. 

(8) 3.300 burden hours. 

(9) Not applicable under 3504(h). 

(10) Robert Veeder—202/395-4814. 

(1) Larry E. Miesse. 202/633-4312. 

(2) Iminigrotlon and Naturalization 
Service, Department of Justice. 

(3) Al’PLICATION FOR PERMISSION 
TO RFAPPLY FOR ADMISSION INTO 
THE UNITFll STATES AFTER 
DEI»ORTATION OR REMOVAL 

(4) INS 1-212 

(5) On occasion. 

(6) Individuals or households. Form 
provided for use by certain prospective 
immigrants and nonimmigrants to obtain 
permission to reapply for admission into 
the United States after deportation or 
removal. 

(7) 4.300 respondents. 

(8) 1.333 burden hours. 

(9) Not applicable under 3504(h). 

(10) Robert Veeder—395-4814. 

(1) Larry E. Miesse, 202/633-4312 

(2) Immigration and Naturalization 
Service. Department of Justice. 

(3) INS FREEDOM OF 
INFORMATION/PRIVACY ACT 
REQUEST FORM. 

(4) INS G-639. 

(5) On occasion. 

(6) Individuals or households. Used by 
persons requesting a search of 
immigration and/or naturalization 
recoils under the Freedom of 
Information and/or Privacy Acts. 

(7| 38.500 respondents. 

(8) 9.625 burden hours. 

(9) Not applicable under 3504(h). 

(10) Robert Veeder—395-4814. 

(1) Larry E. Miesse. 202/633-4312 

(2) Immigration and Naturalization 
Service, Department of Justice. 

(3) APPLICATION FOR 
VERIFICATION FROM INS RECORDS. 

(4) INS C-641. 

(5) On occasion. 

(6) Individuals or households. Form is 
provided for use by persons desiring 
veriricotion from INS records of age. 
date of birth, naturalization/citizenship 
or genealogical data. Data used by INS 
to identify record and to release data 
requested. 

(7) 70.000 respondents. 

(8) 17.500 but^en hours. 

(9) Not applicable under 3504(hl. 

(10) Robert V'eedcr—395-^814. 

(1) l4irry E. Miesse. 202/633-4312 


(2) Antitrust Division. Department of 
Justice. 

(3) DEPARTMENT OF JUSTICE 
FEDERAL COAL LEASE REVIEW 
INFORMATION (ATR). 

(4) ATR-139. ATR-140. 

(5) On occasion. 

(6) Businesses or other forprofit. The 
information collected from prospective 
federal coal lessees will be used In the 
Department’s review of the competitive 
effects of federal coal lease issuances, 
transfers, and exchanges. 

(7) 25 respondents. 

(8) 50 burden hours. 

(9) Not applicable under 3504(h). 

(10) Robert Veeder—395-4814. 

(ir Larry E. Miesse. 202/633-1312. 

(2) Antitrust Dlvisioa l>epartment of 
Justice. 

(3) OIL AND GAS LEASING- 
NATIONAL PETROLEUM RESERVE- 
ALASKA. (43 CFR PART 3130). (ATR), 

(4) None. 

(5) On occasion. 

(6) Businesses or other for-profit. Data 
used by the Attorney General in making 
an antitrust review in this program area. 

(7) 70 respondents. 

(6) 40 burden hours. 

(9) Not applicable under 3504(h|. 

(10) Robert Veeder—395-4814. 

Larry E. Mietaa, 

Departmental Clearance Officer 
(FR Doc. 85-4240 Filed 2-20-85: 8:45 aTn| 
mmm cooc 


LEGAL SERVICES CORPORATK)N 

Presidential Search Committee; 
Request for Applications 

summary; This notice seta forth the 
qualifications and deadline for 
individuals to submit applications for 
President of the Legal ^rvices 
Corporation to the Presidential Search 
Committee. 

DATE: Applications must be submitted 
by March 15,1985. 

AOORC8S: Legal Services Corporation. 
733-151h Street NW., Washington. D.C. 
20005. Attn.: Timothy Baker. 

FOR FURTHER INFORMATION CONTACT: 
Timothy Baker. Special Counsel. Legal 
Services Corporation, 733-15lh Street 
NW., Washington, D.C 20005 (202/272- 
4010). 

SUPPLEMENTARY INFORMATION: The 

I.egal Services Corporation was created 
by the Legal Services Corporations Act 
of 1974, Pub. L 93-355, 88 Slat. 37a 
amended Pub. L 95-222 91 Stat 1619 
(1977), The Legal Services Corporation is 
a private, non profit corporation 
established by Congress In 1974 to 
provide financial support for legal 


assistance to the poor in civil matters. 
With p current annual appropriation of 
$305 million, the Corporation funds over 
320 programs that deliver legal services 
directly to clients and furnishes through 
its staB. as well as by grants and 
contracts, a wide variety of support 
services. 

The President has responsibility for 
directing all aspects of the operations of 
the Legal Services Corporation. Among 
the President’s specific duties are the 
responsibility for Corporation activities 
in connection with the Corporation staff, 
the Corporation’s Board of Directors, the 
Congress. Federal agencies, the private 
bur. local legal services programs, and 
other organized groups interested in 
legal services. 

l*he applicant must possess a taw 
degree and have been licensed to 
practice for a minimum of five years. 
Membership in the bar of the highest 
court of a slate and demonstrated ability 
in management and administration is 
required Experience with Congress, 
federal agencies or other grant making 
agencies, and familiarity with the 
provision or delivery of legal services is 
desirable. 

The maximum salary is set by statute 
at Executive Level V (currently $68,700). 
Free dental insurance is provided and 
health and life insurance are available. 

Dated: February 15.1985. 

DennU Daugherty, 

Acting Secretary, 

|FR Doc. 85-1300 FOed 2-20-85: 845 ami 
tllUNO cooc M;20-3S-M 


NATIONAL FOUNDATION ON THE 
ARTS AND THE HUMANITIES 

Media Arts Advisory Panel; Meeting 

Pursuant to section 1(K9](2) of the 
Federal Advisory Committee Act (Pub. 

L 92-483). as amended, notice is hercb> 
given that a meeting of the Media Arts 
Advisory* Pane) (Programming in the 
Arts Section) to the National Council on 
the Arta will be held on March 12-13. 
1985, from 9tXI a.m.-5:30 p.m. in room 
716 of the Nancy Hanks Center. 1100 
Pennsylvania Avenue, NW,. 
Washington, D.C 20506. 

This meeting is for the purpose of 
Panel review, discussion, evaluation and 
recommendation on applications for 
Hnancia) assistance under the National 
Foundations on the Arts and the 
Humanities Act of 1965. as amended, 
including discussion of information 
given in confidence to the agency by 
grant applicants. In accordance with the 
determination of the Chairman 
published in the Federal Register of 
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February 13 1960. these sessions will be 
closed to the public pursuant to 
subsections (c). (4). (6) and 9(b] of 
section 552b of Title 5. United States 
Code* 

Further information with reference to 
this meeting can be obtained from Mr. 
john Ft Clark. Advisory Committee 
Management Officer, National 
Endowment for the Arts, Washington. 

D C 20506. or call (202) 662-^5433. 
Fcbnisry 13.1965- 
lobn II. Clark, 

DiT^ctar, CiHincU and Panel OpewtiooM, 
National Endowment for the Arts, 

|FR Doc HS-4202 FUed 2>20-8S: a‘45 am) 
stiuNQ cooc rur-oi-M 


NUCLEAR REGULATORY 
COMMISSION 

IDodcsl No. 70-11131 

Amendment of Special Nucitar 
Material License No. SNM-1097, 

General Electric Co., Nuclear Fuel 
Manufacturing Oepartment 
Wilmington, NC; Finding of No 
Significant Impact 

The U.S. Nuclear Regulatory 
Commission (the Commission) is 
considering an amendment of Special 
Nuclear Material License No. SNM*1097 
to permit operation of the Uranium 
Process Management Project. This 
project involves the addition of an 
onsite uranium scrap recovery process 
and advanced chemical treatment of 
liquid waste streams. 

The Commission*! Division of Fuel 
Cycle and Materia! Safety has prepared 
an Enviroomental Assessment related to 
the amendment of Special Nuclear 
Material License Na SNM-1007. On Ihe 
basis of this assessment, the 
Commission has concluded that Ihe 
I ironmental impact created by the 
. proposed licensing action would not be 
ftigniticaiil and does not warrant the 
I preparation of an Fjivironmental Impact 
I Statement. Accordingy, it has been 
i determined that a Finding of No 
I ^gnificant Impact is appropriate. The 
Ibivironmental Assessment is available 
for public inspection and copying at the 
Commlsaion's Public Document Room, 
17171! Street. N W„ Washington, D.C 
I Copies of ihe Environmental 

Assessment may be obtained by calling 
(301) 427>4510 or by writing to the 
Uranium Fuel Licensing Branch. Division 
of Fuel Cycle and Material Safety, U.&. 
Nudear Regulatory Commission, 
Washington. D C 20555 

Bated at Silver Spring. Maryland ihU 13lh 
wy of February. 1985. 


Fur the Nuclear Regulatory Conuniatkm. 
W.T. Crovr. 

AclingXJiitff Uranium Fuel Licemtng Branch, 
Di vision of Fart Cycle and Materia! Safety, 
ISTMSS 

|FR Doc. 86-4277 Filed 2-20-85; 8:45 am) 
MJJNO coo€ fsao-ai-« 


(Docket No. 50-289 OLA (Steam Generator 
Repair)] 

Metropolitan Edison Co. (Three Mile 
Island Nuclear Station, Unit No. 1); Oral 
Arguntent 

Notice is hereby given that, in 
accordance with the Appeal Board*s 
order of February 14.1985. oral 
argument on the appeal of intervenor 
Three Mile Island Alert from the 
Licensing Board*s October 31,1984 
initial decision and the intervener's 
December 10.1084 motion to reopen the 
record w ill be held at KkOOo.ni. on 
Wednesday, March 27,10B5, in the NRC 
Public Hearing Room, Fifth Floor, Easi- 
West Towers Building, 4350East-West 
Highway, Bethesda, Maryland. 

Dated: February 14.1966. 

For the Appeal Board. 

C. lean Shoemoktr. 

Secretary to the Appeal Board, 

|FR Doc. 86-4273 Rled 2-20-85c 8.45 am] 
siujpio cooe r s ss si w 


(Docket No. STN 50-4641 

Commonwealth Edison Co. Byron 
Station, Unit No. 1; Issuance of Facility 
Operating License 

Notice is hereby given that the U.S. 
Nuclear Regulatory Commission (the 
Commission or NRC). has issued Facility 
Operating License No. NPP-37 to 
Commonwealth Edison Company (the 
licensee) which authorizes operation of 
the Byron Station, Unit No. 1 (the 
facility), at reactor core power levels not 
in excess of 3411 megawatts thermal in 
accordance with the provisions of the 
License, the Technical Specifications 
and the EnvtronmenUl I^lection Plan. 
The issuance of this license was 
approved by the Nuclear Regulatory 
Commission at a meeting on February 
12,1985, and it supersedes the License 
for Fuel loading and Low Power Testing. 
License No, NPF-23, issued on October 
31.1984. 

Byron Station. Unit No. 1 is a 
pressurized water reactor located in 
north centra] Illinois. 2Vk miles east of 
the Rock River, 3 miles south-southwest 
of the town of Byron, and 17 miles 
southwest of Rockford. Ulinols. The 
station is within Rockvule Township, 


Ogle County, lUinob. The license Is 
effective as of the date of issuance. 

The application for the license 
complies with the standards and 
requirements of the Atomic Energy Act 
of 1954. as amended (the Act), and the 
Commission's regulations. The 
Commission has made appropriate 
findings as required by the Act and the 
Commission's regulations in 10 CFR 
Chapter I which are set forth in the 
License. Prior public notice of the 
overall action Involving the proposed 
issuance of an operating license was 
published in the Federal Register on 
December 15.1978 (43 FR 58659). 

The Commission has determined that 
the issuance of this license will not 
result in any environmental impacts 
other than those evaluated in the Final 
Environmental Statement and the 
Assessment of tlie Effect of License 
Duration on Matters Discussed in the 
Final Environmental Statement for the 
Byron Station, Units 1 and 2 (dated April 
1982) since the activity authorized by 
the license is encompassed by the 
overall action evaluated in the Pinal 
Environmental Statement. 

For further details with respect to this 
action, see (1) Facility Operating lucenso 
No. NPF-37. with Technical 
Specifications and the Environmental 
Protection Plan: (2) the report of the 
Advisory Committee on Reactor 
Safegua^. dated March 9.1982; (3) the 
Commission's Safety Evaluation ReporL 
dated February 1982 (NUREG-0B78), and 
Supplements 1 throu^ 6; (4) the Final 
Safety Analysis Report and 
Amendments thereto; (5) the 
Environmental Report and supplements 
thereto; (6) and the Final Environmental 
Statement, dated April 1962. 

These items are available for 
inspection at the Commission's Public 
Document Room located at 1717 H 
StreeL NW., Washington, D.C. 20555 and 
at the Rockford Public Library. 

Rockford, Illinois. A copy of Facility 
Operating License NPF-37 may be 
obtained upon request addressed to the 
U,S. Nudear Regulatory Commission, 
Washington. D.C, 20555, Attention: 
Director. Division of Licensing. Copies of 
the Safety Evaluation Report and 
Supplements 1 through 8 (NURFjC- 0878) 
and the Final Environmental Statement 
(NUREG-084d) may be purchased at 
current rales from the National 
Technical Information Service. 
Departmimt of Commerce. 5285 Port 
Royal Road, Springfield. Virginia 22161, 
and through the NRC CPO sales 
program by writing to the U.S. Nudear 
Regulatory Commission. Attention: 

Sales Manager, Washington. D.C. 20555. 
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CPO deposit account holders may call 
301-492-9530. 

Dafed at Bi*thes<la. Maryland this 14th day 
of Icbruary 1985. 

For the Nocleur Regulatory Commission. 
B.|. Youngbkwd. 

Chieft Licenkin^ Branch No, /. Division of 
Licensing. 

|FR Doc 85-4275 Filed 2-20-85; 8:45 am) 
mtlJHG CODC 7SS0-ai-M 


(Oochet No. 50-461) 

Illinois Power Co.; Environmental 
Assessment and Finding of No 
Significant Impact 

The U.S. Nuclear Regulatory 
Commission (the Commission) is 
considering issuance of an Order 
pursuant to 10 CFR 50.55(b) to extend to 
construction completion permit date to 
IlUnuis Power Company on behalf of 
itself, and as agent for Soyland Power 
Cooperative, Inc*, and Western Illinois 
Power Cooperative. Inc. (the 
Permittees), for Clinton Power Station, 
located in DeWitt County, 
approximately six miles east of the city 
of Clinton. Illinois. 

Description of Proposed Action 

By letter of August 22,1984, the 
permittees filed a request with the 
Nuclear Regulutory Commission to 
extend the completion date specified in 
Construction Permit No. CPPR-137 for 
the Clinton Power Station Unit 1. The 
action proposed is the issuance of an 
order providing for the extension of the 
latest date for completion of 
construction of Unit 1 from October 1, 
1984 to October 1.1986. 

Need for the Proposed Action 

In the above referenced totter the 
following factors were given as the 
bases for requesting an extension of the 
construction permit date. 

1. A series of stop work orders and 
recovery programs were initiated by 
Illinois Power in 1962 to implement 
corrective action and improve 
construction programs for several areas 
of construction. 

2. An Overinspection Program and 
Record Verification Program were 
initialed by Illinois Power In 1982 to 
verify the quality of construction of 
large portions of CPS. 

Furthermore, the time required to lift 
the stop work orders and complete the 
recovery programs. Overinspcction 
Program, and the Record Verification 
Program was not accounted fur in the 
previous request for an extension of the 
construction permit for Clinton Power 
Station. 


Environmental Impact of the Proposed 
Action 

The FES-CP for Clinton Power Station 
Units 1 and 2 published in October 1974 
and the FES-OL for Clinton Power 
Station Unit 1 published in May 1982 
include an assessment of potential 
evironmental. economic and community 
impacts due to site preparation and 
plant construction, in addition to 
assessments associated with station 
operation. In addition, the (1) staffs 
review of the inspection reports 
prepared by the Office of Inspection and 
Enforcement as a result of periodic 
inspection visits to the Clinton 1 site. (2) 
stuffs discussions with individuals and 
local and state officials held at the time 
of operating license review of the 
station, and (3) comments received by 
the NRC on the Draft Environmental 
Statement for Clinton 1. operating 
license stage, did not identify adverse 
impacts on the environment or the 
surrounding community which were not 
anticipated and adequately discussed in 
the NRC impact statements or which 
were significantly greater than those 
discussed in the NRC impact statements. 

The only effects possibly resulting 
from the requested extension would be 
those due to transposing the impacts In 
lime or extending the total time the local 
community is subjected to temporary 
construction impacts. This, in the staffs 
view, will not result in any significant 
additional impact. Use of site lands and 
waters will not be altered by the 
proposed extension of the construction 
completion date [Lake Clinton reached 
normal pool elevation on May 17,1978 
(FES-OL Section 4.3.1.1) and the Illinois 
Department of Conservation officially 
dedared the lake open for public use on 
August 22. 1979). 

Therefore, the Commission concludes 
that environmental impacts associated 
with construction of the station as 
described in the FES-CP and the FES- 
OL and the Environmental Impact 
Appraisal supporting the extension of 
Construction ^rmit No. CPPR-137, 
Clinton Power Station Unit No. 1 dated 
|une 7.1982 are not affected by the 
proposed extension. Thus, no significant 
change in impact is expected to result 
from the extension. 

Alternative Use of Resources: This 
action does not involve the use of 
resources not previously considered in 
the Final Environmental Statement for 
the Clinton Power Station. 

Agencies and Persons Consulted: The 
NRC staff did not consult other agencies 
or persons. 


Finding of No Significant Impact 

The Commission has determined not 
to prepare an environmental impact 
statement for the proposed extension. 

Based upon the environmental 
assessment, we conclude that the 
proposed action will not have a 
significant effect on the quality of (he 
human environment. 

For further details with respect to this 
action, see the request for extension 
dated August 22.1984, which is 
available for public Inspection at the 
Commission's Public Document Room. 
1717 H Street, N.W.. Washington. D.C.. 
and at the Warner Vespasian Library. 
Clinton. Illinois. 

Dated at BethnAda. Maryland, thli 13ik day 
of February 1965. 

For the Nuclear Regulatory Commission. 
Frank MiragUa. 

Acting Director Division of Licensirg, Office 
of Nuclear Reactor Regulation. 

(FR Doc. 85-1276 Filed 2-2tMI5; 8:45 am| 

OIUJNO COOe TMO-ai-M 


lOockot No 50-410) 

Niagara Mohawk Power Corp^ 
Availability of Safety Evaluation 
Report 

Notice is hereby given that the Offio^ 
of Nuclear Reactor Regulation has 
published its Safety Evaluation Report 
on the proposed operation of Nine Milo 
Point Nuclear Station Unit 2. located on 
the southeast shore of Lake Ontario in 
Scriba. Oswego County. New York 
Notice of receipt of the application of 
Niagara Mohawk Power Corporation to 
operate Nine Mile Point Nuclear Station 
Unit 2 was published in the Federal 
Register on May 13. 1983 (48 VR 21680- 
21681). 

The report U being referred to the 
Advisory Committee on Reactor 
Safeguards and is being made available 
at (he Commission's Public Documeni 
Room. 1717 If Street NW.« Washington. 
D C. 20555* and at the Pennfield Librarv, 
State University College. Oswego. New 
York 13120 for inspection and copying 
The report (NUREG-1047) can also be 
purchased, at current rates, from the 
National Technical Information Servtcr 
Department of Commerce. 5265 Port 
Royal Road. Springfield. Virginia 22161 
and through the NRC GPO sales 
program by writing to the U.S. Nuclear 
Regulatory Commission. Attention: 
Sales Manager. Washington. D.C. 2055 S 
GPO deposit holders can call (301) 492- 
9530. 

Dated at Bethesda, Maryland, thia 15 day 
of February 1985. 
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For the Nudoer Reguletory Commitsion. 
A. Schweooer. 

Chief, Ucenaing Branch Mx Z Division of 
licensing, 

|FR Doc. 8S-4274 Filed 2>20-«5: 8:45 am) 

inuNQ cooc 


SECURITIES AND EXCHANGE 
COMMISSION 

]Rdea$« No. 217S7; FU«d No. 4-280] 

FiNng of Proposed Plan by the 
American Stock Exchange, Inc. 

Fcbniory 13,1985. 

The American Slock Exchange, Inc.. 
FV\mex**) submitted on September 11. 
1984. copies of a proposed plan pursuant 
lo section 19(dHt) of the Securities 
Exchange Act of 1934 ('* *Acl’‘) and Rule 
10d-1(c)(2) thereunder.' The proposed 
plan specifies those uncontested minor 
rule violations with sanctions not 
exceeding $2,500 which would not be 
subject to the provisions of Rule 19d- 
1(c)(1) under the Act requiring that a 
self-regulatory organization promptly 
file notice with the Commission of any 
final disciplinary action taken with 
respect to any person. In accordance 
with paragraph (c)(2) of Rule 19d-1. 
Amex proposes to designate as minor 
rule violationB certain specified rule 
violations under Amox*s two automatic 
froe systems, and requests that it be 
relieved of the current reporting 
requirement regarding such violations, 
provided it gives notice of such 
violations lo the Commission on a 
quarterly basis. According to the Amex. 
the quaiieriy notice for each violation 
would list the rvame of the member or 
member organization, the nature and 
<lale of the violation, the sanction 
imposed, and the date of disposition. 

Amex's minor rule infraction fine 
lysiem and its reporting violation fee 
•ystem are the two systems of fines 
eacompassed by the proposed plan. 
Under the minor rule infraction fine 
system, the uncontested minor rule 


' In StfcvrHJtt Exchange Act Rrlc>aMt No, 21013 
jhwt 1. 1904). 40 FR 23S2S (|UM S 1W4). th« 

■dopted uncndincnU to paragraph (c] 
«^ul# lBd-1 to allow ■al^reguliitory organiiaiiona 
f 1 '0 •uhniil for Commlaalon approval plana 
w tbt abbfeviauid reporting of minor dtaclplinary 
iunciioat. Under the amendmenu any diaciphnary 
•ettoa taken by an SRO againat any penon for 
]^tionof a rule ol the SRO which hna been 
Jwl^afed aa a minor rule viotalUm purauani to a 
Pwn filed with the CommiiaIon ehall not be 
J®»»der»d ‘*nnar for purpoaet of aectltm ietd)(11 of 
Art If the tancUon Impoaed conalsU of a fine not 
42L50Q and the aanctioned pemon haa not 
adjudfcalton. including a hearing, or 
rxhautlad hla admlnlalniti% e remediea at 
lit SRO with reaped to the mailer 


violations included in the proposed plan 
are as follows:" 

(1) Floor decorum violations:" 

(2) The following on fioor/off floor 
operational violations:^ 

(a) A specialist's failure to be properly 
represented at the trading post at 
scheduled times to answer inquiries 
regarding the status of orders and 
resolve equity DK notices 

(b) A specialist's failure to respond to 
inquiries regarding unreported PER/ 
AMOS automated order routing market 
orders ®; 


* Se 0 Stcuritlrt Exchanga Ad Raleaaa No. ITtm 
(August IS. IseO). 45 FR 56318 (August 22.1060) (SR- 
AmM-80-22)L In which the Commission approvi^ 
Amax's proposed nils chango lo rsvtsa its 
proesdurss for the dlipositlon of minor nila 
vtoLattons and to Indudt noo-oomplianca with off* 
floor operational mattars as a minor rule violation. 

* Amex defines floor decorum vhdalioQS as any 

ad or omission which tends to disrupt the orderly 
condud of buslrvess on lu trading fU^ or which 
causes serious interference with the persona) 
comfotl or safety of other persons on the floor. 
Examples of floor decorum vtolaticms include 
running on the trading floor, smoking In 
unauthorized areas, and the throwing of ob)ecta and 
obstructioQS on the floor. The floor decorum 
violations Included in the P.xcHange*s minor rule 
infraction fine system already are exempt from 
reporting ai>der Rule 19d-l (c)(1) Securities 

Exchange Act Release No. 17tM3 (August 22.1S60). 
45 FR S7W (August 29.1080). 

* On Septrmlm 1.1962. the SBC granted an Amex 
request that it be permitted to fUo quarterly reports 
with respect lo its minor operational and reporting 
vioUlions. Sir letter from Michael |. Kulczak. 
Branch Chief. Dtvision of Market Regulation, lo | 
Bruce Fergusao. Assistant Vick President. Amex. 
doted September 1.1962. See cr/ao letter from 
Richard O. Scribner. Pjiecutive Vice IVesident 
Amex. lo Michetl A. dine. Branch QUet Division 
of Markat Regulation, dated August 7,*1961. in 
which Amex requested tlial an exereplion from the 
notice provision of Ruts 19d-1 be granted for 
uncontested minor rule violations covered by its 
exisUng minor disciplinary infraction fine system 
and Us fee system for certain reporting viulstioos. 

By Including this arrangement In this minor rule 
vioUtion plan fUed under Rule 16d-1. Amex 
formaliass the existing agreement with the 
Commission 

* when cumpanson Information b received on 
certain Iransacliona and tha redpisfil bos no 
knowledge of the transaction the oomparisoo is 
•lamped "Don’t Know", l‘*DK"), dated and initialed, 
and the comparison form so stamped is returned 
immediately to the seller. The Amex has facilities, 
and Us rules specify procedures, for the resolution 
of such uncompartd trades as promptly as possible 

* The Post Rxecution Reporting S>*slem r’PER") 
automaticaily routes market orders and reports and 
day market and Limited price odd lot orders and 
reports between mamber firm ofTtces and trading 
poets. The Amex Options Switch System ("AMOS’T 
automatkaliy routes limited price option day orders 
and reports between member firm offices and 
trading posts on the Amex floor. Doth systems are 
designed to Improve order flow and execution 
reporting, and to reduce opersting costs of 
subscribing member organisations. 


(c) Failure to submit option trade 
comparison data to the Exchange by 
specified deadlines: 

(d) Failure to be represented at the 
Exchange's options reconciliation room 
at scheduled times to resolve rejected 
options trades: and 

(e| Failure to provide the required 
options audit trail information on trade 
comparison input. 

Floor governors and exchange 
officials are authorized under the minor 
rule infraction fine system to charge 
members and member organizations 
with floor decorum and operational 
violations and to assess fines ranging 
from $50 for a first offense to $500 for a 
sixth offense. 

Official under Amex's reporting 
violation fee system ^ can impose a fee 
of $50 per day for the late filing of 
reports periodically specified by the 
Exchange. According to Amex, currently 
twelve reports," primarily in the 
financial and market surveillance areas, 
are subject to the system. Under both 
the reporting violation fee system and 
the minor rule infraction fine system, 
members or member organizations may 
plead guilty and pay the fine or contest 
the charge and request a hearing before 
the Exchange's Disciplinary 
Committee." 

Publication of the submission is to 
expected to be made in the Federal 
Register during the week of February 18, 
1985. In order to assist the Commission 
in determining whether to approve the 
proposed plan or institute proceedings 
to determine whether the proposed plan 
should be disapproved, interested 
persons are invited to submit written 
data, views and arguments concerning 
the submission within 30 days from the 
date of publication in the Federal 
Register. Persons desiring to make 
written comments should file six copies 
thereof with the Secretary of the 
Commission. Securities and Exchange 


* Tha Am«x fca syslacn for cartaln raporting 
vtolatioAs ufKlcr Amex Rule 30 was approved by the 
Commlsston in Sacurltlas Exchsnga Act Release No. 
18627 (luna 2t 1962). 47 nt 16190 ()une 28.1962) 
(SR-Amex-ai-lS). 

* Tha following 12 reports are subject to the 
raportins violation fee system: (1) Exam 12 (Report 
of financial condllton): (2) Equity Computation: (3) 
Net Caplla) Compulation: (4) X-17A-5. Part il 
(FOCUS Report): (5) X-17A-5. Part 1 (f-OCUS 
Report): (6) X-17A-5. Part UA (FOCUS Report): P) 
X-17A-6. Part IIA (Short focni FOCUS Report): (6) 
MO 14 and MO IS (Spertaltst flnanclal reports): (9) 
Fonn 96i-C (Reslslened Opttona Trader and 
Specialist Report of orders entered In undtriylng 
securities related to Amex options): (10) Form SO 
(Short Position); (11) 1-RA (Exchange transactions 
loiliated from off-floor): and (12) 1-S (Round lot 
short sales transactions). 

* As noted above, only uncontested vtolaflons 
would be eligible for abbrevisled periodic reporting 
under Amex’s proposed plan. 
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Commission, 450 5lh Street. NW., 
Washington. D.C 20649. Reference 
should be made to File No. 4-260 

Copies of the submission. aD 
subsequent amendments. aU written 
statements with respect to the plan 
which are filed with the Commission, 
and all written communications relating 
to the plan between the Commission 
and any person, other than those which 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C 552. will be available for 
inspection and copying at the 
Commission's Public Reference Room. 
450 5tb Street. NW.. Washington. D.C. 
Copies of the filing and of any 
suabsequent amendments also wilt be 
available at the principal offkre of the 
Amex. 

By tbe Commlsaioa 
John WhoftUr. 

SeentUuy. 

|FR Doc. 85-1217 FIM 2^20-85; 8^45 am) 
eauiis cooc 


IRalma No. 23602; 70-6877) 

Central and Sotrth West Corp. and 
CSW Energy, Inc.; Request of Hon 
Utility Subsiefiary to Expand Additional 
Dotlars 

February 14.1085. 

Central and South West Corporation 
( CSW'*). 2500 San facinto Tower. 
Dallas. Texas. 75222. a registered 
holding company, and its wbolly^owned 
subsidiary. CSW Energy. Inc. 

(**Ener^"*). have filed with this 
Commission a post-effective amendment 
to its appUcafion-deciaratioo pursuant 
to sections 6(a). 7,9(a). la 12(b). and 
13(b) of tbe I^blic Utility Holding 
Company Act of 1935 (**Act") and Rules 
50 (a)(3). 66.67.90 and 91 promulgated 
thereunder. 

In an order dated August 4.1983 
(I ICAR No. 23021). the Commission 
authorized CSW and Energy, inter alia. 
to conduct preliminary studies, 
investigations and research of energy- 
related business and investment 
opportimities. lliese activities were 
intended to focus on such areas as 
steam production, waste disposal, 
communication or load management or 
the development of synthetic fuels and 
solar energy. Energy's budget In this 
regard was limited to Sl.OOOjOOO without 
further Commission authorization. 

Energy is currently approaching the 
$1,060,000 expenditure limitation and. as 
a result. CSW and Energy are requesting 
that they be authorized to spend an 
additional $2,000,000 for further studies, 
investigations and research along the 
same genenil parameters previously 


authorized. The $404X10,000 previously 
authorized for cogeneration profecU 
would not be affected. 

This post-effective amendment and 
any ad^kmal amendments thereto are 
available for public inspection through 
the Coemnissioo's Office of Public 
Reference. Interested persons wishing to 
comment or request a bearing should 
submit their views in writing by March 
11,1985. to the Secretary. Serurities and 
Exchange Commission. Washington, 

D.C 20549. and serve copies on the 
applicanta-declarants at the addresa 
specified above. Proof of service (by 
affidavit or. in the case of an attorney at 
law, by certificate) should be filed with 
the request 

Any request for a hearing shall 
identify specifically the issues of fact or 
law that are disputed. A person who so 
requests will be ootified of any hearing, 
if ordered, and will receive a copy of 
any notice or order issued in this matter. 
After said date, this post-effective 
amendment as it may be amended may 
be granted and permitted to become 
effective. 

For the Commission, by rhe Division ol 
Investment .Vldnagement pursuant to 
delegated authority. 

)ohn Whoalor, 

Secmkuy, 

|FR Doc. 85-4215 PHed 2-20-85:8:45 am) 
MJJM cooe tova-OY-ai 


IRefesse Na IC-14373; F6e Na 812-5975 

AppflcatkHi and Opportunity for 
Hearing; the Commonwealth Group, 
Inc. 

February 13,1965 

Notice is hereby given that tbe 
Commonwealth Group, Inc. 106 

North Adams Street Rockville, MO 
20asa and its investment adviser. 
Commooweallh Capital Management 
Inc. ("CCM") (cotiectively. 

"Applicants"), filed an application on 
November 8.1964. for an order of the 
Commission, pursuant to section 6(c) of 
the Investment Company Act of 1840 
(the "Act"), exempting Applicants from 
sections 2(aM32). 2(8)(35). 22(c) and 22(d) 
ol the Act and Rules 22c-l and 22d-l 
thereunder. AH interested persons are 
referred to the application on file with 
the CoiDjniasion for a statement of the 
represenlatioRs contained therein, 
which are summarized below, and to the 
Act and rules thereunder for the text of 
the applicable provisions. 

CCI. a Maryland corporation, is an 
open-end. management mveatment 
company registered under the Act. CGI 
presently consists of the Bowser Growth 
Fund Series, a nO'toad series, and two 


new series, the Nicholaon Growth Fund 
Series and Newport Far East Fund 
Series. The Nicholson Growth Fund 
Series and Newport Far East Fund 
Series and any additioDalCCl series for 
which CGI deems it appropriate will not 
operate as no-load aeries (collectively, 
the "Series"), bi such Instances. CGI 
proposes to assess a contingent deferred 
sales charge on certain redemptions of 
its shares and waive the contingent 
deferred sales charge with respect to 
certain types of redemptions. 

Applicants propose to assist in 
financing the distinction of shares in 
each Series pursuant to a plan for such 
Series adopted by the Series under Rub 
12b-l under the Act (the "Plan"). 
Applicants assert thm each Plan was 
approved by CGFa Board of Directors, 
including a majority of the directors who 
are not interested persona of CGI as 
defined in the Act. Each Plan may be 
different from and will operate 
independently of any Plan atlopted by 
any other Series of OGL AppHcants 
state that the Plan provides that the 
Series may incur certain coats which 
may not exceed a maximiun amount 
equal to 0.3125% of the Series* averagi* 
daily net assets for any quarter elapsed 
after inception of the PUn. Amounts 
paid under the Plan may be paid by the 
Series's principal underwriters as 
commitaiofia to dealers for the sale of 
Series shares tinder the Plan. Applicants 
represent that it Is expected by the 
Series that the amount pak) by a Senrs 
under a Series' Pian will compensate its 
underwriter or distributor for the 
payments, other coats and reaaoiuibie 
profits for its distribution efforts over s 
period of years. In order to reimburse 
the principal underwriter of a series for 
certain expenses relating to the sale of 
its shares when such shares are 
redeemed prior to bearing a fair share of 
the Series* distribution costs. Applicants 
propose that a contingent deferred sales 
charge be imposed at the time of 
redemption of certain shares within four 
calendiar years after their purchase. 

Applicants represent that the 
contingent deferred sales charge is a 
declining percentage of the lesser of tbe 
net asset value of tbe shares redeemed 
or the total cost ol such shares. No 
contingent deferred sales charge would 
be imposed when the investor redeems 
amounts derived from (1) increases in 
the vahie of his account above the total 
cost of such shares doe to increases hi 
the net value per share. (2) shares with 
respect to which no oommissioD was 
paid upon issuance, including sharps 
acquir^ through reinvestment of 
dividend income and capita! gains 
distributions, or (3) shares held in all or 
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part of more than four consecutive 
calendar years. 

When a contingent deferred sales 
charge is imposed. Applicants state that 
the amount of the charge is: 4% of 
amounts redeemed during the calendar 
year of purchase: 3% of amounts 
redeemed during the calendar year after 
the year of purchase: 2% of amounts 
redeemed during the second calendar 
year after the year of purchase; and 15^ 
of amounts redeemed during the third 
calendar year after the year of purchase, 
and that no contingent deferred sales 
charge is imposed on amounts redeemed 
thereafter. 

In determining whether a contingent 
deferred sales charge is payable and. if 
10 , the percentage charge applicable. 
Applicants will assume that shares held 
the longest are the first to bo redeemed. 
No contingent deferred sales charge will 
be imposed on exchanges of the shares 
between funds or series which have 
adopted similar Plans and for which a 
series’ underwriter also 8er\'C8 as 
underwriter. Moreover, when such an 
exchange is made, the calendar year of 
the purchase of the original series 
shares shall be applied to determine any 
future contingent deferred sales charge. 

Applicants note that a Series may sell 
its shares to certain employee benefit 
plans ("Eligible Benefit Plans”) at net 
asset value without the Imposition of a 
contingent deferred sales charge. A 
shareholder also may receive a credit of 
a contingent deferred sales charge 
previously deducted through the 
reinvestment privilege offered by CXll 
and shares of a series may also be sold 
without imposition of a contingent 
deferred charge to certain directors, 
officers and employees of CGI. its 
investment manager or investment 
counsel, its underwriter or distributor 
and certain of their affiliates. 

Applicants state that an Eligible 
Benefit Plan Is an arranuement available 
to employeea of an employer (or two or 
more affiliated employers) having not 
lets than l.OOO employees at its 
inception, or an employer who provides 
for purchases through periodic payroll 
deductions or otherwise. There must be 
at least 100 initial participants with 
amounts investing or invested in shares 
of the Series or, any other Series or fund 
for which the Series* principal 
ooderwriter or distributor acts as such 
wider a similar arrangement. The initial 
purchase by the Eligible Benefit Plan 
and prior purchase by or for the benefit 
of the initial participants must aggregate 
001 Iws than $25,000. Subsequent 
purchase must be at least $10 per 
account and must aggregate at least 


Applicants stote that a shareholder 
may elect to reinvest any port of the 
proceeds of a redemption of shares of a 
series receiving a credit for any 
contingent deferred sales charge 
previously deducted if such an election 
is made within 30 days of the 
redemption of such shares. The calendar 
year of the purchase of such shares 
acquired by reinvestment, for purposes 
of any future contingent deferred, sales 
charge, is assumed to be the year such 
shares were originally purchased. The 
number of shares credited upon 
reinvesting the proceeds will be based 
on the net asset value of Series shares 
next computed following receipt of the 
proceeds and request for reinvestment 
This reinvestment privilege may be 
utilized only once with respect to any 
shareholder. 

Applicants believe the imposition of 
the proposed contingent deferred sales 
charge is fair and is in the best interest 
of the shareholders, and the proposed 
charge would be advantageous to 
shareholders because it would allow 
shareholders to have greater investment 
dollars working at the time of purchase. 

Notice is futher given that any 
interested person wishing to request a 
hearing on the application may. not later 
than March 8,1985. at 5:30 p.m.. do so by 
submitting a written request setting 
forth the nature of his interest, the 
reasons for his request, and the specific 
Issues, if any, of fact or law that are 
disputed, to the Secretary, Securities 
and Exchange Commission, Washington. 
D.C 20549. A copy of the request should 
be serx’ed personally or by mail upon 
Applicants at the address stated above. 
Proof of service (by affidavit or, in the 
case of an attomey*at-law. by 
certificate) shall be filed with the 
request. After said date an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commisilon. by the Dtxislon of 
Investment Management, pursuant to 
delegated authority. 

|ohn UlMNstar. 

Secretary. 

(FR Doc 65-i210 Filed 2-20-B5: 845 am| 
ItLUNO COOC SOfO-OI-li 


(Release No. 21755; File No. 8R-OTC-SS-1) 

Rling and Immediate Effectivenesa of 
a Proposed Rule Charige of the 
Depository Trust Co. 

February 13,1085. 

Pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934 (the 
-Act**), 15 U.S.C 78s(b)(l). notice is 


hereby given that on February 4,1985, 
the Depository Trust Company (”DTC*‘) 
filed with the Securities and Exchange 
Commission the rule change described 
below. The Commission is publishing 
this notice to solicit comments on the 
rule change. 

'fhe proposed rule change establishes 
additional fees for accepting deposits 
and maintaining long positions in 
certain municipal bearer securities, in 
particular, the proposed rule change 
establishes, a surchare of $1.05 to 
participants maintaining long positions 
in bearer book bonds. The proposed rule 
change also establishes a $0.50 
surcharge for long positions in bearer 
issues which have paying agents outside 
New York City, These fees are in 
addition to existing per issue charges. 
Finally, the proposed rule change 
establishes a $0.65 surcharge per deposit 
for bearer issues that have been 
assigned CUSIP numbers but which 
have certificates without CUSIP 
numbers. This fee also is in addition to 
current deposit fees. 

DTC states in its filing that the 
proposed rule change is consistent with 
the Act in general and with section 
17A(b) (3) in particular. Specifically, 
DTC maintains that the proposed rule 
change will equitably allocate fees 
among DTC’s participants and will not 
impose any burden on competition not 
necessary or appropriate in furtherance 
of the Act 

DTC states in its filing that its 
participants and industry groups have 
expressed interest in increasing the 
types of municipal bearer securities that 
are depository eligible. In response to 
this interest DTC has made additional 
bearer municipal securities depository 
eligible and is proposing these f€^es, 
which have been in effect since January 
1.1985, to cover the cost of processing 
these new issues. 

DTC requested comment on its 
proposed rule change from participants 
in August 1984. Those comments 
generally supported making these 
additional municipal issues depository 
eligible, but questioned whether the 
proposed fees were too high. Based on 
these comments. DTC once again 
analyzed its costs and assumptions and 
adopted lower fees, which are set out 
above. 

The rule change has become effective, 
pursuant to section 19(b)(3)(A) of the 
Act and subparagraph (e) of Securities 
Exchange Act Rule 19b^. The 
Commission may summarily abrogate 
the rule change at any time within 60 
days of its filing if it appears to the 
Commission that abrogation is 
necessary or appropriate in the public 
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interest for the protectk»i of investors, 
or otherwise in furlherance of the 
purposes of the Act 

You can sultmit written comment 
within 21 days after notice is published 
in the Federal Register. That notice it 
expected to be published during the 
week of February It. 1965. Please refer 
to File No. and file six 

copies of your comment with the 
Secretary of the Cocnniiasian. Securities 
and Fxchange Commuaioa 450 5th 
Street, NW., Washington. D.C 20609. 
Mdierial on the rule change, other than 
material that may be withheld from the 
public under 5 562. ia available at 

the Commission's Pubitc Reference 
Room and ol the principal offices ol the 
Depository i’rusi Company. 

For the Ommtwion. by the Dnrition of 
Market ResuiofUm panuanl Hi delegated 
authority. 

|ohn Wboekfr, 

Secretary* *. 

|FK Doc. 85-4^1 Bksd 2-20-a6; 8:46 «ai| 
ttCUNO COOC 


I Reieata No. 21781; 5R-PSE-85-3J 

Pacific Slock Exchange. Inc.; Fittng and 
Order Granting Accelerated Approval 
of Proposed Role Change 

F»»bruary 14.1986 

The Pacific Stock Exchange. Inc. 
f‘PSE*’J 6ia South Spring Stmt Los 
Angeles. CA. 90014. submitted on 
February 1.1985. copies of a proposed 
rule change pursuant lo section 19(b)(1) 
of the Securities Exchange Act of 1934 
(“Act") and Rule 19b-4 thereunder, lo 
permit the Exchange to delist options 
series that have no open Interest The 
purpose of the proposal ia lo give the 
Exchange the flexibility to delist those 
option scries that become inactive after 
the price of the underlying security 
moves substantially away from the 
strike price, thus reducing the 
exchange's operational burdens and 
eliminating the need for market maken 
to update quotes for series that do not 
trade. The statutory basis (or the 
proposed rule change is section 6(b)(5) 
of the Act. 

Interested persons are invited to 
submit written data, view^s and 
arguments concerning the proposed role 
change within 21 days from the dale of 
pubiicatioo of the submission in the 
Federal Register. Persons desiring to 
make written comments should file six 
copies thereof with the Secretary of the 
Commission. Securities and Exchange 
Commission, 450 Fifth Street NW., 
Washington. D.C 20549. Reference 
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should be made to File No. SR-PSE-85- 
3. 

Copies of the submission, all 
subsequent amendments, all w^ritten 
statements with respect to the proposed 
rule change which are filed with the 
Commission and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those which 
may be withheld from the public in 
accordance with the provi^ons of 5 
U.S.C. 552. will be available for 
inspection and copying at the 
Commission's Public Reference Room. 
Copies of the tiling and of any 
subsequent amendments also will be 
available at the PSE. 

The Cooimisston finds that the 
proposed rule change is consistent with 
the requirements of the Act and the 
rules and regulations thereunder 
applicable to national securities 
exdianges and in particular, the 
requirements of section 6 and the rules 
and regulations thereunder. 

The Commission finds good cause for 
approving the proposed rule change 
prior to the thirtieth day after the date of 
publication of notice of tiling thereof, in 
that (he proposed rule change is 
identical to an American Stock 
Exchange, Inc. rule change the 
Commission recently approved.^ 

ft is therefore ordered, pursuant to 
section 19(b|(2) of the Act, that tbe 
proposed rule ^ange is approved 

For the Commissi on, by the Divtf km of 
Market Regulation, pursuant to drtegafed 
authority. 

|ohn Wheeler. 

Secretary. 

IFR Doc 65-4218 Filed 646 am) 

mujm cooi Mis-at-n 


(Release No. 21760; SR-PHLX-84-13) 

Philadelphia Stock Exchange, Inc.; 
Fifing of Amendments No. 2 and No. 3 
to Proposed Rule Change and Oixier 
Granting Accelerated Approval of 
Amended Propoeed Rule Change 

Feburar^* 14.1985. 

On July 11.1984. the Philadelphia 
Stock Exchange, Inc. (* Phlx") 1900 
Market Street Philaddpkla. PA. 19103. 
submitted e proposed rule change 
pursuant to section 19(b)(1) of the 


* Fil« Na SX-A«n-84<S StewUir* fixchai^ 
Act R«Icm Na 24425 Octuiirr 24 IH8i.4ttFR 
41S22. 

* isu&C7airhifiXf9i4i 


Securities Exchange Act of 1934 
(“Act")* and Rule 19b-4 thereunder • 
that would establish a series of Option 
Floor Procedure Advices (''Advices”) 
that are intended lo clarify, interpret 
and consolidate the various options 
trading rules and oporatiocial floor 
procedures applicable to specialists, 
registered options traders and floor 
brokers. The rule proposal also 
establisht's a pre-set fine schedule for 
violations of the Advices, although Fhlx 
has reserved the right to impose higher 
tines and other sanctions if the facts 
surrounding (he violation would warrant 
such action.^ Phlx submitted 
Amendments No. 2 and No. 3. to the 
propotied rule change on November 6. 
and December 31.1984. respectively. 
The Commission is publishing notice of 
Amendments No. 2 and No. 3 in this 
release. 

The most recent amendments to the 
proposed Advices are generally 
technical in nature. Among other Ihlogs. 
the amendments reference, where 
appUcable. the Phlx rulels] from which 
t)ie Advices are derived. 

Amendment No. 2 also proposes 
certain changes to Phlx rules in order to 
conform them to the proposed Advices 
The majority of these proposed rule 
changes are noo^substantive and simply 
clarify the rules so they are consistent 
with the Advices. The proposed ebuRges 
also eliminate certain commentary to 
the PhiV rules that are currently 
contained in other sections of the rules. 

Amendment No. 2 also proposes lo 
amend Commentary in to Rule 1065 
which prohibits a Floor Broker from 
executing discretionary orders. The 
proposed change expands the 
commentary so that it specitically states 
that a Floor Broker cannot leg a 
combination order Cor a Registered 
Options Trader (“ROT*) or accept 
opening or discretionary orders lor a 
ROT who is associated with the same 
member organuation as such Floor 
Broker. These changes are currently 
reflected in the Advices originally filed 
with the Commission. 

In addition. Amendment Na 2 
proposes a rule change that would 
conform Phlx Rule 1037 lo a proposed 
Advice pertaining to a sp4Kdahst's 
liability for miss^ orders on the book 
Under the proposal, a specialist shall be 


* 17 era (ismi. 

* TIm pr opc n a d roU «nd AmcnURMfif N; 

1 weft BiHkMt HI SeconUM Exekenfe Act Rcirtw 
No. 21226 Aagutt 9, ]9t4; 49 fit 32S23. Au^uxi IS 
1984 Ameftdmtitt No. 1. tuboiilted on |uly 24. 1944. 
emended iht lesi o( the propoeed Rue Khedut** m 
ttuil It tpecUkeSy mi tofUi Phix'e Hghi lo Impo^r 
h4sher finet and other tancliomi where etich ee 4 toa 
it werrtnled. 
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held liable for any loss sustained for 
urdera entrusted to him which should 
have been executed when he is made 
aware of the error by 12.-00 noon on the 
business day following the submission 
of the order Under existing rules, a 
specialist is only held liable for 
unexecuted orders if a written requests 
is made by the member organization by 
9:00 a.m. on the business day following 
the day the order was submitted to the 
specialist. 

Finally, among other, things. 
Amendment No. 3 proposes 
amendments to the Advices so that they 
reference the applicable Phlx rules. The 
Commission is publishing this notice to 
<iolidt comment on the amended 
proposed rule change. Persons 
interested in commenting on the 
amended proposed rule change should 
t submit six copies of their comments 
I within 21 days from the date of 

publication of this notice in the Federal 
Register, Comments should be sent to 
the Secretary of the Securities and 
Fxchange Commissioa 450 Fifth Street* 

I NW., Washington. DC 20549. Copies of 
the amended proposed rule change and 
all documents relating to the amended 
proposed rule change, except those that 
may be withheld from the public 
pursuant to 15 U.S.C. 552 will be 
Hvaiiuble for inspection and copying at 
the Commission's Public Reference 
Room. Copies of the amended filing also 
are available at the Phlx. 

The Commission finds that the 
proposed rule change is consistent with 
I the requirements of the Act and the 
I rules and regulations thereunder 
I applicable to a national securities 
I i^xchange and. In particular, the 
I requirements of section 6 and the rules 
I and regulations thereunder. 

I The Commission finds good cause for 
I approving Phlx's proposed rule change 
I prior to the thirtieth day after the date of 
I publication of notice of filing of 
I Amendments No. 2 and 3 to the proposal 
I in that the original proposed rule change 
I was published for comment for over 
I thirty days, no comments were received 
I in response to that publication and 
I Amendments No. 2 and 3 propose 
I technical changes to the Advices and 
I conform existing Phlx rules to the 
I published Advices. In light of these 
I facts, und to avoid the potential for 
I confuifon, accelerated approval Is 
I <ippropriate. 

I . It is therefore ordered, pursuant to 
section 19(b)(2) of the Act. that the 
proposed rule changes be, and hereby 
approved. 


For the Commission, hy the l>i\Hsion of 
Market ReguloHon Pursuant to delegated 
authority, 
lohn WheeUir. 

Secretary. 

(FR Doc B5-4219 Filed 2-20-65; 8:45 am) 
aiUJMO COOC MtO-01-M 


IFIIa No. 1-77691 

Clabir Corp^ 15V»% Subordinated 
Debentures Due December 1,1997; 
Application To Withdraw From Listing 
and Registration 

February 14.1965. 

The above named issuer has filed an 
application with the Securities and 
Exchange Comniission pursuant to 
section 12(d) of the Securities and 
Exchange Act of 1934 ("Act") and Rule 
12d2-2(d) promulgated thereunder, to 
withdraw the specified security from 
listing and registration on the New York 
Stock Exchange. Inc. f'Exchange"). 

The reasons alleged in the application 
for withdrawing this security from 
listing and registration include the 
following: 

(1) Clabir Corporation ("Company") 
has been advised by representatives of 
the Exchange that there has been only 
one trade on the Exchange involving the 
15%% Subordinated Debentures, due 
December 1.1997 ("Debentures") since 
the original listing of the Debentures in 
December 1962. The limited trading in 
the Debentures that has occurred has 
been effected in transactions off the 
Exchange; and Drexel Burnham Lambert 
Incorporated, which has been the solo 
market maker with respect to the 
Debentures, has advised Clabir that it 
will continue to make a market in the 
Debentures after the delisting. Thus. 
Clabir believes that the delisting will not 
result in any loss of liquidity to the 
Debentureholders. and that, therefore, 
the continued listing of the Debentures 
on the Exchange would not benefit the 
Debentureholders. 

(2) As of January 29.1985. thefc were 
only nine holders of record of the 
Delientures and only $9,569,000 principal 
amount of the Debentures remaining 
outstanding. (Clabir originally issued 
$20,000,000 principal amount of the 
Debentures.) Clabir subsequently 
acquired an additional $3,063,000 
principal amount of the Debentures. 

(3) The Exchange will not pose an 
objection to the delisting of these 
Debentures and that, in light of the small 
amount of the Debentures outstanding, 
the limited number of Debentureholders 
and the absence of trading in the 
Debentures, the Exchange would not 
require approval of the security holders 


with respect to the withdrawal from 
listing. 

Any interested person may, on or 
before March 6.1965. submit by letter to 
the Secretary of the Securities and 
Exchange Commission. Washington. 

D.C. 20549. facts bearing upon whether 
the application has been made in 
accoraance with the rules of the 
Exchange and what terms, if any. should 
be imposed by the Commission for the 
protection of investors. The 
Commission, based on the information 
submitted to it, will issue an order 
granting the application after the date 
mentioned above, unless the 
Comniission determines to order a 
hearing on the matter. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

John Wheeler. 

Secretary, 

(FR Doc. 85-4294 Filed 2-20-85:8:45 am) 
aiUJNO COOC 


IFilt No. 1-43441 

Sunair Electronics, Inc., Common 
Stock, $.10 Par Value; Application To 
Withdraw From Listing and 
Registration 

February 14.1985. 

Thc above named issuer has filed an 
application with the Securities and 
Exchange Commission pursuant to 
section 12(d) of the Securities Exchange 
Act of 1934 ("Act") and Rule 12d 2-2(d) 
promulgated thereunder, to withdraw 
the specified security from listing and 
registation on the American Sto^ 
Exchange. Inc. ("Amex"). 

The reasons alleged in the application 
for withdrawing this security from 
listing and registration include the 
following: 

(1) Sunair Electronics. Inc. 
("Company") has determined and/or 
concluded that the listing of its shares 
on the National Association of 
Securities Dealers Automated 
Quotations National Market 
("NASDAQ/NMS") would be of greater 
benefit to its shareholders than its 
present listing with the Amex. 

(2) The issue of withdrawing the 
listing of the Company's shares from the 
Amex was submitted to its shareholders 
by proxy statement mailed on or about 
December 7,1964. A total of 3.307,155 
shares, representing 83% of the issued 
and outstanding shares, were voted in 
favor of delisting the shares with the 
Amex: 110.048 shares were voted 
against delisting. 
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Any interested person may, on or 
before March 8.1985, submit by letter to 
Secretary of the Securities and 
Exchange Commission. Washington, 
D.C. 20549, facta bearing upon whether 
the application has been made in 
acco^ance with the rule of the Amex 
and what terms, it any. should be 
imposed by the Commiasion fur the 
protection of investors. The 
Commiaaioa, baaed on the information 
submitted to it, will issue an order 
grouting the application after the date 
mentioned above, unless the 
Commission determines to order a 
hearing on the matter. 

For tlie CoBUDisskm. b>* * the UivUioo U 
Market Regulufion. pursuant to delegated 
authority. 

|oho WhiMilar. 

Secretary, 

IVK Doc. 85^296 Filed 2<20-8S; 8:4S ami 
mixma cooe •oto-ai'ai 


IRtlease No. 217S9. File Noe. SR-NVS€>84- 
3 and SR-NYSC-64-101 

Self-Regulatory Organization; New 
York Stock Exchange, Inc.; Order 
Approving Proposed Rule Changes 

February 14.1985. 

L Introduction 

On jiinuary 17, and March 19,1984. 
the New York Stock Exchange, Inc. 
(“NYSEl. 11 WaU Street. New York, 
N.Y. 10008. pursuant lo section 19(b)(1) 
of the Securities Exchange Act of 1934 
(**Act") and Rule 19b-4 d^reunder, 
submitted proposed rule changes which, 
if approved by the Commissioa would 
authorize the NYSE Ux (1) Establish an 
options trading program for 
standardized options on individual 
listed stork (‘*NYSE enliy proposal*!;* 
and (2) odopt an expanded version of 
the allocation plan which provides 
procedures fur the selection and 
replacement of stocks underlying 
individual equity options for the existing 
equity options exchanges, i.e.. the 
Chicago Board Options Exchange. 
Incorporated (*XltoE*!, and the 
American (“Amex**!. Pacific (‘'PSH’l. 
and Philadelphia fThlx*! stock 
Exchanges (“NYSE Allocatiun Plan 
proposal*’)* 

*rhe NYSE entry proposal has been 
amended three timer Amendment No. 1 
supplements the Burden on Competition 


• Site F11« No SR-HYSBr-M-X noticed kn 
Sectirttin Exchanffr Act Ri4ra«e No MTS ffanaary 
31. 11IMI. 49 FR 4501 (lehrucy 7. 

< 504 nu Nou SR-NYSK^ta AoCicttI in 
SecufiUet Cxcbange Act Re4c«M No. mozi (Ap«U 4. 
10S4). 4fi FR 14ei6 (A|icil 12. IWMi. 


Section of the initial filing;* Amendment 
No. 2 indicates that the Board of 
Directors of the NYSE approved the 
proposed rule change on February 2, 
1984;^ and Amendment No. 3 prohibits 
persons jointly registered as stock 
traders and as competitive options 
traders from personally effecting 
transactions in an individual stock 
option for one hour after leaving the 
equity floor.* 

In fight of the issues involved In both 
propoi^ rule changes, the Commission ■ 
published a release f *May Release") 
soliciting additional comments on the 
NYSE proposal.* While the May Release 
requested comments generally on the 
NYSE proposal, it focused on three 
principal areas: (1) *rhe market 
information and manipulation concerns 
arising from the NYSI^s status as the 
prlmoTy market for all NYSE listed 
stocks; (2) the future of the Allocation 
Plan, including the competitive concerns 
associated with the multiple trading of 
individual options; and (3) the NYSE*s 
predominance in the equities market. 

In response to the May Release, the 
Commission received letters of comment 
from the four equity options exchanges, 
the Securities Industry Association 
(“SIA"). the U S. Department of Justice 
(‘‘DOf!, and the NYSE,’Comments also 


* SfkQonudly. Ametuimtas No. 1 Indkatet the 
NYSe*t bcliff th4f H« entry into optiani tredins 
wfwld ndvnacn Uie IcfNlative nuindnte eoibocked to 
(he Smnlton Act AmradmciUi of 1S7S r*1*7S 
AmeadinnUs"). Puh. L 94-2S. SB Sut 97 (1975^ for 
tiMxifnvm competiUoa nmons order, nxaong mnrkel 
contort tfid tmoi^ ntrktl m^n. Notiot of 
AnwodBMiM No 1 wet pnbUthod to Stcwiltot 
FAchonai Airl Retonao 20813. mtpro ooto 1. 

* AmtmdoMnl Na 2 wot dtoenttod to Soc u r i t to t 
FAcheoat Act ReltnM No. 20821 (May X 1964^ 48 
FR 19590 (May 8.19S4). Becaute thii amoiidmont 
wte tt d wk n l m natora, it wat not pobltohed 
Mtpamtoly for coamaiL 

* Notiea of Aoiandmatil Na S waa pobtiabed to 
SacuHtiaa EAchaofa Act SeWtta No 21119 (|uly 6, 
19M). 49 FR 28799 (July KV 1981). 

* SecoHrtof exchanga Act Raleatc Na 30821. 

nola 4. to thia RaUoaa. iha Cammtatton abo 
extanded dor ooauMot period on lha prapoaala until 
funa 15.1984. Subaaquantly. xhm Coomiattoa furihar 
extrndnd (hit paruni untU fuly 18.1984. Sacuritlaa 
ExchanM# Act Releata No. 21969 (]una 22.1964), 48 
FR 2M08 {jvne 28.1964). 

*Lattor frooi Robart i ftlmbanafk Praaidant Amex. 
lo Gaorat A. Fitxtinimana. Sacralary. SEC. datod 
Augiiai 1.1984 r Amex latter froia Waller E. 

Auch. diairmaii and Chief EXocutiva Ofllcac. CBOE, 
(o Caonia A. FHaatouBont. deled |uty 27.1904 
("CBOE |idy 27 latlar**). Itfiar frooi Ntcholaa K 
Giordano. Pratident l%U. lo Gaoisa A. 

FlUainunoua. datod )uiy 27.1904 FPhix )uJy 27 
laltor"): lattar fron Nkholat A. Ciordaoa Pratldant. 
Phix. to Richard G. Ketduim. Director. Dlaltioa of 
Market Refulalioa. SEC dated October 29.1984 

October 29 laltor'l: lettor IrcMB )kn CaUashw 
PraakiaaC PSE. to Gaorsa A. Fltxakmaona. deled 
Sepfambar 7.1984 ('TSE lattar'l; latter from Hoiward 
Brenner. Chairman, OpHona and Drrtvattva 
Productf Caeiinlltea. SLA. to Ctorst A. 

Fitratmmoiia. datod Saptombtf 18.1984 (‘^SIA 
leUat*'); letter from Douglaa H. Gtoebitfi^ Deputy 


were received on procedural aspects of 
Conunissloo consideration of the NYSE 
proposals.* 


Asitstant Attorney Canarai DO|. to CeoTRr A 
FitoitoMBOM. datod pmm IS. 1984 rOOf kftont Md 
latlar hum fainaa E. Buck. SactaUry. NYSE, to 
Gaorsa A. Rtxakimuona. datod lane 15.19(H (**NYSF. 
lima is laftarn* 

111 addiitofi. to oonnoettoB with Ha propoaa) to 
bacQina a participant in the Ailocation PIiol lha 
NYSE fobmittad a coannent letter diacuMias the 
background and meriti of the propoaiil Latter froa 
Janaa E Buck. Seoatary. NYSE, to Caofsa A. 
Rtxatoinena. Sacratary. SEC, dated March IX 1t8i 
('*NYSE kUKb U lettar^V 

to tvaluating lha NYSE propoauto the 
Co wH f iti ton a^ ooa a id a red a Phlx rumment toiler 
ftubiDittad wHk raapact to File Na SR-NYSE^a2-2ri. 
a CSOe Utter aobtoitied wlib raapaci to SR>NY8E- 
84>2a, and two tottari atUchad to the CBOE 
comment Urtar on (ha NTSE entry propoaaL See. 
r e tp ac t iaaiy. toner from Nicholaa K Ckirdano. 
Prcuidcat Pblx. to Gooqia A. Fttzamunona. datod 
October 14.1863 FPhU Qclober 14 latter *); latlar 
from Fradeik M. fCrleter. Aaititaa) Canrral 
Co u nof l CBOE, to Shtrfay E Hollto. Arttog 
Secretary. SEC dalad Se^ember 18.19B4 pCBQE 
September 18 kttw^k letlar from Samuel A. 

Alward. Exeoulhre Vice Praaident, NYSE, and Carl 
L Boiton. Chatrmaa Omsollchited QuoiaHon 
OpanUtni Coounlttea. lo foaepfr O. DahaaMd. 
Exacadva Vice PraddeiR. CBOE. dated Marrii IS. 
198R aad lattor from joiapb W. Sulbvaa. PneaidcnL 
CBOE. to Gaorft A. Fitxaimmont, Secretary. SEC 
dated Saplambar 22.1978 to addition, tha 
CammlifSoo alao cnwldanKl a pmrioua oommraf 
latter from Ibo Amex eo the NYSE'e 1877 propoeai 
to commancf optiona tradiog. bacauae the Amax 
toiler raqoaatad iba C^onraitoekiii to incorporate that 
totter by ratotaaoe. Leftor from Robart). Bfrnbawin, 
Preahtoot. Amax. to Gaorsa A. FUiaunmooa 
Sacratary. SEC datad SapCambar 28.1876. A 
•ummary of lha commaotx raevivad. prepared by dte 
Commi$eio8*t atofl. baa baao p4acad to Fda No. SR« 
NYSEr44-X 

*The CoowtlasioB tacMved aeven totteri fma 
Coogra ap oan nKomauiodbig pubAc haarioga on the 
NYSE entry propoaaL Yheaa tottere ware afRoed by 
a loial of i 8 Co 06 r«aamaiL Among other tfatogi , 
Iheae tottert conno wRon peroeived pracodurid 
deflcianr.u*e of the NTSE aubmiialon under aacltoc 
19(b) of tba Act. aa %vai) ao catlaio eubatantiea 
lavuct related to NYSE mrtiy Into tba eiodi opdoos 
marbat Lottcio from |uhn U. DtogulL et oL 
Chairmen. Coomlltaa on Energy and Commerce. 

U S Iluaaa of B c p m e aa ladvaa. to fobn SR. Sbad. 
Cbalmn. SEC. ^tod AupMl 9i and Seplamlier 20. 
1964: totter, from San ota r John Ftolnx. of uL. 
Committee on Bankin6» Itoualng and Urban ABoirx 
US. Senato to Chairman fohn S.R. Shad, daied 
Augnat iL 1884; toitarm from Senator Spactoc 
Approprlauona rmamiitaa. US. Sanaia. to 
ChauTsan Shad, dated Augaat E and Oclobar 18 
1984: totter from Dan Roetenkowaki. CKalrraan. 
Committee an Wayi aad bfaaos. US ftoaaa of 
Repfetentattvaa to ChalroMn Shad, dated Aefaet 
18 1984; and Icitae from Congrefamao Tbomaa M. 
Poglietta. Armed Sendees Commlttea. U.S. Ifouec of 
Repretantalfvea. to Chairman Shod, dated Augnei 
17.1984. 

The Co mml aai M n atoo fo cai ead and conaktorad 
correapoodaBce between tba NYSE, Phlx and 
Congraaeman fohn D. OiogelL cotM:emtog Ibete 
biuea. Latlar from Ivera W. Riley. Executive Vice 
Prot&dent NYSE, to CoagraoMian Dii^ dalad 
Attguat 3a 1964 ('TfYSE Auguet 30 totlar'l. and 
totter fruoi Nkh^e A. Gtorthina Roektont. Fbix m 
Coogreaeasan OafrUL dated October 2 ,1984 
Oclobar 2 totlar"). 














Federal Register / VoL 50. No> 35 / Thursday, February 21. 1905 / Notices 


7251 


fl. Bnckgrotmd 

l ha NYSE ftrsl proposed to trude 
options on individual listed stocks in 
1977.* Shortly after Its proposal was 
lubmitted, however, the Commission 
declared a moratorium on consideratkm 
of ^ xpanisooary options rule proposals 
( 'Mortlorium*') and the NYSE 
proposal together with other 
D^toinsfonary options proposals, was 
vrithdrawn. Tlic NYSE’s 1977 proposal 
differed In many respects from the 
instant NYSE entry proposal The 1977 
filing contemplated ski^y-side trading 
(the trading of individual options and 
the underlying stocks at the same post), 
integrated market making (the trading of 
options and their underlying stocks by 
t^ (>anie specialist), and multiple 
trading (the trading by the NYSE of 
options already traded on one or more 
other exchanges). 

During the Moratorium, the 
CommtssiOfl staff conducted a study of 
the options market (*X>ption8 Study”).• • 
The Options Study examined a numlier 
of options market structure matters, 
including questions associated with 
MYSE entry into the stock options 
market, as raised in the 1977 NYSE 
proposal The Options Study provided a 
discussion of the effects of NYSE entry 
in the context of that 1977 NYSE 
proposal but did not make any 
recommendations regarding speafic 
Commission action on that proposal 
Nevertheless, in the Options Study, the 
Commlssioo stuff suggested that should 
the Commission wish minimize 
competitive advantages (hat the NYSE 
may enjoy as a result of its predamiiiant 
position in the securities markets 
generally and In underlying securities 
particularly,” NYSE entry into the 
Individual listed—stock option market 
might be conditioned, as follows: 

I. NYSE itock and optfoat trading ftnom 
SfouW be distinct and cumpletf!ly oeparated 
hy physicsl barriers: 

t NY5B stock apeuaUsts and registered 
^tor:k market maken would not be permitied 
to tmde options on their specialty stcxdis or 
in which they hold a positUio except 
P^niapa for the purpose of hedging thoii olock 
in accordance with a definitioo of 
oodging that tha Commission has approved;'* 


„ * f ^ ^ SR-NYSCr-77-17, imHIonI in Seatnllet 
Act RvWsm No 11674 (|ufwi 24. Mrri 42 
0taai|lvlyl. 111771 

*• VcwnMoi Fjicluiagr Act Rrliyasc No. tSTSp 
lW> le. tJg7|. 42 pg 30005 j|yjy 2t. \977) 

RegoH of ilw Special Stedy of Uw UpllMia 
Mttrieii lo the Securttles arid Exekaafpr 

Hit. Rrp. No IFCJ. sotK Cons-< !»• 

- ^vgofU. i 1 okould be mlod Ihsl on 

'•waefy 4 , Commu»4oa a pf woved a 

ct«mw» t»y ttw NYSr. to allow for well 
■jjijns SeoidUoa Exchaage Act Rdme No. 21710 
4, ines). SO FR S7oa (K»bru«ry It. laest. 


3. NY'SE stock specialists and registered 
stock market makers w'ould not have access 
to the options trading floor, and NYSE 
options market makm would not have 
access to the NYSE slock trading floor under 
any drciunstanoes. NYSE stock specialists 
and registitred market makers who enter 
option orders and option market makers who 
enter stock orders would be required to enter 
such orders in the same manner as other 
market perticupants who did not have direct 
dcr ess lo the NYSE floor. 

•i Quotation and transaction uifurmation 
Lonccmtng slock and options trading activity 
would be transmitted between the NYSE 
stork and optioni floor only in the some 
manner that it is cunwnliy disseminated 
between the NYSE and the optioni 
exchangi*f; and 

S. The NYSE options program svould be 
maintained os a stporale cost center such 
that stock revenues and inconie coaid not be 
utilised to ouboidhBe optiocis operations.'* 

In December 1970. the Coenmission 
issued the Options Study, without either 
explicit or implicit endorseraeat of these 
suggestions regarding NYSE entry. 
Approximately one year later, the 
Commission terminated the 
Moratorium.**It was not until (antiary 
1904. however, that the NYSE submitted 
another proposal to trade options on 
individual listed stocks. 

lil. Oescriplioti 

A. The NYSE Entry Proposal 

The NYSE has proposed lo amend a 
number of NY*S£ rules to accommodate 
the trading of options on individual 
listed stocks. Transactions on the NYSE 
in stock options would be governed by 
the NYSE’s 700 series rules, the portion 
of the NYSE*s rules that applies to 
broad-based and narrow-based stock 
index options.*^The proposal 
contemplates NYSE partidpation in the 
Allocation Pian.**ln additioa the NYSE 


"Optiocu Smdy. mtpra nntt II. al $023-23 
itootaotos omitted). 

"See SccoriUes Exchansv Act ReleoM Na iSToi 
(March 2tL ISSO). 45 FR 21423 (April 1 ISBOI 
(‘'MoratorliMn TermfnaticMi Rrleow'l. 

■•Sev File No. SR>NYS&a3-23. SeoiritiM 
Exchange Act RekoM Na 19462 (hmuory 2E ISSai 
46 FR 3610 tFrhraaiy 7.1663) and Flic No. SR> 
NYSB>a3'<52. SecunUot Rxchangr Ad RaleaM No. 
20683 (Ptbruary T7.1664). 4S FR 7171 (February 27. 
1964). 

** Aa oolad obo^c. lha NYSEt proposal to 
portidpale in tha opliuna axchangos' ailocalioo 
proevsB wai oodiEcd In FUe No- SR-NY.S£r-S4-ia 
Set note 2 . ouputiL The proposal contomplalod. at 
leool hulistty. iodividitsl stock option trodios on 
those of the sw^n regional holding companiee 
(**Rt1CB*’} ehvcBtrd by Arosriesn Telcphane and 
Telegraph Company os might bo anoratod lo the 
NYSE MB • portidpoot in the Atlocation Plan. 
Aor^rdtogty. on january 9.1064. the NYSE oenl 
lattoTB to each of the four optione exchanget 
rrqiietting inthuiloa in the lottery for optiont on the 
RHC Bfodiui. See. e.g. tetlrr frooi |ohn |- Fhelao. If-, 
Preatdenl. NYSE, lo Robert fMmbaum. Prexldenb 
Amex. dated (anunry 6 . 1064. Thereafter, the 
CoinmiBakin etaff requetted that the exchengeo 


proposes contract terms identical to the 
spedfications for individual listed stock 
options trading on other options 
exchanges.*^The NYSE also intonds to 
apply the same standards established 
by the options exchanges for the 
selection of underlying stocks. 

The NYSE proposes lo use the same 
market structure for its Individual stock 
options program that it currently uses 
for its Index options program; that is. it 
proposes to have a specialist for each 
options contract and to permit the 
registrution of one or nrore competitive 
options traders (“COTs”) for each 
contract.** As indicated above, unlike its 
1977 proposal the current NYSE entry 
proposal contemplates that stock and 
options trading would take place on 
different trading floors, and thus it 
would prohibit side-by-side trading and 
integrated market making. The proposal 
also would preclude a stock specialist 
from acting as either a specialist or a 
COT in individual options on his 
specialty slocks.**In addition, the NYSE 


imrlMupaiiQg ki th* AMocatKifi Roa wiliar rvfraiii 
from coadDclias any further optimu alkicalioo 
prpcwdmgB Of mik* provition for the NYSE to 
partidputa omdifionally In thoov pnpcevdings Sra 
e.g.. Mtw from OopgUa Scarlf. Dvfictor. Dirithm of 
MarkH Roguiatioo, SEC lo Roborl Bimboani. 
Pnmhlent Amox. datrd March 6.19B4 Tbv uplionB 
CBchorigra rwfKmdfd by indicating a wtUingnm 
not lo call any further allocation proco««dtngB whila 
the NYSE profNMal remaiot under cottBlderatJon by 
(be ComntiBBion. See, og., letter from Nichotoa A. 
Clurdann. Fretidenl. Phlx, to OottgUf Scarff. 
Director. Diviaioo of Market RegaUtinn. SRC daied 
March ». ISSC 

Approval of the origioaJ Allocattgn Plan. foiryTly 
•ubmitled by Amex COOK. PbK and PSE. wob 
publiBbed bi SecurlHes Exchange Act Release No. 
1666^ (May 30.1966). 4$ FR 37928 ffuw 1^1 tn 
19S1. tha Allocation Plan hob amended lo provldr 
fur tha repUcement of invuUmSoriJy daliBlc^ 
optiona. In 1982. the Ran wib aiacnded further lo 
deefgnale the Options Ctaaring Corpcinillao os on 
Unpartiol arbitrator to admiiiisler certain aspecta of 
the Ron and lo enable each options rxdsange lo 
select 10 additional underlying Becorltieo. Finally. In 
1684. the Ran was ameiMled to establlBh a randM 
order of allocackon. See Secortllet Cxhcnege Act 
Release Noo. 17787 f April 27.1981). 17833 t. 

1961) , 16464 (February 2.1982). 16493 (February 17. 

1962) . and 20739 (March S 1964); 46 FR 24252 (April 
3a 1981): 48 FR 30450 dune a 19811. 47 FR 7901 
(Febraary 23,1981), 4 T FR 19600 (I4ay S. 1982). and 
49 FR OMO (March 14.1964). respectively 

"The NYSE Indicates that »l fenoratly has 
modeled Its rules covering the tredins of indivtdoal 
bsied-«tock options after the rules of ihs Amex 
applicabhr to such options. See Dlt No. SR^NYSE- 
64-3. Statement of the Purpose of. end Statutory 
Bests for. Proposed Rule Chonfe. section Sfagil) el 
7. 

‘• The Amr.x end Rtlx options msrketB srv 
limilarfy nrgantsed 

**Proposed NYSE Ruts TSOtf)) 60) stetee. in 
pertinent part: *'No equity tpeciaUsI. . may 
register as ■ spedallBt in; (a) A dsss of flork 
optjons cm s stock in which he Is registered In the 
primary market therefore. .** See NYSE Rule 
TSOfaKvl) 











7252 


Federal Register / Vol. 50. No. 35 / Thursday. February 21. 1985 / Notices 


would prohibit individuals jointly 
registered os stock traders and COTs 
from personally effecting transactions in 
an individual stock option for one hour 
after leaving the equity floor. 
Furthermore, the NYSE would prohibit 
electronic communications between 
options market professionals and the 
NYSE equity floor, other than those 
permitted between the other options 
exchanges* Door professionals and the 
NYSE equity floor.** 

The NW^SE further proposes to prohibit 
specialists from ^^popularizing" either 
their specialty options or the underlying 
stocks, orally or In writing.*^ Finally, the 
NYSE would require members to furnish 
books, records and other information 
about their individual stock options 
transactions to ensure that the NYSE 
has access to books and records of 
members and member organizations 
reflecting their activity in individual 
listed-stock options as well as 
underlying stocks.** 

B. The hH'SE Aliocation Plan Proposal 

The NYSE has proposed to adopt an 
expanded version of the current format 
of the Allocation Plan followed by the 
Amex. CBOE, PSE and Phlx. The NYSE 
proposal incorporates all of the 
procedures in the Allocation Plan into 
the NYSE’s rules. The NYSE Allocation 
Plan Proposal, however, would not 
include the current selection 
algorithm.*^ To accommodate the NYSE 
as a fifth participant in the Allocation 
Plan, the NYSE proposes to substitute a 
flve-by-flve matrix similar to the four* 
by-four matrix used by the four existing 
stock options exchanges under the 
current Allocation Plan. 


AmendiTMml No S to PM# Na SR-NYSR-a4- 
9; and SacuHtitt Exiiuinsf; Act RcUfNM No. 21118, 
nolo 5. tapra. 

** Tha NYSE haa a limiUr ruW to plai.« m 
coonecUon with thr trading of ttodi ii>d«> optiooa. 
NY^Rul«r50. 

** Aa daervad by lK« NYSE. tSa term 
"populahtins' av«>ana the iaauance of 
advotliacmenla. market Urttari. aalet Itteratiira, 
reaearch reporta, t>u> or aell recommendaiiaoa or 
any other communication with the public, oral or 
wntUrn. by the apacialbu or a peraoii aaaodaled 
with the ipedaliat and in aoltcitaiion of cuatomam' 
ordera with reaped to any option to which the 
apedatlat i« ragialarod. NY5^ Ruin rsoigh 
amended. Curr^tiy. thia rule permits poptdariaing 
by NYSE opUotia apedaUati with respect to broad* 
baaed todex optlona but not with reaped to induairy 
todex optiooa. 

** NYSF Rule 793. which currently requrlea 
menbara to fumiah booka. rocorda and other 
information about their aecuhtiaa tranaactiona. 
would be amended to toclude individual attx.k 
opt tuna. 

** The aeketion aigonthm is the formula 
ealabUahing the order in which each parliripattog 
exchange ii permitted to adecl itew underlying 
aeruritiea for options trading 


fV. Discussion 

A. Applicable Legal Standards 

Under section 19(bl of the Act the 
Commission must approve a proposed 
rule change filed by an exchange if It 
finds that the proposed rule change is 
consistent with the requirements of the 
Act and the rules thereunder applicable 
to the exchange. If the Commission b 
unable to make this finding, it roust 
institute proceedings to determine 
whether to disapprove the proposed rule 
change.** 

The NYSE stated that both of the 
proposed rule changes are consistent 
with section 6(b)(5) of the Act and that, 
in addition, the NYSE entry proposal is 
consistent with section 6(b)(1) of the 
Act.** In particular, the NYSE indicated 
that the NYSE Allocation Plan proposal 
would *^romote just and equitable 
principles of trade," in furtherance of 
section 6(c)(5) of the Act.** Finally, the 
NYSE stated that the NYSE entry 
proposal "relates to section 6(b)(1) of 
(the Act] in that it will provide a 
regulatory framework for a market on 
the floor in individual listed stock 
options."** and that "this proposed rule 
change will give (he [NYSE| the capacity 
to carry out the purpose of [the Act) the 
rules and regulations thereunder and the 
rules of the (NYSE], and to enforce 
compliance therewith by members. 
Options Trading Right (**OTR") holders, 
and persons associated with members 
and OTR holders."** 

In addition, section 6(b)(8) of the Act 
is relevant to consideration of both 
proposed rule changes. This subsection 
provides that the national sec.'uHties 
exchanges "may no impose any burden 
on competition not necessary or 
appropriate in furtherance of the 
purposes of (the Act).** In its filings, the 
NYSE indicated (hat both proposed rule 
changes would not impose a burden on 
competition. Indeed, with respect to the 
NYSE entry proposal, the NYSE 
"believes that its entry Into options 


•* Sirp Mellon 19tbKl)iB) of the Act 
** Sceflon 6(bl of the Act ptrovidet. to pertinent 
pen. thei an "exchange (muat be] io (Mganixed and 
(have) the capacity to be able to carry out the 
purpotet ol (the Act) and to comply, and . lo 
enforce romplianoe by iti meeabm and peroona 
atoociated with iti memben. with the pfrov’iatont of 
(the Act), the role* and regutationi therminder. and 
the rulea of the exchange . .** and that "(tpie ruiet 

of the exchange are detlgned to prev'ent Cmuduleot 
and manipuUttre acti and pructtoea. to promote )uAt 
and equitable pHndplea of trade , . . and. in 
genenil. lo protect invteforv and the public 
totereat ** See oedione S{bKl) and S(bKH 
retpectively. 

See Pi)e No SR-NYSE-M-3, Stetemeni of the 
Purpote. and Statutory Botit for. the Pnipooed Rule 
Change. tecUon 3lb) at S 
Id at 9. 


trading advances the legislative 
mandate embodied in the 1975 
Amendments for maximum competition 
among orders, among market centers, 
and among market makers."** 

In contrast the existing options 
exchanges contend that the NYSE 
proposals are inconsistent with the Act 
For example, Amex argued that the 
NYSE proposal was inconsistent with 
section 6(b)(5) because "the proposal 
will enable NYSE floor professionals to 
gain an unfair trading advantage over 
public investors as a result of their 
preferential access to non-public market 
information, and it will substantially 
increase the potential for manipulative 
abuses." ■* Amex also stated that the 
NYSE proposal is inconsistent with 
section 6(bK6) of the Act. in that "it will 
tend to undermine or destroy 
com];}etition in the area of options 
trading and further increase the 
domination of the NYSE over the 
securities markets generally." •* The 
conflicting views of the NYSE and the 
existing options exchanges are 
discussed below in connection with the 
specific arguments raised by the 
commentators. 

B. Market Information and 
Manipulation Concerns 

In (he May Release, the Commissinn 
stated that, "as a primary market for its 
listed stocks, the NYSE attracts far more 
orders and has far more volume in these 
stocks than other exchanges trading 
these stocks." •* The Commission 


Stm Anwntlmaiti No. I. at Z Tha NYSE alto 
•tated that "fipUi propooed nila changr will furthw 
competition by ponnttttng the Exchange lo ottsblnk 
a poifliva. conslruciivo, oompetitivo pretence to thr 
individual litted ilock opiiont market.'" aod that 
"the Exchenge'a etlabli^rmifU of a ttrons. 
rtaponaive individual Uatod olock opiiona market 
will ligniflcaiilly cnhaoce tha effudeticy. 
efTectiveneft*. and reguUltoci of individual Uotrd 
•lock optioni tradin^-«nd ovamJ] optioni maiird 
quality—to accordance with the legitilativa foaU 
and objectivM identified by Ccnsroti and with ito 
practice] conceme of the CQmmitfian.**/(/. 

See Amex lettor. Attachment A. at Z 
** /c/. at Z Aa dUcuaaed more fully below. Ame> 
and Phlx aloo argue that N*YSe entry tolo tha 
•landardixed option* morktia potonlially may 
viniale the federal antitruat Uwi. See note S7. to/ni 

•• Set May Raleaae. tvpro note 4. 49 FR at 19639* 
The NYSE** atatua aa the primary market for ita 
lilted itockx and the impltcattona of NYSE prinuiti 
market atatua vUki'Vla NYSE entry tolo the market 
for •t^utdardized options, has bean diacuaacd on 
•evarnl prior occaetono. Thia ioaue waa flrtt 
diacusa^ in 1977 and IOTA to connection with the 
NYSEa original propOMl lo trade lilted ttock 
option* and the Opiiona Study Set Secoritiea 
Exchange Act Releaae No*. 13325 (March Z 
13S74 Dune 24.1977); and 14SM (|una tZ tSTS): 42 
FR 13009 (March Z 1977k eupro noli 9l and 43 FR 
tehsa (|una 21.1978). respectively See Option* 
Study. Bupra note 11. at 9S3>t02S. On two 
aubeequent occaaiono. the Commlieton osato 
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further noted that. **as a result, NYSE 
floor participants are likely to possess 
sore meteriul market information about 
these slocks than traders on the other 
exchanges.***^ Except for the NYSE the 
cor^mentators uniformly agreed that 
because the NYSE is the primary market 
for its listed stocks, NYSE floor 
pfiiftrssionals have **time and place* *" 
j^dviintages; that is, they are likely to 
possess at various times more market 
tofnrmalioii at an earlier time than other 
market participants. The four existing 
stock options exchanges further 
contended that the informational 
dispart^ between NYSE floor 
professionals and their floor 
professionals translates into a 
cumpetitfvs advantage for NYSF. 
partidpsnts. *• 

As a result of the time and place 
advantages possessed by NYSE floor 
professionals, several commentators 
sugK<^ted that limitations be placed on 
arnimunicstions between the stock and 
options floors. Commentators also 
suggested that, as a general matter, 
certain trading restrictions may be 
necetsaiy to prevent those floor 
professionals with knowledge of such 
iafomiation from using it unfairly. 

The comments focu^ on the extent 
to which the NYSE slock and options 
floors should be physically separated, so 
at to prevent market makers from 
oioving freely between the two floors; 
the ability of NYSE members to develop 
and iinptemenl private electronic 
communications systems in an effort to 
circumvent NYSE rules prohibiting 
NYSE member access to any non-public, 
material equity market information: 
and the ability of NYSE members to use 
non-public material equity market 
information, such as through the 
affiliatioii of equity and options 
specialist units and the establishment of 
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on an exebange floor fnafiMiiay 
pwiU them lo react virtually inataata i wo ua t y to 
Wi* murkai tniarmallon Ibal Ibay obtain and to 
and ptrhapt rxeaita. Ihair ordam before 
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••y be ptttdidy (Neeemlnal^'* May Releaee. $vpro 
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Ny 27 letter, tupra note 7. at 40. 

Sttr \iti9% letter. lopro note 7. el lOt and CBO£ 
Iwy 27 Irltar. tttpm fiota 7, at ZS 

CBoe july 27 latter ei^pm note 7. at 14; 
tetter, lupta note 7. et 7-S: PhU |uly 27 letiar. 
note 7. atpt,bi October 29 Utler. «|p«J 
w 7, ai 3 ; p 5 ^ Utter. $upra note 7. at X 


reciprocal arrangements between 
various specialist units (e.g.« whereby 
the specialists in different stocks would 
become the specialists in the overlying 
options on each other^s stocks). 

In response to the NYSEs 1977 
proposal, the existing options exchanges 
and the Commission’s staff in the 
Options Study raised questions about 
the need for safeguards to protect 
against unauthorized access to the nun- 
public market information concentrated 
on the NYSE equity floor, and the 
potential for manipulation involving 
access to the NYSE equity floor and the 
use of such information. Indeed, the 
Options Study discussed whether 
precautionary measures might be 
appropriate that would be '^designed to 
minimize competitive advantages that 
NYSE may enjoy as a result of its 
predominant position in the securities 
markets generally and in underlying 
securities particularly."^* 

The NYSE does not dispute that its 
stock floor professionals may have 
access to market information that is 
unavailable to other market 
participants, or only is available on a 
delayed basis.^ * Instead, the NYSE's 
current proposal attempts to address 
many of the concerns raised in the past 
with respect lo NYSE entry in the 
options market. In particular, the NYSE 
proposal provides^ (1) physically 
separate stock and options trading 
floors (ilaEM no side-by-side trading); (2) 
no integrated market making: (3) no 
electronic communications ^tween 
NYSE options and equity floor 
professionals, other than those which 
arc permitted between the other options 
exchanges* floor professionals and the 
NYSE equity floor, and (4) no 
proprietary trading in an indhidual 
option on an NYSE listed stock by 
jointly registered specialists for one 
hour after the specialist leaves the 
equity floor ("same hour activity"). In 
addition, since 1977, the NYSE has 
developed a five phase operational plan 
for enhancing electronic intra-market 
and inter-market surveillance systems, 
which plan has focused primarily on 
enhancing automated audit trail 
capabilities. Four of the five phases of 
the Plan have been implemented,** 


Aawx Ivtter. Bupro note 7. at Kk Mx luty 
27 Mur. mtpto nor* 7. 4V. and PSE Mlur. fwvo 

noil 7. •! X 

^ Sm OpUocw'Sliidy. utpw iKrt* It. at I0Z1. 

* ‘ NYSajuiu* 15 letter, tupra note 7. at 11-IS 
text aoa>mpen>‘lns nofet 4S-9a infra. On 
December Z7. 19S4. tbe NYSE tent Uw Coiwiteiten e 
letter indicetii^ tbei tbe NYSE expeneooed certain 
delay! aod diflictiltlee in impirmtntitis tbe fmal 
■tajiee ol )!• equity audit trail InplcflieotatkMi plana, 
with the reaidl being that eddillonel ofTorti are 
needed to increeae the utility of the audit trail (or 


In its comment letter on the NY’SE 
proposals, the NYSE described its 
current and anticipated systems for 
automated surveillance of its options 
market, at well as the market for the 
underlying equity securities. Newly 
implemented procedures include the 
ability to undertake surveillance for 
mini-manipulation, pegging and capping, 
marking the close, front-running and 
related activities. The NYSE represents 
that the procedures It plans to 
implement in this area are substantially 
equivalent to those currently employed 
by the existing stock options exchanges. 
The NYSE also states that it has fully 
implemented its options audit trail, 
which will identify the last sale price of 
the underlying stock prior lo any stock 
options trade, the exact time of the 
options transaction,** and the broker or 
trader and the clearing member 
participants in the options transaction. 
The NYSE*8 options audit trail is being 
incorporated into the Intermarket 
Surveillance Information System 
("ISIS") data base, which provides 
NYSE surveillance personnel with 
electronic access to the Intermarket 
Surveillance Croup's ("ISC") data 
files.** 

The Commission believes that the 
NYSEs establishment of an options 
trading floor in a separate physical 
location from the equity trading floor 
should preclude unfair access by NYSE 
options traders to information generated 
on the NYSE equity floor. We also 
believe the NYSE generally has devised 
restrictions that, when combined with 
its present surveillance capabilities, 
slumld be sufficient to frustrate any 
manipulative schemes based on the 
potential to discern material non-public 
equity market information and to effect 


rocouftrueboa aiMi o<h«r MinruilUinou 
purpoMi«5e# teller from Oevid Mercni. Seator Vice 
Prveident. NYSC. to Richufii G. XrldiMm. Diroclor. 
DIvUiob at Murid Segulutioii SEC duUid 
Decembtf 27.1964. The CoaMmiebjo exptete thel 
•ubeUdiie) progrou Moukl be mede be the NYSE to 
deeeJoptfig e complete end opemUocuit equity eudii 
trail btdoNr the etarl-up of trading in Ueied itodi 
oplione. As with the coaownoemeot ol other new 
option! programfl. iKie Order maket the eotaaJ etart* 
up of the NYSTi liiltd itock optiooe program 
conttjigeot oo completion of an adequate 
■urveitlance program. See note IIX infra. 

** See lime 15 NYSE Idler, tmpra note 7. at 6. 
Currently, tha NYSE'* optiooi audit trail capluree 
the index vahice with respect lo NYSE iratM mdex 
option! id at a 
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new sytioma would enable eurx’dllance of related 
stock tad options trading ecitvity by combining 
information from its sto^ and opiiocii audit ireai. 
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a transaction in the derivative market 
prior to public dissemination of the 
equity market Information. 

Although internal access between the 
NYSE stock and options floors is 
possible, the Commission believes that 
the floors are sufficiently separate that 
there should not be meanin^d time and 
place advantages derived from the 
physical proximity of the two trading 
floors.^• Indeed, the Conunission 
believes that physical access between 
the two floors generally should be no 
faster, and in fact could be much slower, 
than utilizing the electronic 
communications links currently in place 
between the communications links 
currently In place between the NYSE 
stock floor and the floors of the existing 
options exchanges Moreover, the 
NYSE*8 proposed prohibition of 
electronic communications between 
NYSE options floor professionals and 
the NYSE equity market, other than 
those permitted between the other 
options exchange floors and the NYSE 
equity market, should ensure that NYSE 
options participants do not enjoy any 
unique informational advantages. In 
specific instances In which material, 
stock market information becomes 
available to options exchange floor 
traders (or others) before its general 
dissominution, the various securities 
markets, including the NYSE, already 
have frontrunning and related 
proscriptions in place designed to deal 
with those situations.'*’ 


lit Ihu rrtiard, itMT NYSe cW^enbm tbi! Ittciitioo 
t)l Ilf opiiont noot toi Ilf ftAt#flnen! of thw 
pufpoM aiul b«tl« of Uw prepoood ruk cha oka. bol 
not •(MrJflt.ally In Iho lexi of \)m propoiol Becoufe 
the wporAtion of Hi stoc^ «nd optioni floort la • 
critiail olrmirnl In Iho NYSE propoaol. «f?>> derltlofi 
by thr NYSE to cbAnge tb« ki^tkia of the opUoiis 
trading floor rrUiiv* to tht stock trodins floor, or to 
mudifjf thr in««fu uf acotoa botwoen ih«^ would 
rrqutnt submiffion of • pmpo«w5 rulf chanpi* und«r 
w*ctiQn t9(b| of the Act. 

Srittllirly. OQ) coocluded lluit. Although an 
NYSE o>efnb«r may. on ocoMion, be able to obtain 
information on fbe ftock trading floor, and lh«*n 
watk lo (he opUoni floor to act on that InfnrmatlotL 
lha fitoailnn la vtrtnally tire fame—In lerma of time 
and place •dvanlagof—at If lh« NYSF. member 
called a colleague on the CBOR floor lo execute a 
trade. tX>} letter. 0 upro note 7. at IS 

Avt. r|f.. NYSE Rule EIS Ai a aeparate maltor. 
the CBDE also eipretfad oonrem that "th^ are a 
vanely of ways In whirJi communication tyatoma 
could . . . nreumvent tlmilftioni of the type 
furrenily In rffccl on ihit opllana exchangrt. , " 

(30K |uly 27 lettar. Mupro nota 7. at 28-3S. Tht 
Coounitfiati doe« not doubt that there exift 
lechnotogirf that would pertnll contact brtwren the 
NYSE flock and optiona floort in a manner not 
prefenti> permitted between the NYSE Hook floor 
arvd the existing »tO( k optiona ex('b«rrge floora. The 
Cdmmiffioci. however, lioee not view rirrumv antloci 
of NYSE’s communtcaflon reftrirtions a« a 
potentially significant problem, or. for that matter, 
one iltat it necetsertly unique to the NYSE proposal 
Moreos'or. none of the commenlators have 
suggt^H^ that three rules are not capable of being 


In addition to restricting the use of 
various means of communication 
between the NYSE stock and options 
floors, as well as the use of material, 
non-public market information by 
certain NYSE members, the NYSE 
proposes to reduce further the 
opportunity for manipulation and 
market information abuse by restricting 
the trading activity of NYSE members 
who may trade as principal on the stock 
floor. In particular, the NYSE would 
preclude a stock specialist from acting 
as either a specialist or a COT in 
individual options on his specialty 
stocks.** In addition, the NYSE would 
restrict the trading activities of jointly 
registered stock traders and COTs by 
prohibiting these members from 
personally effecting proprietary 
transactions in options on an individual 
stock listed on the exchange, for one 
hour after leaving the equity iioor.*® As 
a related matter, current NYSE rules 
prohibit stock specialists from trading 
options on their specialty stocks, except 
for hedging purposes.*® 

Some commentators considered these 
trading restrictions insufficient lo guard 
against abuse. For example, although 
the amex conceded that the restrictions 
imposed by the NYSE "will help to 
reduce possible abuses.'* it noted that 
"these restrictions will not assure that 
market information gleaned from the 
equities markets is not used to gofn 
trading advantages in the optiona 
markets nor do they sufficiently reduce 
the potential for manipulative activity to 
such a degree as to justify approval of 
this proposal.**** In addition, certain 
commentators contended that the 
NYSE's proposed prohibitions may be 
readily circumvented. For example, in 
their commenter letters. PSE and Amex 
noted, respectively, that "there would be 
nothing to prevent stock specialists from 
adjacent specialist units on the NYSE 
floor from becoming specialists in the 
options of each others' stocks,** or to 
prevent a member from "relaying the 
information (obtained on one floor) to 
his associates on the other floor.***’ 


a!!fon;eil by iha NYSE. AccoHingly. thr 
Commitvirm brllevai that if U ■>afit appropriate lo 
rtly on the NYSfT* •uneilLaoce capahilitlat lo 
maoHa; Hi markrl for tnitancet of each ahuaa, anO. 
if nrr.eiMry. to aUdreii any rule violation! with 
appmpnale enforcement end dienpltiury meaturo*. 

propoard NYS^! Rule 75n(n< 90) and NYSF. 
Rale ritSiaNvl) 

Ameociinml No. 3 to the propoeed rule 
change, and propoiad NYSE Rule TSSIbRiU). 

**Ser»flecuritiei Cxchinsr Act Rcieote No. 21710. 
Mpra nota 12 

** Amex letter, muprv note 7. at ll-ll. 

^ PSE letter, jiipro itnie 7. at 3: and Amex letter. 
9Upra note 7. at 10. 


Furthermore, apparently because of 1 
similar concerns. Phlx suggested that tbt I 
NYSE also should prohibit '*any 
affiliation between options specialist 
units and equity specialist units."** 
Finally, Phlx recommended that NYSF. 
apply the prohibition against same hour 
activity in reverse, so that "a member 
also (would] not be permitted to trade 
any stock on the NYSE equity floor if tht 
member had been on the NYSE options \ 
floor within the previous hour."** I 

The Commission believes that the | 
NYSE's proposed rule precluding a stock 
specialist from making a market in tht* J 
overlying individual stock option should J 
minimize the specialist's opportunitii s J 
to manipulate the market in the optiot.. 1 
By further imposing restrictions on the J 
ability of jointly registered stock tradm 1 
and COTs or registered competitive J 
market-makers to effect transactions in ] 
the options market for one hour after ] 
leaving the equity floor, the CommissMn ] 
believes the proposal adequately limits 1 
the ability of those members to use J 
unfairly any material, non-public market 1 
information they might possess.®® The 
concerns that adjacent NYSE spedahsii j 
might become specialists in options on 
each others* stodca in order to conspire 
to exchange non-public market 
information, or that equity floor traders 1 
might relay information to associate.^ on 
the options floor are not unique to the I 
NYSE proposal. Similar arrangement j 
could be attempted or devised now 1 
involving persons on the NYSE equity I 
floor and the floors of the existing stock 
options exchanges. As noted above, the J 
Commission finds that permissible 1 

communications between the NYSE I 

stock and options floors will not differ J 
materially from those currently * 

permissible between the NYSE stock J 

floor and the existing options A 

exchanges. To the extent such j 

collaborative schemes were attempted j 

under the NYSE's proposal, the I 

Exchange has proposed the same I 

general kinds of surveillance procecluret I 

to detect such activity as the other | 
options exchanges currently have in I 

place. I 

Furthermore, the Commission does j 

not agree with Phlx that the NYSE 1 

should impose upon its members a 
prohibition equivalent to the reverse of 
Amendment No. 3. While the use of 


“rWx |uly 27 leiirr capm iwjit 7. at 4® 

••Tha NYSE has ncH. howivar. Imlitatad S 
will ipeciflciUy monitor conpbanca witk Ihu 
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CommiMion hai comlitloned conamencami’iU of 
trading on thi* lubmiMHin of an adequair 
•urvcillancc program lo rnforxr compliance witti 
thli pruhibiiiisii. 
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Material non-public options market 
formation would violate NYSE rules in 
ctrlain circumstances, it is questionable 
whether a one-hour restriction on 
options trader access to the equity noor 
a a necessary prophylactic to prevent 
abuse. Historically, the options 
surveillance programs of the self- 
rrjtulatory organisations FYRO's* *') and 
the Commission have been geared 
toward detecting individuals with 
material, non-public information about a 
nock seeking to use that information to 
profit on a leveraged basis by trading 
options, not the reverse. The possibility 
cannot be dismissed that transactions in 
Itbe options market could materially 
iHinflucnce the price of the underlying 
Hitock and therefore that knowledge of 
Hnch transactions before public 
Hdissemination could be exploited. At the 
Hsaine time, experience over the last 
Hdecade of options trading does not 
Hsupgest that such opportunities are so 
Hlrequent or so significant that reliance 
Hon a prophylactic measure, as opposed 
Hto ending surveillance efforts, is 
Hneedcd to address this concern. 

NYSE Participation in the Stock 
^MAHocatfoa Plan 

H The NYSE proposes that, upon its 
Hentry into the individual stock options 
Hmurket, it will participate in the Stock 
HAilocation Plan. ^ Nevertheless, in the 
^■May Release, the Commission, as part of 
Hits ongoing efforts to monitor the 
Hoperation and effect of the Altocation 
HPIan. solicited comment on two 
Haltcmative types of market structure; 
HMuItiple trading and the exclusive 
H trading of stock options contracts by 
Heach exchange pursuant to an allocation 
Hscheme. Most of the commentators 
H addressed both trading environments. 
Hand many of these comentators urged 
■that, if the NYSE is permitted to trade 
Httock options at all. it should be through 
participation in a slock allocation 

Hplan. 

H The Amex. CBOE, Phlx and the SIA 
Hopped NYSE entry in a multiple 
^■trading environment.'* As a general 
■matter, these commentators suggested 

■ that multiple trading based on the 
■existing trading facilities for options on 

■ mdividual stocks is likely to create 
■market fragmentation and unfair 

■ competition. Regarding NYSE entry, the 
■commentators were specifically 
■^cemed about: (1) llie informational 
^■disparities and manipulative potential 

■ wsoclated with the NYSE’s primary 

■ Securtllw Act RelmM No. 30013. 

***^ Seewriliet Exdi«figr Acl Rrtmike 
aro. Kitpra note 2. 

^ Muy RrI«4BiT. gvpnt nok 4. 

’ht. Ameii Irller. Muftra note 7. al 3t>22. 


market status for ail of its listed stocks: 
and. (2) the predominace of the NYSE in 
the equity markets, as reflected by the 
NYSE's superior resources, including 
equity market assets, revenues, trading 
volume, sophisticated internal 
communications and order routing 
facilities, and control of key industry 
facilities.** The PSE did not specifically 
address the issue of NYSE entry in a 
multiple trading environment because of 
its view that procedurally, the issue 
was not before the Commission at this 
time.••'The NYSE also has made clear, 
in correspondence with the Commission 
and the Congress, that it is not seeking 
to multiply trade individual stock 
options but rather to participate in the 
existing Allocation Plan.*^ 

The commentators asserted that, 
should the Commission approve the 
N^SE entry proposal, the NYSE should 
participate in an allocation plan. *1110 
comments varied, however, as to the 
most appropriate method of allocation. 
Three commentators expressly 
recommended that the current pro-rate 
scheme for allocation be maintained.^ 
One commentator suggested that the 
Commission should consider weighting 
the allocation scheme to favor new 
entrant8.**Two comentators suggested 
that consideration should be given to an 
allocation scheme which is weighted in 
favor of the smaller options exchanges. 

** Finally, in the May Release, the 
Commission sought comment on a third 
alternative designed to lake into account 
the relative mariiel shares of the options 
exchanges.** 


Tttut accamponying noitt infra. 

•Sfw PSE gupra note 7, «l 1. 

** lwelt«r from John L McConiirU. Senior Vice 
President. NYSE, lo Riduifd T. Quite. Atsociett 
Director. Division of Merkel Reguiolioa SEC. deled 
Augtisl 30 1984. etiBcbine tetter from fonn |. PhetaO. 
fr., Qiairnuin. NYSE, to the Honorable |ohn D. 
Din^elL ChaimuiD. House Rnervy and Conmerce 
Coouniltee. US. House of Representatives, deled 
August 30 1964. 

*THe SIA. Ameii and NYSC suggested this 
formal. Essentially, this would be ■ conlinuetion of 
the currmt pro-reti method ol allocatioa. See SIA 
letter, $upro note 7, el Sc Amex letter, gupra note 7. 
el SO end NYSE |une IS letter, gupra note 7, «t SO. 

**rhe DOJ suggested this etlemiitiva. DO| letter. 
gupra note 7. et 9 

^The DO| end Phlx discussed this aliemeUve. id. 
el 9t end Phlx foly 27 letter, gupra note 7. el 49^. 

*Thie suggestion originslly was nuide by CBOE 
in connection with Amex's proposal to ire^ 
nerrow.besed stock index options. May Release. 
gupra note 4.49 Pll el 19603 o. 34. citing, letter from 
Waller E Auch. Chairmen, CBOE lo |ohn S.R. 

Shad. Chairman. SEC. deled August 10 1964. None 
of the Commeotalors, however. UioludJng the CBOE 
addressed this alternative in the instant pracredtng- 


Because of the limited nature of the 
NYSE proposal, the Commission does 
not address today the issues associated 
with multiple trading of options on 
individual listed sto^s. iTie 
Commission however, will continue to 
monitor the existing Allocation Plan 
with respect to options on listed stocks 
with a view toward whether the current 
pro rata allocation scheme should be 
modified. 

In this regard, an evaluation of the 
alternative arrangements for allocating 
underlying listed stocks among the 
participating options exchanges must 
consider the current standardized 
options market structure and the 
competitive consequences of the various 
alternatives for both existing and new 
entrant options exchanges. The 
Commission notes that there appear to 
be only a small number of attractive 
stocks meeting existing options 
exchange eligibility criteria which have 
not been selected as the subject of 
overlying options contracts. As a result, 
new options exchanges may confront 
difficulty In acquiring and/or 
maintaining the same degree of success 
as the existing exchanges have in the 
past, at least with respect to new 
individual listed stock options. 

In the Moratorium Termination 
Release, in which the Commission first 
requested the options exchanges to 
develop a fair and orderly method for 
allocating equity securities for 
individual stock options trading, the 
Commission stated: 

In view of the continuing restriction on 
multiple trading expansion and in view of the 
limited number of attractive new stocks 
which the Commission understands meet the 
current options listing standards, a fair 
method of allocating odditional. . . options 
among the existing options exchanges must 
be formulated.** 

At the time of the Moratorium, 
standardized options contracts were 
traded on approximately 230 equity 
securities. Upon lifting the Moratorium, 
the Commission recognized that there 
were only a limited number of attractive 
new slocks which met the options listing 
standards.*^ Under these circumstances. 


"Moralorlnra Tenninsikm Rolfsaa. gupra note 
14. 45 FR SI 21428. 

*’As todicaled. between the inoefiticM) ol 
stsndsrdised options iisdUig In 1973 end the 
voluntary Moralorlam. ■pproximately 230 slocks 
were selected by the parUdpstlns exchenget for 
individual option trsdins* Only ISO stocks were 
selected from that lime until the present The 
Coomiaslon noted that "the approximately ISO new 
stock options intorduced since the Moratorium's 
termination have not been amoija the most active 
optlona.*' .May Release, gupra note 4. 40 FR at 19693. 
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the Commission concluded that the 
exchanges* determination to allocate 
underlying securities for turn options 
tradine on a pro-rata basis provided an 
equitable method for allocating eligible 
underlying securities. 

The Commission believes that until it 
addresses the issues associated with 
multiple trading, this continues to be an 
appropriate method for allocating new 
options contracts. The situation today is 
substantially similar to that of 1980. For 
example, there continue to be a limited 
number of attractive new stocks. Thus, 
the equal allocation of additional 
options on listed stocks **should assure 
fair and equitable treatment for all the 
options exchange8.*^“The Commission 
questions whether it can accomplish this 
goal by skewing the allocation system to 
favor the smaller options exchanges or 
new entrants. To do to would effectively 
penalize the exchanges with relatively 
larger market shares for their success in 
achieving that position.* 

The Commission believes, therefore, 
that, under the circumstances, 
continuation of the pro-rata scheme of 
allocation is most appropriate. 
Accordingly, the Commission has 
determined to approve the NYSE 
Allocation Plan proposal and therefore 
requests the other options exchanges to 
submit proposals to emend their 
Allocation Plan rules to accommodate 
NYSE entry. 

D. NYSE Predominance 

1. Comments, The May Release 
requested comment on whether NYSE 
predominance in the listed stock market 
is likely to be transferred to an NYSE 
options program. Some commentators 
did argue that the NYSE's predominance 
would give rise to serious competitive 
consequence if it were allowed to enter 
the options market, at least in a multiple 
trading environment. For example. 

Amex stated* 

The NYSE lui s virfus] monopoly on the 
treding of optiom eligible stocks end Has the 
ability to utilize the U^ing edvanteges 
derived from that monopolistic position, 
combined with its vast resources, to gain 
competitive advantages over the other 
exchanges in the options markets. Moreover, 
there Is every reason to believe that if will 


**Mor«torlum Termitmtloa RrlrsM. Mpro mjte 
14. 46 FK at ai4Ja. 

** At the same tiiae. the CommlaiMMi does not 
believe it It ep pre p riete to wnght the ettocenoii 
tcheme In favor of the Urser exchanges. Thla would 
preeerve the markM eheie of the tarsesl opitoaa 
rxchaiiaes. a leeuit ed iiex ed m perl beteeae they 
were the ftret exchangee to trade oplione and Ihoa 
were eble to select the moat etiraettve aoderlyifif 
•ecerillet. Such a adiema alto weald praciade die 
entry ef new penidpamfl fie* organizatUma with 
zero market there). Suv DO) lettec. anpro note 7. el 
9 . 


fully exploit these advnntam If given the 
opportunity to multiply trade opfiotu.^ 

Similarly, C60E stated that **|i]f 
multiple treding were ever permitted, 
and Che NYSE could participate, NYSE's 
historic and present monop^y position 
in the trading of its listed sto^ could 
create competitive burdens and abuses 
which axe unnecessary and 
inappropriate because the 

NYSE dominates slock trading as 
measured by trading volume, market 
share, assets, revenue flow. prcEts, pre¬ 
tax income, and market making 
capital.'’^ 

Moreover, commentators suggested 
that the NYSE may not only be able, but 
willing, to use its resources in an 
anticompetitive roanrier. Among other 
things, commentators cited the following 
NYSE activities: ^ |1| Engaging in 
^massive advertising and marketing 
programs** in cxmnectioii with 
implementatkio of NYSE's futures and 
options markets; (2| hiring additional 
personnel from the existing options 
exchanges (i>., trading and marketing 
talent); (3j offering free memberships 
and low (or no) coat executions and 
services for existing optiocM products; ^ 
(4| using the sophisticated el^tronic 
communications systems developed in 
connection with the stock markets for 
options transactions; * and (5) 


Amex Uttar, m ^ w note 7. at 21-22. 

" CBOe Inly 27 Utter. Mjpr* iia4« 7, at S. 

At 4-4 SavuIxA CBOa My 27 Uttar. m$pra 
note 7. At IL FNx )uly 27 Utter, §mpfa note 7, al SO- 
SI; and Amex Utter, syprv note 7. «t 4. 

eg. Phfai fnly 27 Utter, mgpro note 7, at S3- 
3S: Aeiex letter, ev/xv note 7. •! Sc eml CBOE My 27 
Utter, ^upra note 7. at 10-14. 

’♦Two oommeniatora—Pblx and CBOE—olio 
addreifted thU iiivf in respooM to a propotod rule 
change by the NYSE to expand lit eq^ty reLatrd 
atttonal^ order-roiiUnx ■yteema |i4t. the 
Deiignaled Order TuffMttnuul r'tXYT*) end Limil 
Order Tumafound f*1J4T*) SyatemA end the 
Openhig Automated Rtpofi Service rOARS”)). See 
FUe TU SfUNYSE-ae-m SpoGiOcAUy. 
coMWeutelofx pointed to Iht NYSE expansion of its 
DOT and LMT Syatema. and OARS, to route 
eUctranicany certain designatad rearkat and Nniil 
orders for Index optUns Erectly lo the apeclaltet 
post for axacaUofi. See Sacurtly Exchange Act 
ReUase No. 21280 iSepterobor S. 1064) 40 KR 3807S 
(September 20.100^ No fee* or onmnuiiien 
cheirgas arc Uvlad on vambar hrms Cor market 
orders executed at the opaoVig and during the day 
though OARS and the DOT Syatem and for the 
imiD^alaly axaculabU iimit oidare handUd by the 
LVfTSysiem. SeeHdx )uly 27 Utter, supra note 7. at 
Me and CHOC fuly 27 letter, supra note 7. at la 

^ In dais oooneOioo. severs) commantainrs 
qiwsttaned the CoountachsB’i etetemant. In the hfay 
ReUaaa. that "the NYSE, tnaloiicslly. has oaad its 
reaourcat for the puspoaaa of Unovalion and 
assuring aflH:Jafi€y In Its ordar*roatin^ exacutioa 
and »nter>aMrkct commonicatioAS aystems in 
connaetton wHh the equities markalt.** May 
RHeasa. aupfo note 4.40 FR et 10804. See. ej.. PhU 
)uty 27 tatter, es^pro note 7. at 41k and CBOE )uly 27 
Utter. Mopra note 7, at 22. See olso letter from 
Itervey L PItl Esq to Edward A. WUson. POIA 
OOker. SKC dated Mr 27.1004 


controlling key industry ocrvicco sui;h m 
the Consolidated Tape Association. 
Consolidated Quotation System, and the 
Options Price Reporting Authority.’* In 
view of these concemo, among others, 
these commenlalors argued that the 
NYSE should be required to operate its 
options program as a separate cost 
center,” as recommended by the 
Options Study.* 

In addition, commentators expresu^ 
concern that, as a result of the NYSFTi 
predominance in the slock market, the 
Exchange, or spedaiist firms on the 
NYSE, could establish, either explicitly 
or implidtly, tying arrangements 
whereby member firms would be 
compelled to send options orders to the 
NYSE.* For example, these 
oommentdtom were ooocemed that 
member firms may perceive that there 
are operational and/or pricing 
efficiendes to be gained by sending 
their options and equity orders 
(eipedally combination orders) 
involving the some underlying stock toi 
single exchange.* Indeed, it was 
claimed that even the perception that 
there are such effidendes may enable 
the NYSE to attract options o^r flow 
away from the existing options 
exchanges.*' 

2. Disevrsion, WhsU the Conuntealoo 
recogniies the NYSE’s sobatantial motirezt 
and centra) positioo in the listed slock 
market, the Commission believes the 
concerns over predatory prsclkes ami imUir 
competitive advantages as a result of suck 
NY^ predoainanca have little relevant^ is 


’♦Tht CUwunUwoo notes thal tka aKtetlnK oftiiW 
excha n g w have uiuUriakua ocflaio sl ia iUr 
praciicet abaultantoualy with the hapUawn*'«tMad 
their mpective new oplKMta markets For exxiBpU 
Amax bnplemented an avtoaMted order fouteif 
•yetem for certain oomU optlooa ordera baa«t) w^S 
ill equity order^oalins lyiiem. siniiUr to lh« 
NYSEa Securities Exebeoge Acl ReUase Noa 
21058 riwM 29531 Otioe 21.1»«) 

(equily). and 214#1 (Odober ST 10S4), 40 FR 44571 
(November 7.1984] (options) See 8acur1i>e« 
Exchaiqw Ad ReUaee Noe. 20B11 fAprU 1 IWUf 41 
FR 130)2 (Apn) 0.1004) (CBOE). and 10774 (kU7 U 
10S3), 48 PR 2707S tjune 17.1083) fPblxJ. In aikfitid 
when CBOE Hm ooaa nenoed tradteg. it grented U 
virtually to oool pennancnl noasberxhips lo si 
existing aAd future memben of the €2dcago BoM 
of Trade. Sea Securities Exdienee Act Reirsst Ns 
2fVm (September m IM). 48 FR 4S752. at 43751U 
(SepterobW OS, 1003). hi ita oocmuant Utter. CBOl 

fhstinguishad these Inslaooes from the NYSTs 

alUfed anticompeUtive activitiae becaaae the KVS 
was providing axMoaubtidies out of **Ssonop^ 
revenues. CBOE |u)y 27 Utter. §vpro note 7. 

32. The CoonuUsion nolaa. iMwever. that for eON 
a handful of iadhrUiaal olock opuona cl as s e s tke 
options exukaagee have compUte teonop o i^rx 
Phlx )o)y 27 letter, supra note 7, at 22: CBOE 
)u)y 27 Utter, supro note 7, at 27. 

**Optionf Study, sapro note 11. at tOZ) 

••OlOr. )«b 2^ •‘dJW iKJle 7. It e en^ 

^See, as- CBOE )uiy 27 lefter. supnf note 7. at S 
and Amex letter, supra note 7, ot 14. 

•* Ame* Utter, eu pro note 7. at 14. 
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All fiovironmcnt in which multiple trading in 
not being expanded. As noted above, the 
NYSE proposed, and the Commission Is 
Approving. NYSE entry into the standardized 
cptions market for individual securities on 
rhc basis of its participation in an amended 
version of the Stock Allocation flan. As a 
mult the NYSE will ba authorized to trade 
only a small number of listed stock options.** 

None of those options would overlie 
slocks on which the other exchanges 
also are trading options, limiting 
dramatically the opportunities to exploit 
utifairiy any of the alleged competitive 
cidvantages the other commentators 
have noled^T^e NYSE could at most 


** la this comtccUon. the CouunMou does not 
Aftct with the PhU*s oocittntion (si wrIJ CBOEi) 

iKaL in view of the NYSEs rxpnn preference for 
optiuM multiple trediAs (ete NYSR lone IS letter, 
fttpra note 7. it l»>a>l e^ the Uniiicd NYSE 
po^ntiel (or profit in so options pn^gmro without 
■uilUpIs tradins. the NYSE inevitebly mu»t eeek 
multiple tredlng tn order to crvele «n ecofiomlcelty 
vieblt opnoQA program. Phlx July 27 letter, gu/fro 
ootf 7. at 3S n.1. See C80E fuly 27 letter, gupw note 
7. At 2-3; end Amex letter supm note 7, «i 17 n.6S. 
tUther. the CoiiuniMk)ii believes it U reeaoosbie for 
ito NYSE to oonclodt that, in cooiimction with He 
index options program end the poeeibiUty of treding 
opttooi oo ovef>Che*counter secdfitiee [eee 
SeointieA Exchange Act Reteeae No. 20091. 

(Frbruery 211004). 40 FR 76S2 (Mertii 1.1964)). the 
NYSES options program tn»y well ba ancceteful 
ten If Hmited to a Hnail number of Iknttd alock 
optiooa. Moreover, the Cammiiaion. as a geaeml 
meittr, does not beUeve H is appropriate to 
Mtottitfta its ludgnent for the buaioeai )t>dgmeol u( 
ea 5RO whan the SRO dtcidaa to introduce a new 
product 10 long as the product and Its regulatory 
ilrochua is consistent «nlh the purposes of the Act. 
Thus, even If the NYSE seeks to cocnmance trading 
cpbofis on individoal listed slocks In the hope that 
St tome time to the future the Comniaeloo will 
epprova options multiple trading, the Cammiasion 
dot! not believe that the NYSE's dedalon to lake 
such • baaines# risk It inappropriate so king na the 
pruftraa bafore the Coenmistton today la oonatsfent 
widi the purposes of the Act and the progmm’a 
•access or faJura would not otherwise tl^alen the 
NTr'SE'i abthty to fulfill its raspooiihUiUea as an 
SRO. At discuasad mora fully below, we beUeve the 
NYSE i proposal la consistent with the Act and 
would not impair the NYSE*a obllit)* to perform Its 
othtr talf regulatory dutlei. 

to ony event by approving tho NY’SEs proposal 
is heoomt a fifth par^pant to the Allocation Wan, 
Coimmisiton does not intend to addrasa the 
wants of contimitog Indeftnitdy the Allocation Maa 
w^ersaly, even aocepttog (or the sake of afgameni 
ths C(>ntsnttoa that Iht NYSE would operate its 
•tech cptlotti program more tocctssfully In a 

trading environment the Commissioo does 
*0 *>8nal to any way by its approval of the 
» entry propoaal that it has daUrmlned now to 
•Bew the NYSE to multiply trade listed slock 
®Wkjini in the futuri. 

* la the May Release, the Commission requested 
J«^«taiori to addraas whether, in light of the 
failure to dominate the markets for either 
options or index futures, the concern that the 
^TSE would be able to competo unfairly to attract 
^tions order (low. to a multiple trading ooalext 

valid. May Release, swpitr note 4 40 KR et 
CP File No. SR-NYSE-6«8: and Semrlttoa 
Act Releaae No. 20202 (Srptemher 2a 
^ *!*• commcnlalori 

JP***/hal the NYSE la a dominant force to the 
IirKlzli^ index options or todex fulurea. 

some commcnlatora noted that the NYSE 
" w ffoa a failure to these markets. See PhU fuly 
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compete indirectly with other equity 
options exchanges in seeking to attract 
investors to the options it trades rather 
than the stock options offered 
elsewhere. Such indirect competition, 
however, would not appear susceptible 
to the predatory or other unfair 
competitive concerns averred by the 
other options exchanges. Indeed, to the 
extent NYSE entr>* results in stich 
indirect competition, the Commission 
Hnds it to be in furtherance of the 
purposes of the Act.** 

Accordingly, the Commission does not 
believe that in a trading environment 
characterized by the pro-rata allocation 
of new underl>ing equities, the NYSE's 
resources would enable the NYSE to 
achieve any unfair competitive 
advantages over the existing options 


27 letter. Mi/pnt oale 7. at 5t and Amex letter, xqp/o 
note 7 at 2S Phlx, CBOE and Amex. however. 
Indicated that H wae inappropriate to exunpare the 
■lock todtUK optioiu and futuree marketi with the 
todltiduol equity optiona market. See Phlx July 27 
letter, supra note 7. at S2: CBOE )uly 27 letter, supra 
note 7. at IS; and Amex letter, supra note 7. at 24. 
Hie ComraiieioB recognUet that the tadex optiona. 
Index futuTM and liKhvidual optiona morkcti differ 
to imporlanl retpecto. In Ihe abtence of more 
directly onalogoua experience, however, the 
CommUakm bellcvet that the NYSTt failure to 
dominele either of the derivative index product 
marivif Indicatee that II may not be able readily to 
tronflfer its predominant poailtoo to the itock 
moikei to individual opttona. At the very leeit. U la 
conaiatent urith the Commiaaion’a condualon that 
the .NY'SE will not be able to compete unfairly with 
other optiona exchangoa under the terma of Us 
proposed limited entry tolo trading Individual 
option#. 

** Indeed, oa a general matter. Wdx aeaerti that 
the NYSE muat uaa Ha retourcea to aomehow better 
the markeplace for individual optiona Iredtog. In 
Ihla connoctiocL Phlx auggeata t^t* aa a prerequiaite 
to NY'SE entry, the NYSE muat demonatrate that the 
current opttona exchange ore defldenl to aooie 
reepecL Wiix note# that *'th« NYSE potota to no 
toherent problema to. or need# of. tl^ exiatiog atogla 
equity Qpllom market# that the NYSEa propoaal la 
deaiipied either to curt or to fulfill.** Phlx fuly 27 
letter, ali^pni note 7, at ili to addition. PhU conlonda 
that *'lhe NYSE (dooa not) auggeat much Icea prove, 
that iia propoeed optiofu market profeaaionaJa or 
fodlHiea will aonehow be better equipped than (or 
even equally aa equipped aa) thoee of the exiattog 
opttona exchange# or more euited to the handling of 
optiona trading.** /d at 19-20.) Accordingly. WiU 
behave# the WSE Koa felled to aatiafy ita burden of 
proof. 

The ConuDiaaton nolea. however, that iheaa 
conikdarations are not port of the rekvant atelutory 
framework. Stetton t9(b) of the Act end Rule lOb^ 
thereunder, require Uie Cominiaaioa to evilaate all 
SRO propoeab to light of the varioat relevaal 
atatulory goala, including the goal# of protecting 
tnveatara end matotintog a fair and orderly 
marketplace, aa well aa aMuring that no action 
impoeee an unneceoaoty or toappropriate burden oo 
competition. Accordingly, while aectton 19(b) 
require# that the NYSE*# propoaed rule change be 
conatalent with the purpoeea of the Act U dm not 
require the NYSE to demonatrate that it will better 
handle option# trading than the exbtlng optiona 
exchongei or that there la a aerkma deftdmcy to the 
current handltog of option# trading# which the 
NYSE will remedy. See note 87. tnf/xL 


exchanges.** Indeed, at least some of the 
commentators acknowledged thot NYSE 
entry In the absence of multiple trading 
is unlikely to have any significant 
anticompetitive effects. For example, 
after summarizing the competitive 
concerns raised by NYSE entry in a 
multiple trading environment CBOE 
conceded: “These burdens on 
competition might not occur if 
permanent continuation of the present 
ban on multiple trading could 
assumed."** In addition, to the extent 
NYSE attempts to employ specific unfair 
or predatory acts or practices, the 
Commission is capable of dealing with 
those specific acts or practices through 
its inspections program, review of 
proposed SRO rule changes and 
enforcement authority, among other 
things.*^ 


** Thta ta not to aoy that, if tho NYSE worv in 
dtract oMnpetiticMi with Iht txlating optiona 
oxchangoa (iLai, If multiple trading ware aUbwod). 
tha NY*^# roaourcea oeccaaarily would provide it 
with on unfair oomtpteiUw advantage. Rathor. It la 
in recognition of the fact that Uub rule change# 
before the Commitaioo today, and tha Commiaotoa’# 
dedtkin on lho#e propoiaU. do not ruioo tho 
queatUm of luch direct competition. 

■* CBOE July 27 letter, supra note 7. at X The 
Amex aloo appeered to coocede that the 
oompotitive concern! reiaed to Hi letter would bo 
leoaetMd if the NYSE wore limited to trading stock 
optiona not olio traded on another exchange. Amex 
letter, aupro note 7, at 2S-2S and 30-SS. 

** to oddittoQ. certain commenUlora ouggeatrd 
that the NYSE propooala ora ioconilateot with the 
frden) antitrust laws. See Amex letter, svpra note 
7, at ZS-TS. and Attachment A and Phlx July 27 
letter, supra note 7. at sa 11. Z2.99, and 38. The 
(tommlaaiaQ is not apectfically char|ud with the 
enforcement of the federal ontiiruat lawm. Ihe Act 
however, coototoa iti own compf tittoo standard for 
evaluating propoead rule change#. Section 6(b)(a) of 
the Act tuquirt# that "(tlhe nUe# of |an] excluu^ 
do not Impooe any burden on competition not 
necetoary or appropriate to furtherance of the 
purpote# of thr Act** Aa interpreted by the courts 
and elaborated hy the legitlative history of the 1975 
Amendraenta. H to dear that neithor tha 
Coramlaaion in tta own rulrmaking nor the 
exchange# are reouired to pursue the leael 
onticompelitife ahemaitve. See Behnke v. SM.C^ 
600 FJfid 199.199-200 (Tib Or. 1979): Bradfora Natl 
Charittp Carp v. SELC. 590 K.2d 1068.1105; and 
Senate 0>mnutlee on Banking. Houatog and Urban 
Affalra, flrport to Accompany S, 249: Seauities 
Acts Ameodmeryts of 197S, (**Stnate Report*^ S. 

Rep. No. 94-75.94ih Cof^, lal Seat. 90 (1975). 
Rather, the Commlf ilon ta required to coniuier 
compotitiva Implicattooa in H^t of the other 
purpoeea of th# Act such aa the protection of 
ioveetors and maintenance of (air aod otderly 
market#. Tima, whilt the Commtoaton hat concluded 
that NYSE entry Into the tndixidual optiona market 
la pro-competitive because It atlowi a new entrant 
toto an cxialing market without substantially 
diaruptlog the exiatiog market alructure. the 
Commiadan also bdtovee that NYSE entry may 
help protect toveatort by providing an opportunity 
(or the expertise and experience of the NYSE to be 
applied to Individual options trading. Accordingly, 
tto Commlaiioa disogr^a with the Phlx comment 
that there are no broefita oaiociated with NYSE 
entry. See Phlx |tdy 27 letter, supra note 7. at 19-20i 
Instead, the Commitaion believes that NYSE entry 

COotoiaed 
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In addition, while the Commistion 
recognizes that the technical fadtiliea 
developed in connection with the NYSE 
equity maricet were readily adopted to 
the NYSE's index options market (in 
part because such syslcms were 
sophisticated and exlensi%*e!y used], the 
Commission does not believe that this 
type of facilities expansion, even 
without the levy of separate fees, should 
be viewed as anticoinpetitive.**The 
Commission believes that NYSE's 
ability to apply existing systems to the 
options floor will enhance efficiency in 
their options market The Commissian 
rejects the assertion that limiuiions 
should be placed on the NYSE in 
implementing these systems simply 
because they have been created fur its 
stock market. Moreover, in light of the 
possibility that use of these systems 
may substantially increase the 
willingness of firms to encourage 
investors to trade in NYSE's option 
market, the Commission believes that 
the determination not to initially set fees 
for the usage of those systems is a 
reasonable business decision and not 
predatory competition. Furthermore, the 
Commission notes that the NYSE pricing 
policies in this connection are the same 
as those employed for some time on the 
NYSE equities floor and are 
substantially similar to all of tbe equity^ 
related small order rooting and 
execution systems currently operated by 
the other national securities 
exchanges. •• 

With respect to the efficiencies that 
commentators assert the NYSE might be 
able to provide for firms routing stock/ 
option combination orders, the 
Commission does not find unfair any 
advantage that might accrue to the 
NYSE if it were to develop such 
facilities. Virtually every marketplace, 
by virtue of its size, facilities, 
experience, market making talent, 
location or other resources, has facilities 


Witt prork)* opfMrtitfMtiM for Mlditkoiuil markrl 
ftiiikins rjipltut tm 4 ^mSa $ Itdinlqaot to be applied 
lo the nunieta for opikim 00 Mdiiild«al Valrd 
•tockt. 

**Kor ei^ampk. becauae ef thetr jaateiv and tiae. 
the traDMCTloiia for whidk fata baiiv bavo weteed 
for optlona oederi exectiled fhiomh Ibt NYSfTa 
DOT. LMT and OASS prooedMea (is., tamrket 
ordcra executed et ibe open k n and durins ibe day 
and immediately aseontidde iMt onlarm. of UK) 
contracta or laaa| rvuBl** ralalieely Unle floor 
brtikar iovohrenaot. Moaooeer. dm BMmhar Rmia 
pay the inatallatloo ooali for Ibetr l ao pt oUve 
termifiaU and tramarftan faea for ilMae Itmit ordan 
which ate not i m andtataty anaciuahta. Thaa. the 
Cooimiaaiofi behenva Ibal membw Anna are 
aaaeaaed fra and tnenr coefa whii± am geoBrmOy 
reiafed to Che coate hurohrod In pfoetdlnc iKeat 
aendoea. 

**Sae. Ftk No. SR-Amci»'a)-Sl; Securlllea 
F.xchansc Ad ftaleaie No 20572 Qaimary 17.1064). 
49 Fit 2006 Hafiuary 24. t9S4). 


or capabilities which It will seek to 
CDcploit in competing with other market 
centers. To deny an exchange the 
opportunity to develop new fystems or 
programs for that reason would stifle 
innovation and evolution in the market 
More importantly, to deny the securities 
industry and public invoatort the 
benefits, if any. of unproved order 
routing techniques would be 
inconsistent with the statutory goal of 
increasing opportuoities for efficient 
execution of securities transactions.*^ 
Thus, the fact of such advantages, 
unless they were exploited unfairly, U 
not a basis for disapproving the entry of 
a new market participant. 

Finally, in view of the foregoing 
discussion, the Commission ^es not 
believe that it is necessary to require the 
NYSE to operate its options program as 
a separate cost center in order to ensure 
that it does not compete unfairly. 

Indeed, those new options progroms 
which the Commission previously has 
approved, have been operated by each 
exrdiange with some form of 
subsidization: ^ lie., the programs both 
had significant development costs and 
operated at losses in their first months 
of operation. Some continue to operate 
at a loss. 

Tbe Commission addressed this issue 
at the inception of an NYSE options 
index program. In this connection, the 
Commission approved a proposal which, 
among other things, offettHi free options 
trading rights on the NYSE to persons 
and organizations who were not NYSE 
members, although certain 
commentators had asserted that this 
was "unfair,** **anticofnpetitive.** or 
"predatory." “The Commiaaioo 
conchidad. however, that **as a general 
matter, in developing a market for a new 
finaoctal product it may be extremely 
difficult if not impossible, to avoid some 
form of operational aubsidization." “ 

The Commission accepts the (act that 
the expenditure of funds from the 
NYSE's general resources for tnitial 
development costs and to support short¬ 
term operating costs is generally 
necessary to the devek^pmentVrf s new 
options program. Indeed, such a short¬ 
term subsidy is. on balance, pro- 
competitive because it assists tbe entry 


••See Mctton ItAUKtXCKO of tb« Act. 

**5^0 Securi ties Bxch«qfi Act IUImic Na 202DZ 
•ci^ not* 7A 45 Ht al 427U. 

•• id 4$ mi 4i75L Thie propcemi m meh e n 

of any ame or non olhor maihute mai 
coBimodniaA excbane^ to apply lo <bt STVSE lor 
ocMhyaar. frac optiooi Iradiiig nphts Mnmbort ol 
th« New York Futurae Exebanse. toe. wart iovOad 
10 apply for Ibrea yaar. fraa opUouf traStiis risbis 
•/d.at 4375Z 


of a new competitor.** Accordingly, in 
the absence of unfair or predatory 
practices the Commission believes it it 
unnecessary and inappropriate to 
conipd operation of a newly 
implemented NYSE stock opdons 
market as a separate cost center. 

E. PmcedutaJ Issues 

The Commission received substantia) 
commentary on the format for 
consideration of the NYSE Entry and 
Allocation Plan Proposals. In particijlar. 
three commentators—CBO& Phlx. and 
PSE—asserted that the Commission is 
required to hold oral hearings or 
publicly announced conferences during 
wlilch all interested persons may testify 
and be accorded an opportunity for 
"effective cross-examination" rights 
in connection with the Proposals.** In 
addition, several Congressmen have 
urged the Commission to hold public 
hearings.*^ As discussed more fully 
below, the CommisaUm believes that 
oral hearings are not required as a 
matter of law.** In addition, because the 
issues surrounding the NYSE proposal 
have been addressed on several 
previous occasions, and ample 
opportunity has been afforded and 
utilized to submit written commentf on 
the NYSE Entry Proposal, the 
Commission also not believe thst 
further hearings are necessary as a 


** A« Ibr 0O| to dt e u to d. M is bwlcvMil *totottor 
lh« fundi mpportins tbe yrograi’i s yra tiun art 
adkd enpit^ coolrifautiou. tonaa m m ayarabni 
•ubcidy. or whalbor too mpem m nod ro as s n r i 
rtoni optiema trtdiyg nrt nooouartnd lor in a mpmrwm 
onat ccnior.'* DO] ktiw. sppee aoio 7. n! t7. 

** Sae Phix October 29 toller, mtpn oot^ 7. at L 

•« AUhoiqih OK)! Itoto nnd fW ndtovaart! tbi 
ttaua to tooir cooimanl tottoTaMiNYSEEtiir> .Fkh 
aotiaaqnoBtfy auboittad an addHiawal OBSMPrnt 
totlar dwbfaaind czetoatoaiy lo tor pubic b na rin g 
laoue. See Oclobar 29 latlor. ai^prv nolr 7. lo toat 
totlar FtiU etnphatixrd tba on^ for bnartns’ that 
ai« mona fomal to nntura tout Ibc ’totooa tod 
cownianr ba artogi nirandy bald by too 
Com mtoai o ft . lo tbia oannaelton. Ma ataiad 
abort, notioe and oammmat p meeduoaa taaidi to a 
dry papar racord nompriuid aatoty of toe sBlretrd 
'fvkirm' whkb tot oo nuuaBta to r a chnoaa to 
aubmil.* /d nl a to nddMton. Itobi indicated (bat 
aliboi^ full aonto b—itosa may ato ba naoaaaanr 
an additoiQal opportaatty for pubic oomment. wiSi 
toaopportMody lorcwaa aaimirafinn toao cr i Mt ? 
Phlx fatad tbat aa oral tiaarbu —at ba bald 
bicauaa, amortg othar tbinga. **t9lnly oral 
baaitns. wttb an opportunity lor runoanabla Croat- 
rxaauauUon. will allow the Commiaaioo le axpto* 
tba Ucbiral bataa for tba NYSE a praaently 
uoadomnd alalamaoti of tool*.** Jd at II 

** Sac toil aocnmpanyins ootaa 99-101 dmfra. 

** Saction t9(bXI| of toa Ar:! fouumt Iba maaato 

m which ptopommA mto cbai^aa muat be IBad by 
SXOi and conaidarud by tba Coouniaaion. Tbe 
requiraiuaiila act forth In tacbon IHtbf of toe Act anr 
•irailar to Iboaa aat forth in iha Adminhumthr? 
PrtKodura Ad (“APA") rrgordins agaocy acbona 
lovototag talonnal drdaionmakins See 5 U.5C 

SSl-Sfia(t97Sl.Saa Senate Report aapro nola r. d 

12 S- 2 t. 
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matter of policy. Accordingly, the 
Commission has determined not to hold 
oral, or other more formal, public 
henrinss. 

While the Commission on rare 
iMxasion has conducted oral hearings 
regording proposed SRO rule changes.** 
section 19(b) requires only that It solicit 
written comments.**® By publishing 
ippropriale notice of the NYSE proposal 
nnd soliciting written comments on the 
proposal the Commission complied w*ith 
the procedural requirements of section 
19(b) and Rule 19b-4 ihercundcr.*®* By 
providing notice and comment hearings 
on the NYSE proposal and the various 
amendments to the proposal, as well as 
ipecifically soliciting comments on the 
principal issues raised by the NYSE 
proposal in the extensive May 
Release,*®* the Commission has 


Fur exMinpte. ko Sc|>l4rmbvr imd (ktolicr IfCP 
rh« Comm{Mk>fl h«id of^ ht^arina* rrtptfd to ■ 
nife chauar hy the National Aatodatiun 
at Stfcuntitm Doalm. Inc. to ajnaoii Iti rutea 
Huvemins ti>e sivNi AOd tecei%in|( of •eliins 
uMKCMlont. ctiacounta or other aitowanort in 
connrclioii with ftxod price uffcrlngt of «*cwiUef. 

FU# Na SR NASO-7a-S, 

••• to (Mirticslar Hteikm ISfbRl) of the Act mui 
Rale liSM (liarauiulrr. rKjuUc SHOa nitos propoaed 
rule (haniea «atth the CoinmlMlon to ilau* to lh«lr 
« Mnonf other things; the terma of the 

ptopoMij rUe change; the baalf and purpoae of the 
(m»P<>ied rule chansr; ami ovhetber the proposed 
fult cKnnge wiU tmpoao any btinien on tumprtithjD. 
Section 10(bKl) aUo dirveta the CocniDieaUm to 
"publiah Ttottee (of the propoaal) Ingrther with the 
lemit of Mthflaocc of the propoaed rule chons* or a 
deacriplion of the aobiecta and laauea involvt^** 
and to "give Inlerrateil peranna an opporfuiiity to 
aubmii wrttleti ilola. viewa and argumenta 
tifioemlns •uch propoaed rule changn ** Aw aecUon 
19(h|H) of tha Act. Saa aMo Btkmkr r. S£C, one 

r jd in (7ih Or. nrsj. 

*** Hw commantatori have emphatitad that the 
NYSE pmpoaal Involvat many ali^ifkanl iaaota 
with potentially far reachbig Implicnttona for the 
optloM marlieta. Becauae the C^mlaatnn 
ntto^pOaod iha atgnifk:anoc of the tiauea bnolvcd In 
At NYSE propoaata. tb* Commiaaiofi choae not to 
teiy Ml ita ort|pnAl aolidtation of comment Rjther. 
wr Comndatloa again eolidted coninu*fil on the 
pmpoaal and publtihed the May Rrloaae. tupro note 
t umtaifling a delalted deiKrtptiun of the propoaed 
mit changi. a diaoioaion of the mniket alructure 
and reUttd faauea It ralaea and apedficiilly aolicltcd 
wnmeotf on those and other laauea miaed by the 
NYSE ptopoaab. In reaponie to the May Relraar. 
the CoQimiMioo received aeveral lengthy and 
(kUiled cumimml letter*, each of whirii addresaed 
the principal liaura raised in the May Rr!r.ifie. In 
ttdditloB. aomt coir.mentatort addreaaed laauea not 
axptteilly railed in that Releane fry, NYSE and 
Ornttniaaioo complumce with aecbon KHbhl) ^ the 
^^and the potential aniblruat cuncema adaing 
bww NYSE entry Into the Indivldoal Uated alock 
optlona market, ae* note S7 etgvo ) 

PWx conlenda that the MYSf: a fuiie IS letter, 
note 7. conatitotea an amendment to the 
prtipoaal that waa Improperly filed and 
»^eed. PhU |tdy 27 letter, wupra not* 7. at S4-Sn 
Thia oonleotton la Incorrect. Nowhere in 
me fuim is latter does the NYSE atate that it la 
mavowlng Ita propoaal to partidpate Ui the 
Allocation Hans lo the conlrury. tha |unc 15 letter, 
aa ampiified hy the NYSITa August 90 letter. $upro 
m>«ea 7 and S maket It clear that the NYSK. hat no 


adopted a flexible procedure that amply 
comports with its responsibilities under 
the federal socuritios laws.*®* 

Phlx asserts that the record in 
connection with the NYSE tiling does 
not support what it views as the 
rescission of agency action.*®* Le^ 


present intanilon lo aevk ConunlaaloQ authority* to 
engage In muittpla trading. Rather. th< Commiaaion 
amai^ri the June IS letirr aa a policy alatemenl by 
the NYJIE of Mrhal It belkvea it Uke moat apprupriatn 
nrnrkot atructurt for alandardbuN) optioni. While 
tha Commiaaion bellevea this letter oonlaina 
inlamttng infonnatiua tha Commiaaion doea not 
believe that tha letter la a db facio amaodmeni of 
the hTYSF prt>poaad rule change naocaaitating a 
formal amimdmcnl by tha NYSK or formal notice by 
the Commiaaion. See NYSK Auguat 30 letter, evpra 
notes 

Section tWbHl) of the Act and Rule 19b<4 
thereunder wart not miant lo be rigid in their 
application. Aa represented in the Phlx oommml 
irtlar. Congreia required an explanation or 
biftiOoetion to accompany the propoaed ruft change 
Yn port lo nature YnformH public comment’ 
purauant to a atandaid aquai to the 'atandard of 
pobey luatincatkio that the Aximlnlatrativa 
ProoadDra Ad impoaet on the SEC.** See PhU July 
27 letter, eupw note 7. at M. 

Phlx alao notf*a that the lagialative hialory of the 
1975 AmefuSoicnta aoRgeata that trhera 
‘’fundntnfrotal pulley laauaa are involved.. • . oral 
hearingf or publicly announced confarences might 
be moat appropriate.** Senate Report. 3upm note S7, 
at aa Phlx apparently rcada aeclinn lOfbMl) and ita 
lagialatK'e htetory. to provide a two^llared formal 
for the rwivwr of propoaed rule change*. One tier 
wodd involv* propoaed rule changes contalniiqc 
fundamaolal pdicy Uauet. With regard lo these 
propoMla. oral hearings or publicly artnuunced 
conferences are appropriate ("formal dfsdslon- 
making"). ’The second tier include all other 
propoaed rule chaimea. and would require only 
notice and comeni neanrtga ("ialbniiaJ dednoo- 
making"). The Commiaaion agree* that ardion 
ISfblfi) would not require the seme proceedinga lor 
ail SRO propoaala Indeed, the Commlaaioo feela 
that a flexlblle approach it eaeenliai In conaidering 
and acting upon propoaed rule changea. In tha 
inataol caae. however, the Coouniation ia aatiafiad 
that Ita afforta lo obtain Informed public commimt 
have been more than adequate to m**l ita 
rv&pociiibdiliea tinder the Act 

*111# Commlaaioo notea that ru.x and other 
commentators iww acknowledge that the 
propoM) to trade Uated alock optiona doea not 
include a proposal to multiply trade these opHona. 
Fhlx October 20 letter, stgrro note 7. at lS-15. 
Recauae of their ooncema that multiple trading ia 
port of the NYSE*a future plana, hoivever, they 
aaaert that in-depth oonsMlorsliofi of the multiple 
trading laaiM be imdertAken. Nevwtheleaa. ea 
indicated previously. The Commiaaion doea not 
believe dial it needa lo addrvsa that isauc In order 
to act on a Itmired NYSE entry propoaal that doea 
not oontemplatt multiple trading, ^t merely the 
addition of the NYSE as a fifth participant in Ih* 
current Allocation PfatL 

In addition to the atgnifleant public policy iaauea 
inherent in the NYSKa Propoaalfk Phlx haa 
suggested that public hearings (with the opportunity 
for crots^examlnotton) arc neceaaary becauae the 
rxiating options exchanges’ ivilea would have to be 
amefuied in the event of NYSE entry. In particular. 
Phlx staled, "the fact that the NYSE (and not the 
Phlx) Is proposing revistons of the PItlx’s rules os 
well as notions of fundamental fairness embodied in 
aection 19(c)*s oral hearing requirement mandat* 
that such rtvisiona should not be forced upon the 
Phlx unwillingly without the pmerdurat protectiona 
afforded by a full ora! hearing." See Phlx October 39 
letter, itupro note 7. at 10. The Commiaaion notes. 


reversal of the Options Study and the 
Commission's "settled single equity 
options policy,"*®* including its "bun on 
the NYSE from trading options on single 
equity stocks."*®® Accor^ngly, Phlx 
requests disapproval of the NYSE 
proposal or, alternatively, that the 
record be supplemented extensively, by 
the "same t>'pe of fact-finding as the 
Options Study conducted le.g„ 
interviews, data collection, economic 
studies, and taking of oral testimony) 

. . • ."*®^ Indeed. Phlx states that "n 
major change in policy, especially where 
that policy is based on a record of facts, 
studies and testimony, may be effected 
only if the change is supported by at 
least an equally persuasive body of 
evidence.” *®* In support of this 
contention, Phlx cites ^fotor Vehicle 
Manufacturers Association v. State 
Farm Mutual Automobile Insurance 
Company {*Motor VeA/c/e").*®* 

The Commission believes that Phlx's 
argument based on the Motor Vehicle 
decision is inapposite. First, the 
Commission believes that the factual 
predicate for the Phlx's argument, that 
the Commission took agency action in 
the Options Study lo establish a ban on 
NYSK entry in the slock options market, 
is incorrect. The Options Study provided 
a discussion of both the benefits and 
burdens of NYSE entry but did not 
contain specific recommendations on 
that issue. In addition, the Commission 
did not adopt, as its own 
determinations, any of the Options 
Study's discussions concerning market 
structure issues. 

As a related matter. Phlx believes that 
there are many factual determinations 
that the Options Study left unresolved 
which relate to the NYSE's proposal, 
and which the Commission must 
address in order to create an adequate 
record for Commission approval of the 
NYSE proposal, in accordance with the 
Act. Piimarily, these factual issues 
concern the impact of multiple trading 
on the exchanges trading options on 
individual listed stocks. That, however, 
is not the proposal currently before the 
Commission. Therefore, the Commission 
believes that it clearly has met its 
statutory responsibilities under section 
19(b) lo obtain informed public 
comment. As discussed earlier, the 
Commission has published for comment 


berwaver. that Phlx hat addratood tha rtlevani 
mark*! MmcUirt latoa* In cotmaetkoa with NYSE 
anlry. Indudiog the future of the Alfocaiion Plan 
See Phlx July 27 letter, mipfo note 7. at SQl 
•••/dot SI. 

*®«fol«te<k 
•*» /d 

•••/rf.itSJ. 

••• 103 a Q. 2SM (ises) 
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two releases describing the entire 
proposal and soliciting comments on all 
aspects of it. as well as an additional 
release soliciting more speciric 
comments. As a result, the NYSE 
proposal has been ofOciully open for 
public comment for a total of six 
months.*** 

Second, even if the Options Study's 
discussion of NYSE ent^ into the 
options market could be deemed to 
constitute an agency determination to 
deny NYSE entry, the Commission 
believes It has a more than an adequate 
written record before it to make a 
determination at this time to approve 
the NYSE proposed rule changes.*'* 

Accordingly, the Commission believes 
that the record in connection with the 
NYSE proposed rule change, which 
includes very extensive comment letters 
from all of the existing options 
exchanges and others, is adequate. 
Moreover, (he Commission believes all 
factual information necessary to make a 
reasoned determination regarding the 
present NYSE proposal is a\^ilable. 
Accordingly, the Commission does not 
believe public hearings are necessary 
under the Act. to supplement the record. 


Sacifriltsf Exduas^ Act R«rt««i»e Nc. 2i>SlS 
4f>d SecurUiM Enirttiinsv Act Rcisitte So snozi. 
M'jprxi, nolM 1 and C iMptcSivcIy. 

^ Id 4MidiUofl. the CoofiMop dwrt mit Ml*** 
Umi thtfTD la Miy ofiad to thla wrmw 

rvcaicti with oral traltmony and the opportunity (or 
CTMa-«iuiminart<m. Plilx. on rtir other band, hat 
dtffd tbm rtMOfts to Mppaii of tmldlos oral 
hooTlnga and affonhni commRHalots croaa* 
nuuninatlon rlshli in oontMclion with thr .NYSE 
IVopoaata: (1| To cuopci tbe NYS€ to tutk« 
"d^iaOvd farlval derntmatratioiM*' In tuppert of ita 
uasubaUntiatod aaMnUona. InrlnAfif Uai KYSPt 
atnlemant that Ua propoaaJ 'NiiS Invnaiora by 
annbJtns Lham to Kadgr of ainal riaka oaoociotad 
wttb iha ownamhip of liat«d atocka;' (i) |o pernli 
tha NYSE to offar, and tbr oHvti ooMMntatora 1o 
avabala. rvldonca praaaotvd by a\pan afndina or 
axprrt %«rit(iraacia lo aupport of tbir NYSE'f pnaitIwTa. 
•ona of »«htcb oootraai uvUb tha Opliooa Stndy'o 
raconnnamJaUonB; and (3) lo poonii tha 
Qommanlalofa lo nplora Tha niiwairoii qoaitkmi 
of raotivt and otadUiUlTy ndUcii ai« rai a ad by lha 
fO SE propoani** porttoniaiiy la tidnnectkm wtA the 
ability of tha NY^a optiona profraa lo ba 
profitabU in Ughi of NYSE Undiof of mdy uoa or 
two oinfic equity optinna " Sar Octobar 29 
Wttar. m^uv aota 7, at tl*tS. 

Allhongt' Coaunitaaw apprvciaina lha anlue 
<if ooaa-axainlaatloa II doaa moi bdiraf that il la a 
iMMTvaaary pan of ihia odmimatratirr praorafknf 
Rathar. tha Commiaaion notaa that tha purHaa 
oppoaad lo iba NYSE propoaal bava a%aLflad 
ihrmaa t vaa of nuraoroaa opporitinittPa la aaalnata. 
praaani avidanca and attempt lo ntfuta the 
argumanta and a%idanca uaad b> lha NYSE lo 
■uppoH of ita propoaal. Oral baarmpa arr 
utmacataary to aaaurt tha NYSE and tha 
ccMUMntalon an adaqoata opportunity lo p ra a ent 
Ibalr raapacttaa poafttema In oMtton lha 
Coouniaaiun bahavta that, baaed oo ila aapamence 
and OKparliae. it U capabla wilboui oral croaa 
examiBation to aaaeta tha raiavance and 
cradiiibility of tha whttan oommanta aabiaitird on 
the propoaala. 


The Commission further believes that 
policy reasons in support of holding 
public hearings do not outweigh the 
countervailing policy reasons in support 
of avoiding further delay and the 
expenditure of additional resources. In 
this connection, the Commission has 
provided numerous opportunities for 
public comment from ail parties 
interested in the NYSE's proposal to 
trade individual listed stock cations. 
With regard to the related issues raised 
by the Options Study, the Commission 
also has given interested persons 
numerous opportunities to discuss the 
specific question of NYSE entry as well 
as various other aspects of the future 
structure of the options murkets. Clearly, 
the existing exchanges have taken full 
advantage of these minuirous 
opportunities lo comment. In addition lo 
lengthy submissions on the question of 
NYSE entiy' during the Options 
Moratorium, each of the options 
exchanges has now submitted at least 
one comment letter on the current NYSE 
proposal."* 

Furthermore. It does not appear that 
oral hearings would afford tfie 
Commission an opportunity to ebdt 
qualitatively more information from 
interested persons. Rather, the 
Commiasion believes that such heanngs 
would adversely effect the NYSE by 
resulting in a substantial delay in action 
oo their proposal for (he purpose of 
providing a forum for further expressioo 
of views that already have been dearly 
articulated to the Commiasion. The 
Commisetoo also believes that oral 
hearings would unnecessarily drain 
industry and Commission resaorccs. 
Accordingly, the Commisaion has 
concluded that It has given interested 
persons an adequate opportunity to 
submit written data, views and 
arguments concerning the NYSE 
proposed rule changes, consistent with 
section 19(b} of the Act 

IV. Findings and ConcUiaioo 

As discussed above, the Commisston 
believes that the NYSE Proposals 
adequately respond to substantive 
regulatory concerns raised by the 
commentators. In addition, because (he 
NYSE proposals would further 


*'*lndcMl th« ConoMlM UaivvM a bM 
mof* tiuu) AccoaunodDiiof Id ■wHhn Uw 
cxcb«asD«‘ ioUrMl lo conmicatlqs NYSE 
propoMt The Comnieiiofi provided tm MSgle 
comiBeni period (oiifineUy bv* weebe nwleeded W 
Dim waeke) m ooDnectnie witli Iht Mey Rrieeie 
Moreover, the Coownleian hee nwiU—ed lo errepi 
•U comaeolf received eobeoquMiUy. Indeed Ibe 
CommieeicMi received eod oooeidorBd o coombooI 
letter oa the NYSE propoMiI ee tele ee Sie e«i of 
Cktober iaS4 Ser PhU October O tetter, eipiv Me 
7 


legitimate purposes of the Act (including 
the protection of investors) without 
imposing unnecessary competitive 
burdens, the Commission believes that it 
is appropriate to authorize the NYSE to 
trade individual options on listed stocks * 
The Commission has reviewed 
carefully the rules proposed by NYSE to 
accommodate the listing and trading of 
options on individual lifted stocks. For 
the reasons set forth above, the 
Commission has concluded that (he 
rules provide for adequate and proper 
regulation of the proposed options 
program. Accordingly, the Commission 
finds that the propos^ rule changes are 
coQslsIent «vith the requirements of the 
Act and the rules and regulations 
thereunder and. in particular, the 
requirements of se^on 6 of the Act and 
the ruloa and regulations thereunder.*'* 

By the Cammitaioii. 

|oho t^lMetef. 

Sec7vCor>’. 

|FR Doc 06-^1291 Filed B43 flm| 
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(Relasse Na 21762; File Na SB-Phlx-6S-21 

Self-flegylatory Orgartization; Rllng 
and Ordar Granting Accelerated 
Approval of Proposed Rule Change by 
PhHadelphia Stock Exchange, Inc. 

February 14.19BS 

Pursuant to section 19(b] (1) of the 
SecuritBS Exchange Act of 1934 ("Act”). 
15 U.S.C. 7as(b)(l). notice is hereby 
given that on lannary 24,1985. the 
Philadelphia Slock Exchange. Inc. 
{•‘Phlx’*) filed with the Securities and 
Exchange Commission the proposed rule 
change as described herein. The 
Commission is publishing this notice to 
solicit comments on the proposed rule 
change from interested persons. 

Pbix is amending its arbitration nile 
(Rule 950) is connection with recent 
amendments lo the Uniform Arbitration 
Code developed by the Securities 
Industry Conference on Arbitration and 
already adopted by a number of self* 
regulatory organizations. Proposed 
amendm^ls to Rule 950 include the 
following: (1) 'fhe jurisdictional limit in 
section 2 for small claim proceedings 


'“Th« NYSE kM rvpreteotvd to th# 
iteil tt It prvponed to unptemant comprrbentu'f 
tunrriitl—rt prootdwwi Is cxmascUos srilH k***” 

stock opuom pcofism At with olbor sow ofBloof 
profrsmiw the ComiBiteioa ooodttiose the sctual 
slari*«ip ol InNilns tn the N YSEt luted opHost 
proMSi tMi costpteltos by the NYSE of an edeq^utt 
inirt* end isu^^serkct Mcrveiltence progirsi^ 
inctedfcng eerveiUsnot ol proprietory irsdins by 
restotered e«ock tredem aitd OOTt shcr leevtn# tte 
eqiflty neor 
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and related counter claims would be 
raised from $2^) to S5.000« and the SIS 
flat filing fee would be replaced by a 
series of fees, the maximum fee being 
SlOtX (2) section 4 would prevent the six 
year time limitation on arbitrations from 
barring a claim which a court directs to 
arbitration; (3) under section 7, the 
statute of limitations would be tolled 
when only a claimant rather than all 
parties files a submission agreement; (4) 
section 10 would allow each party, even 
in small claim proceedings, one 
peremptory challenge as well as 
unlimited challenges for cause: (5) under 
section 13, a responding party who 
pleads only a general denial as an 
answer could be barred from presenting 
any facts or defenses at the time of the 
hearing, and a responding party who 
fails in bis answer to state all available 
defenses and relevant facts could be 
barred from presenting additional 
defenses and facts; (6) also under 
Section 13. the Director of Arbitration 
would be permitted to preliminarily 
determine whether claims involving 
multiple claimants, respondents, or third 
parly respondents should proceed in the 
same or separate arbitrations with the 
final determination with respect to 
joining, consolkiatton and multiple 
parties under this subsection made by 
the arbitration panel. (7) section 27 
would permit amended pleadings prior 
to appointment of a pane), although, after 
a panel had been appointed no new or 
different pleadings could be filed except 
for a responsive pleading or with the 
panel s consent: (8) section 31*8 schedule 
of fees and deposits for arbitration 
would be restructured, lowering the fees 
and deposits for claims under $2,500 
while generally raising fees and deposits 
for claims over $10,000: and (9) also 
under section 31, arbitrators would be 
allowed to assess costs in o dispute that 
was settled or withdrawn subsequent to 
the first hearing. According to Phlx, the 
tlatulory basis for the proposed rule 
change is 6(b]{5) of the Act. 

Copies of the submission, all 
subsequent amendments, all written 
itstements with respect to the proposed 
rule change which are filed with the 
Commlssioru and all written 
communications relating to the proposed 
rule change between the Commission 
•nd any person, other than those which 
rosy be withheld from the public in 
secordanoe with the provisions of 5 
ll.S.C. 552. will be available for 
JWpection and copying at the 
^mmission’s Public Reference Room. 

W 5th Street. N.W., Washington. D C. 
^pies of the filing and of any 
•ubsequent amendments also will be 


available for inspection and copying at 
the principal office of the Phlx 

The Commission fmds that the 
proposed rule change it consistent with 
the requirements of the Act and the 
rules and regulations thereunder 
applicable to a national securities 
exchange and. in particular, the 
requirements of section 0 and the rules 
and regulations thereunder. 

The Commission finds good cause for 
approving the proposed rule change 
prior to the thirtieth day after the date of 
publication of notice of filing thereof, in 
that the proposed amendments are 
substantially the same as the 
amendments to rules of other self* 
regulatory organfxations. recently 
published for public comment 
considered and approved by the 
Commissioa' The Commission believes 
accelerated approv^al is appropriate 
insofar as the proposed rule change will 
foster consistent arbitration procedures 
among the selfregulatory organisations. 

It is therefore ordered, pursuant to 
section 19(b)(2) of the Act. that the 
proposed rule change referenced above 
be. and hereby is. approved. 

For the Commission, by (he Divieion of 
Market Regulation, pursuant to delegated 
authority, 
lahn Wheeler, 

Seenrtary, 

|FR Doc. 65*^295 Filed 2-20-85: 845 amf 
siujNQ coot oeio-ei-M 


SMALL BUSINESS ADMINISTRATION 

Reporting and Rtcordkeepkig 
Raquirament Under 0MB Review 

action: Notice of reporting and 
recordkeeping requirement submitted 
for OMB review. 

SUMMANY: Under the provisions of the 
Paperwork Reduction Act (44 U.S.C, 
Chapter 35). agencies are required to 
submit proposed reporting and 


* The Committion has approved proviikina 
Mfnklar io ihooe oontelned la proposed amendmenta 
to Rule S50 Cor the National AMOciation ol 
Securitit* Dealer* (SR-NA50-S4-18 Securittce 
Exchenge Act Releaoe No. 21295. September 7. ISSS; 
49 FR 3SO«a Seplembm IS. \m*Y the MuniciptI 
Securitiet Rulemaking Board (SR-MSBR-S4-5; 
Secvmtiaa Exrhaiife Act RalaaM Nol 21407, |ufMr 14 
1ttS4:40 FR 2S322. luna 20. 1S64I. (ha Amencan 
Stock Excltonse (SR-Amax*A«-^. Securitiet 
Rxchange Act Releaee No. 21442. October 31.1904. 
4» FR 44574, Noverobff 7,1904;; the Mld*vest Stock 
Exchange (SR-MSE’4M-ac SecurUiea Cxchang# Act 
Releete No. 21508 November 28 1964 40 FR 40S57. 
NiTvrrabor 2S. 19S4). the Chicago Board Optlona 
Fjtchartge (SR-CBOE-84>2a: Securitiei Bxiiiatme 
Act Rvleate Na 21478 November 8 1964:49 FR 
45687. .November 19.19M) ami the New York Stock 
Exchange. Inc (SR-NYSE-B4-2Q; SaceHbee 
Exchon^ Act Releaie No 2154X December 8 1968 
48 FR 25409. DeoMnber 1Z 19S4) 


recordkeeping requirement to OMB for 
review and approval, and to publish 
notice in the Federal Regisler that the 
agency has made such a submission. 
OATf: Comments must be received on or 
before March 15,1985. If you anticipate 
commenting on a submission but find 
that time to prepare will prevent you 
from submitting comments promptly, 
advise the OMB reviewer and the 
Agency Clearance Officer of your intent 
as early as possible before the comment 
deadline. 

Copies: Copies of forms, request for 
clearance (S.F, 838), supporting 
statements, instructions, and other 
documents submitted to OMB for review 
may be obtained from the Agency 
Clearance Officer. Submit comments to 
the Agency Clearance Officer and the 
OMB Reviewer. 

FOR FURTHEII INFORMATION CONTACT. 

Agency Clearance Officer: Elizabeth 
M. Zaic, Small Business Administration. 
1441 L Street NW., Room 2Da 
Washington. D.C, 20416. Telephone: 

(202) 653-8538. 

OMB Reviewer: Kenneth B. Alien. 
Office of Information and Regulatory 
ABairs, Office of .Management and 
Budget. Room 3235. New Executive 
Office Building. Washington. D.C, 20503, 
Telephone: (202) 395-3785. 

Information Collections Submitted for 
Review 

Title: Application for Small Business 
Size Determination 
Form Nos,: SBA 355.1340 
Frequency: On occasion 
Description of Respondents: Forms are 
completed by firms that require a 
formal size determination to qualify 
for SBA assistance. 

Annual Responses: 4036 
Annual Burden Hours: 10150 
Type of Request: Extension. 

Title: Relative Costs for Small and Large 
Business in Supplying Products and 
Services for Government and Private 
Sector Markets 

Frequency: One time, non recurring 
Description of Respondents: The data 
will be collected from small and large 
businesses and is used to estimate the 
cost of obtaining procurements, and 
producing goods and services for, 
federal government agencies in 
comparison to private sector clients. 
The information is needed to identify 
any barriers to participation, 
especially by small businesses, in 
federal procurement. 

Annual Responses: 374 
Annua] Burden Hours: 125 
Type of Request: New, 
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Dated. February 14.1085 
Eltfabeth M. Zalc, 

Chief, Information Resources Mano^ment 
Branch, Small Business Administration, 
IFR Doc B5-4249 Filed 2-20^; 6:45 am| 
wtuNO coot aon- 01 -ai 


No. 02/02-047BI 

ASEA-Harvest Ventures II; Issuance of 
Small Business Investment Company 
License 

On June 22.1964. a notice was 
published in the Federal Register (33192) 
stating that an application had been 
filed by ASEA-Harx^est Ventures II. with 
the Small Business Administration 
(SBA) pursuant to S 107.102 of the 
Regulations governing small business 
investment companies |13 CFR 107.102 
(1985)1 for a license as a small business 
investment company. 

Interested parties were given until the 
close of business July 22. 1984. to submit 
their comments to SBA. No comments 
were received. 

Notice is hereby given that, pursuant 
to section 301(c) of the Small Business 


Investment Act of 1958. as amended, 
after having considered the application 
and all other pertinent information. SBA 
issued License No. 02/02-0478 to ASEA* 
Harvest Ventures II to oprate as a small 
business investment company. 

Dated: February 14.1965. 

Robert C. Linebeny. 

Deputy Associate Administrator for 
Ini'estmenL 

IVH Doc. 65-4251 Filed 2-20-85: 8:45 am) 
BiLUNO coot aoas^i-M 

lOeciaration of Dlsasttr Loan Area #21821 

Alabama; Declaration of Disaster Loan 
Area 

Franklin and l^wrence Counties and 
the adjacent Counties of Colbert. 
Limestone. I^uderdale. Marion, and 
Winston in the State of Alabama 
constitute a disaster area because of a 
snow and ice storm which occurred on 
{anuary 31.1985. Applications for loans 
for physical damage may be filed until 
the close of business on April 15.1985. 
and for economic injury until the close 


of business on November 12.1985, at the 
oddrcss listed below: Disaster Area 2 
Office. Small Business Administratiuii 
Richard B, Russell Federal Bldg., 75 
Spring Street SW. Suite 822. Atlanta. CA 
30303, or other locally announced 
locations. 

Interest rales are: 


M^tirvoul OWOH 4001 

Cfodt tvirt«b<> iqm 

vMihout c^tdo 4001 

iClOU fHTtOUl asOi •(»» 

.,H- .. . -. . -. 4006 

oem onginastlon» tnoUSng c^iFilablv 

raOgiM -...— . M 


The number assigned to this dlsastfi 
is 218211 for physical damage and for 
economic injury the number is 8283(Xi 

(Catalog of Federal Domestic AasUtiincf 
Prt»gnim No«. 59002 and 59006) 

Dated: Febmary 12.1985. 
lames C Sanders. 

Administrator. 

|FR Doc. 85-4250 Filed 2-20-85; 8:45 aiin| 
BIUJNO COOC SOM-at-M 
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1 

Ff OCIIAL DEPOSIT IMSURANCE 
CORPORATION 
Notice of Agency Meeting 
Piirsussl to the provisions of the 
"Govemmeot in the Sunshine Acl‘* (5 
U.S.C. S52b]. notice is hereby given that 
(he Federal Deposit insurance 
Corporation's ^ard of Directors will 
meet in open session at 2.00 p.m. on 
Monday, February 25,1985. to consider 
the following matters: 

Summary Agenda 

No fubitantlve diacustioo of (he following 
itemi is snIictpetocL These matters will be 
rrtolved with a tingle vole unless s member 
of the Board of Directors requests that an 
Hem be moved to (he discussion agenda 
of minoies of prevHMis 

me^ting$, 

R&queat for modtpeation of an Order 
impoead in granting Fedrrcd deposit 
insurancgc 

tlmversalTrust Company. Sdo |uan. Puerto 
Rico 

Ri*portg of committees and ufficent: 

Mlnalaa of actions approved by the 
■tandina committaes of the CorporatUm 
pursuant to authority delegated by the Boord 
of DireclOfS. 

Reports of the Division of Bonk Supervision 
with respect to appUcalioni. requests, or 
actions involving admfnlitnitive enforcement 
proceedingt approved by the Director or an 
Associate Director of the Division of Bonk 
Supenriaioa and the variotis Regional 
u’reciocs ptirsuanl to authority delegated by 
the Board of Directors. 

f^t9cvs9fon Agenda 
No matters scheduled. 

The meeting will be held in the Board 
Room on the sUth Hoor of the FDIC 
Building located at 550 17ih Street. NW., 
Washington, D.C 
Requests lor further inXormation 
‘^nremlng the masting may be directed 


to Mr. Hoyle L. Robinson. Executive 
Secretary of the Corporatioa. at 1202) 
38S^25. 

Dated: February 15.1985. 

Federal Deposit iosurjiiice Corporation. 
Hoyle L Robinson, 

Executive Secretary. 

|FR Doc. 85-4388 Filed 2-1M5:1:26 pm) 
tILUNO COOC S7l4-0t>« 


2 

FCOCRAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Agency Meeting 

Pursuant to the provisions of the 
“Govemmenl in the Sunshine Act**, (5 
U.S.C. 552b). notice Is hereby given that 
at 2:30 p.m. on Monday. February 25. 
1985. the Federal Deposit Insurance 
Corporation's Board of Directors will 
meet hi closed session, by vote of the 
Board of Directors, pursuant to sections 
552b{c)(2). (c)(6J. (c)(8). and (cM9MA)(lf) 
of Title 5, United States Code, to 
consider the following matterr 

Sumaiary Agenda 

No substantive discuss ion of the following 
items is anticipated. These mailers will be 
resolved with e single vote unless a ixutmber 
of the Board of Directors requests thet an 
item be moved to the discussion agenda 

Recommendations with respect to the 
initiative termination, or condoci of 
administrative enforcement proceedings 
(cease-and desist proceedings, termination 
oL//tfi/rY7/rre;7nxc0e(//>^. suspension or 
removal proceedings, or assessment of civil. 
money penalties) against certain insured 
honks or officers, Erectors, employees, 
agents or other persons parttcipatzng in the 
conduct of the affairs thereof: 

Names of persons and names and locationa 
of banks authorized to be exempt from 
disclosure pursuant to the provUnons of 
subsections (r.Ma). (cK8). end fcMBHAKii) of 
the “Covenmuml im the Suftahine Act" (5 
U.S.C. 5S2b(cK8)v (c)(a). and (cK9MA)Ui)). 

Note.—Some matters falling within this 
category may be placed on the discussion 
agenda wilhout further pablk notice if il 
becomes likety* that subaUntive discutsion of 
those matters will occur at the meeting 

Discussion .Agendo 

Applications for Federal deposit insurance 
and for consent to purchase assets and 
assume liabilities and establish three 
branches: 

Unibenk. Steubenville. Ohio, a proposed 
new bank, for Federal deposit insarance. hw 
consent to purchase (he assets of and assume 
the liability to pay deposits made tn four 
offices of AmcriTnist Company Nattoiiei 


Association. Cleveland. Ohio, and for 
consent to establish three of those four 
offices as branches of Unibank. 

App/foof/ons for consent to merge and 
establish branches: 

First-Citizens Bank A Trust Company, 
Raleigh, North Carolina, an insured State 
nonmember bank, for consent to merge, 
under its charter and title; with First State 
Bank. Wlntervills. North Carolina, and for 
consent to etiablish the four open and one 
approved but unopened offices of First Siste 
Bank as branches of the resultant bank. 

First-Citizens Bank A Trust Compsny, 
Raleigh, North Carolina, an insured Slate 
nunmember benk. for consent to merge, 
under its charter and title, with Farmers 
Bank. Pilot Mountain. North Dirolina. and for 
consent to establish the sole ofRce of Farmers 
Bank as a branch of the resultant bank. 

Personnel actions regarding appointments, 
promotions, administrotive pay iacreosee. 
rmassignments, retirements, separotums, 
removals, etc.: 

Names of smployses authorized to be 
exempt from disclosure pursuant to the 
provisions of subsections (c)(2) and (cK8) of 
the "Government in the Sunshine Act" (5 
U.S,C. 5S2b(cM2) and (c)(B)) 

The meeting will be held in the Board 
Room on the sixth floor of the FDIC 
Building located at 550->17th Street. 

NW., Washington. D.C. 

Requests for further infoimatkKi 
concerning the meeting may be directed 
to Mr. Hoyle L Robinson. Executive 
Secretary of the Corporation, at (202) 
389-4425. 

Dated: February 15.1965. 

Federal Deposit insurance Corporation. 

Hoyls t. Robinson, 

Executive Secretary. 

[FR Doc- 85-4367 Filed 2-19-85.1:20 pml 
BiujMO COOC sns-si-M 
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FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Agency Meeting 

Pursuant to the provisions of the 
’’Government in the Sunshine Act" (5 
U.S.C. 552b). notice is hereby given that 
at 5:45 p.m. on Thursday, February 14. 
1985, the Board of Directors of the 
Federal Deposit Insurance Corporation 
met in closed session, by telephone 
conference call, to (1) receive bids for 
the purchase of certain assets of and the 
assumption of the liability to pay 
depoaits made in First National Bank in 
Eads. Eads. Colorado, which was closed 
by the Senior Deputy Comptroller for 
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Bonk Supervision, Office of tlie 
Comptroller of the Currency, on 
Thursday. February 14.1985; (2) accept 
the bid for the transaction submitted by 
OMNIBANK of Kiowa County, National 
Association. Eads, Colorado, a newly- 
chartered national bank; and (3) provide 
such financial assistance, pursuant to 
section 13(c)(2) of the Federal Deposit 
Insurance Act (12 U.S.C. 1823(c)(2)), as 
was necessary to effect the purchase 
and assumption transaction. 

In calling the meeting, the Board 
determined on motion of Director Irvine 
11. Sprague (Appointive), seconded by 
Mr. H. )oe Selby, acting in the place and 
stead of Director C T. Conover 
(Comptroller of the Currency), that 
Corporation business required its 
consideration of the matters on less than 
seven days* notice to the public; that no 
earlier notice of the meeting was 
practicable; that the public interest did 
not require consideration of the matters 
in a meeting open to public observation; 
and that the matters could be 
considered in a closed meeting pursuant 
to subsections (c)(8), (C)(9)(A)(ii). and 
(c)(9)(B) of the ''Government in the 
Sunshine Act" (5 U.S.C. 552b(c)(a). 
(c)(9)(A)(li), and (c)(9)(B)). 

Dated: February 15.1085. 

Federal Deposit Insurance Corporation 
Hoyle L Robinson. 

Exccuti ve Secretary. 

(FR Doc. 85-4388 Filed 2-19-85; 1:28 pm] 
mium cooc § 714 - 01-41 
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FEDERAL ELECTION COMMISSION 
DATE AND TIME: Tuesday, February^ 26. 
1985.10:00 a.m. 

place; 1325 K Street, NW^ Washington. 
D.C. 

STATUS: This meeting will be closed to 
the public. 

ITEMS TO BE DISCUSSED: Compliance. 
Litigation. Audits. Personnel. 

DATE AND TIME: Thursday. February 2a 
1985,10.00 a m. 

PLACE: 1325 K Street. NW.. Washington. 
D C. (Fifth noor.) 

STATUS: This meeting will be open to the 
public. 

MATTERS TO BE CONSIDERED! 

Setting of dates of future meetings 
Correction and approval of minutes 
Eligibility for candidates to receive 
Presidential primary matching funds 
Draft advisory' opinion #1965-3: Rod Diridon. 
Supervisor 

Draft advisory opinion #1985-5: Rep. Joe 
Kolter. Committee to Re-elect |oe Kolter 
Draft advisory opinion #1985-6: Stuart M. 
Pohl on behalf of Laborers Local 91. 
Pobtical Action Fund 


Explanation and lustiflcation of regulations 
governing '^testing the waters" activities 
Routine administrative matters 

PERSON TO CONTACT FOR INFORMATION: 
Mr. Fred Eiland. Information Officer, 
202-523-4065. 

.Vfarioria W. Emmons, 

Secretary of the Commission. 

[VR Doc. 85-4422 Filed 2-19-85: 3:24 pm) 

SAUNO coot S71S-01-N 
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FEDERAL MINE SAFETY AND HEALTH 
REVIEW COMMISSION 

February 15.1985. 

TIME AND date: 10:00 a.m., Friday. 
February 22.1985. 

PLACE: Room 600,1730 K StreeL NW.. 
Washington. D.C. 

STATUS: Closed (Pursuant to 5 U.S.C 
552blc)(10)). 

MATTERS TO BE CONSIDERED: Tlie 
Commission will consider and act upon 
the following: 

1. Secretary of Labor on behalf of 
lames Clarke v. TP. Mining. Inc.. Docket 
No. LAKE 83-97-D. (Issues include 
whether the administrative law judge 
appropriately approved the settlement 
of a discrimination case.) 

It was determined by a unanimous 
vote of Commissioners that this meeting 
be closed. 

CONTACT PERSON FOR MORE 
information: Jean Ellen. (202) 653-5629. 
lean H. Ellen. 

Agenda Clerk 

|FR Doc. 85-4375 Filed 2-19-85:1:51 pm) 
8tUJI4a cooc f73S-ei-4l 
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FEDERAL RESERVE SYSTEM 

TIME AND date: IIHX) a.m., Monday, 

February 25.1985. 

PLACE: Marriner S. Eccies Federal 
Reserve Board Building. C Street 
entrance between 20th and 21st Streets, 
NW., Washington. D.C. 20551. 
status: Closed. 

MATTERS TO BE CONSIDERED: 

1. Personnel actions (appointments, 
promotions, assignments, reassignments, and 
salary actions) involving individual Federal 
Reserve System employees. 

2. Any items carried forw'ard from a 
previously announced meeting. 

CONTACT PERSON FOR MORE 
INFORMATION: Mr. Joseph R. Coyne 
Assistant to the Board. (202) 452-3204 
You may call (202) 452-3207, beginning 
at approximately 5 p.m. two business 
days before this meeting for a recorded 
announcement of bank and bank 


holding company applications schedulr^d 
for the meeting. 

Dated: February 15.1985. 

James McAfee, 

Associate Secretary of the Board. 

(FR Doc. 85-4301 Filed 2-19-85; 8:48 am) 
siuiNO coot ssis-ei-N 


7 

NATIONAL MEDIATtON BOARD 

TIME AND date: 2:00 P.M., Wednesday 

March 8.1985. 

PLACE: Board Hearing Room 8th Floor 
1425 K Street, N'W. W'ashington. D.C. 
STATUS: Open. 

MATTERS TO BE CONSIDERED: 

1. Ratification of the Board actions taken 
by notation voting during the month of 
February, 1985. 

2. Other prtoiity matters which may Gom^ 
before the Board for which notice will be 
given at the earliest practicable time. 

SUPPLEMENTARY INFORMATION*. Copies 
of the monthly report of the Board's 
notation voting actions will be available 
from;ihe Executive Secretary's office 
following the meeting. 

CONTACT PERSON FOR MORE 
INFORMATION: Mr. Rowland K. Quinn. 
Jr^ Executive Secretary, Tel: (202) 523- 
5920. 

Dale of Notice: February 15.1985. 

Rowland K. Quinn. Jr^ 

Executive Secretary, National Mediation 
Board. 

|FR Doc 854394 Filed 2-19-65; 2:29 pm| 
MLLINOCOOC 7SSO-01-N 
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SECURITIES AND EXCHANGE COMMISSION 

Notice is hereby given, pursuant to the 
provisions of the Government in the 
Sunshine Act, Pub. L 94-409, that the 
Securities and Exchange Commission 
will hold the following meetings during 
the week of February 25,1985. 

A closed meeting will be held on 
Tuesday, February 27,1985, at 10:00 a.m. 
An open meeting will be held on 
Thursday, February 28,1985. at 2:30 
p.m., in Room 1C30. 

The Commissioners. Counsel to the 
Commissioners, the Secretary of the 
Commission, and recording secretaries 
will attend the closed meeting. Certain 
staff members who are responsible for 
the calendared matters may be preseni. 

The General Counsel of the 
Commission, or his designee, has 
certified that, in his opinion, the items to 
be considered at the closed meeting may 
be considered pursuant to one or more 
of the exemptions set forth In 5 U.S.C. 
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S62b(c) (4). (8). (9HA) and (10) and 17 
CFR 200.402(8)14). (6). (9](i) and (10). 

Commissioner Tieadway. at duty 
officer, voted to consider the items listed 
for the closed meeting in closed session. 

The subject matter of the closed 
meeting scheduled for Tuesday, 

February 27,1985, at 10:00 a.m.. will be: 

Formal order of investigation. 

Report of investigation. 

Institutian of administrative proceedings of 
■n rriforcemeni nature. 

Settlement of administrative proceedings of 
■n enforcement nature. 

InstituUoB of initmctive actions. 

The subject matter of the open 
meeting scheduled for Thursday, 
February 28,1985. at 2:30 p.m.. wilt be: 

t. ContidenitkMi of whether to publish a 
rclfAie folldting comments on various 
concepts, including two approaches designed 
to harmonise disclosure and distribution 
practices for multinational offerings. For 
further information, please contact Martin 
Meyrowits at (20) 272-325a 

2. Consideration of the General Counsel 
report on the Commistion's Bankruptcy 
Program, 

In l>ecerober 1983 the Commission 
considered and adopted a report on the 
Cummlssioii'a bankraptcy program prepared 
by Cornmissiemer Um^treth in which he 
recommended changes to the Commission's 
approadi to its statutory responsibilities 
under tht Bankruptcy Code to participate in 
fforganisatioo cases on behalf of public 


investors. At that time, the Commission 
directed the General Counsel to prepare a 
report with recommendations after one’year’s 
experience in administering the changed 
program. The General Counsel's report 
requests the Commission to adopt a seriea of 
guidelinea to direct the staff in the everdse of 
the Commission's statutory responsibiliUet 
under the Bankruptcy Code as special 
advisor to the courts in reorganization cases 
and its responsibilities under the federal 
securities laws to enforce those laws against 
debtors undergoing reorganization. For 
further information, please contact Michael 
A. Berman at (202) 272-2498 

At times changes in Commission 
priorities require alterations in the 
scheduling of meeting items. For further 
information and to ascertain what, if 
any, matters have been added, deleted 
or postponed, please contact Bruce 
Kohn at (202) 272-3195. 

Shirley E. BoUis, 

Assista/ft Seenftary, 

February 19,1985. 

[FR Doc. 65-4389 nied 2-18-85; 1.28 pmf 
aiujiiQ cooc soio-ei-ai 
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SECURinCS AND EXCHANOE COMMISSION 
FEDERAL REGISTER CITATION OP 
PREVIOUS ANNOUNCEMENT. (50 FR 5350 
2/7/85). 

STATUS: Closed meeting. 


place: 450 Fifth Street NW., 
Washington, D.C. 

DATE PREVIOUSLY ANNOUNCED: Monday, 
February 4.1985. 

CHANGE IN THE MEETING: Additional 
meeting. 

The following item was considered at 
a closed meeting scheduled for 
Wednesday, February 13,1985, at 3:25 
p.m. 

Regulatory matter bearing 
enforcement Implications. 

Chairman Shad and Commissioners 
Treadway, Cox and Marinaccio 
determined that Commission buainess 
required the above change and that no 
earlier notice thereof was possible. 

At times changes in Commission 
priorities require alterations in the 
scheduling of meeting items. For further 
information and to ascertain what if 
any, matters have been added, deleted 
or postponed, please contact: David 
Martin at (202) 272-2179. 

Shirley E. HoUia. 

AssUtont Seerttary. 

February 19.1985. 

|FR Doc. 65-4369 Filed 2-19-85: lUn pm| 
BnuMO cooc coie-eMi 
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Part II 



Environmental 
Protection Agency 

40 CFR Parts 23 and 100 
Judicial Review Under EPA-Administered 
Statutes; Races to the Courthouse; Final 
Rule 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Parts 23 and 100 
IFRL 27S2-S1I 

Judicial Review Under EPA* 
Administered Statutes; Races to the 
Courthouse 

agency: Environmental Protection 
Agency (EPA) 
action: Final rule. 

SUMMARY: In 1980 EPA issued a rule 
fixing a definitely ascertainable time 
when Clean Water Act rules would be 
considered issued for purposes of 
judicial review. Today's final rule 
expands the 1960 rules to apply to some 
other actions under the Clean Water Act 
and establishes similar rules for other 
EPA-administered statutes, and is 
intended to bring greater fairness to 
"races to the courthouse." 

EFFECTIVE DATE: This rule will be 
effective on April 22,1985. 

FOR FUNTHER INFORMATION CONTACT: 
Alan W, Eckert, Office of General 
Counsel (IX-132A), Environmental 
Protection Agency. Washington. D.C. 
2(U6a (202) 382-7606, 

SURPtEMENTARY INFORMATION: 

I. Introduction 

On June 4,1964, EPA pro(K>sed to . 
establish a definitely ascertainable time 
and date of various Agency actions for 
purposes of judicial review. 49 VK 23152. 
F.PA proposed that the time and date of 
most EPA actions reviewable In the 
various courts of appeals be fixed at 
lOU p.m. eastern time, fourteen days 
after the publication of a Federal 
Register document, or fourteen days 
after signature for unpublished 
documents. A comment period of sixty 
days was provided. 

W^A received two comments. FPA has 
carefully considered these comments 
and has decided to issue a final rule 
identical to the proposed rule. 

II. Basis and Purpose of the Rule 

A. Experience Lhder the Clean Water 
Act Racing Rule 

The proposed rule was based on a 
rule published on April 17,1980. 
governing the timing of issuance of 
Agency regulations for the purposes of 
judicial review under the Clean Water 
Act. 45 FR 28046. Under that rule, a 
regulation (such as an effluent 
limitations guideline) issued under the 
Cleon Water Act was considered issued 
for purposes of direct appellate judicial 
review under section 509(b) of the Act at 
l.*00 p.m. eastern time on the date that is 


two weeks after the date when notice of 
the action appears in the Federal 
Register. 

The purpose of the 1900 rulemaking 
was to bring greater fairness to so-called 
"races to the courthouse." In these 
races, litigants who believe that certain 
courts are likely to be more receptive to 
their arguments than others seek by 
various means to be the first to be 
informed of an Agency action and then 
to be the first to file a petition for review 
in one of the twelve United States courts 
of appeals. Under 26 U.S.C 2112(a), any 
subsequent petition for review in a 
different court of appeals must be 
forwarded to the court where a petition 
w'as first filed. That court may then 
forward all the petitions to any other 
court "for the convenience of the parties 
in the interests of justice." Of course, as 
the winner of the race hopes, the court 
may also retain all the petitions and 
decide the challenges. The practices of 
forum shopping and races to the 
courthouse were described in detail in 
the preambles to the proposed Clean 
Water Act racing rule, 44 FR 32006 (June 
4.1979). and to the final rule, 45 FR 
26046 (April 17.1980). 

EPA's rule did not eliminate Clean 
Water Act races to the courthouse, but it 
made them fairer. By setting a definitely 
ascertainable time of issuance that was 
two weeks after the publication of the 
rule in the Fcnieral Register, racers could 
assure themselves of at least a tie in the 
race by simply appearing at the clerk's 
office at the appointed time w ith a 
petition for review. The rule eliminated 
the walkie-talkies, human signalling 
chains, and open long-distance 
telephone lines that had characterized 
earlier races described In the preamble 
to the proposed rule. 

28 U.S.C. 2112(a) provides no explicit 
direction to courts in resolving ties. 
How'ever, when petitions for review are 
filed simultaneously in more than one 
court, courts have ty^pically conferred 
among themselves to designate one 
court to act as the court of first filing. 

See United Steelworkers v. Morshali 
592 F.2d 693. 895 (3rd Cir. 1979) (Third 
and Fifth Circuits agreed to confer): 
American Public Gas Ass*n v. FTC» 555 
F.2d 852. 861 (D.C Cir, 1978) (Fifth and 
D.C Circuits agreed to confer): Virginia 
Electric and Power Co, v. EPA» 810 F.2d 
187,189 n. 5 (4th Cir. 1979) (recognizing 
appropriateness of conference 
procedure). 

EPA’s experience with its racing rule 
under the Clean Water Act has been 
entirely satisfactory. Courts and racers 
alike have relied upon it to determine 
the priority in time of multiple petitions 
for review. Moreover, when EPA 
adopted an identical deferral 


mechanism prior to issuance of the final 
Clean Water Act racing rule, the 
reviewing court upheld it unanimously. 
Virginia Electric and Power Co, v. EPA, 
supra. 

B. Experience Under Other Statutes 

Racing has been restricted or 
eliminated by Congress in enacting 
judicial review provisions in several 
other EPA-administered statutes. The 
Clean Air Act. the Resource 
Conservation and Recovery Act 
(RCRA), and the Safe Drinking Water 
Act all proiide for exclusive judicial 
review in the D.C. Circuit of WA's 
notionally-applicable regulations. These 
provisions eliminate a great many racing 
opportunities. Other statutes, however, 
provide racing opportunities that 
litigants have exploited. EPA describe d 
in the preamble to the proposed rules 
two racing incidents under the Uranium 
Mill Tailings Radiation Control Act of 
1978 and the Federal Insecticide. 
Fungicide, and Rodenticide Act. 49 FR 
23152 ()une 4.1984). These disruptive 
incidents provided much of the incentive 
for EPA to issue the rules published 
today. 

C EPA *s Response 

EPA believes.that races to the 
courthouse disserve the public interest. 
They waste the time of Agency 
employees who must respond to the 
racers* continual requests for 
information on the status of pending 
actions and they frequently involve 
expensive, elaborate schemes to be first 
to file. See, e.g. 44 FR 32009 (June 4. 
1979). Not only are these schemes tmfair 
to racers with less financial resources, 
they are undignified parodies of the 
legal process with which EPA does not 
wish to be associated. 

Accordingly, with the rules adopted 
today. FJ’A seeks to eliminate the worst 
abuses associated with races to the 
courthouse under those EPA* 
administered statutes that allow racing 
and under which races are reasonably 
likely to occur. 

• IIL Response to Public Comments 

EPA received two written comments, 
raising several issues. EPA's response to 
those comments follows: 

A. One commenter noted that the 
Administrator has discretion to depart 
from the deferral requirements of these 
rules, because each provision is 
preceded by the woi^s, "Unless the 
Administrator otherwise explicitly 
provides (in a particular octionj." The 
commenter contended that this would 
allow the Administrator to issue a rule 
that is immediately effective, but with a 
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deferred efTecItve date, depriving 
affected persona of their right to 
preiimtnary relief on judicial review. 

Such an action is only a theoretical 
possibility. EPA recognizes that the 
courts would not follow the rule's 
deferral of the issuance date if EPA 
fought to make a rule or action effective 
prior to its issuance for judicial review 
purposes. 

B. The same commenter observed 
that, under the ^otherwise explicitly 
provides*' provisions, the Administrator 
might make an action immediately 
effective. Because of this residual 
authority, the commenter contended, 
affected persons would have to prepare 
to race in ail cases, on the chance that 
the Administrator might eliminate the 
deferral requirement. 

Under the Administrative Procedure 
Act, codified at 5 U.S.C. 551 et seq., an 
agency may not make a final rule 
elective less than 30 days after its 
publication in the Federal Register, 
except "for good cause found and 
published with the rule.*" 5 U.S.C. 5S3(d), 
EPA uses this authority very sparingly, 
and in most cases those affected by an 
action can rely on the customary 
fourteen-day delay in judicial review 
promulgation, and a considerably longer 
delay in the effective date. The authority 
granted by 5 U.S.C. 553(d) is reserved for 
cases of urgent need, and such cases 
inherently cannot be predicted nor can 
timely notification be given the public. 
Thus, although the commenter correctly 
notes that in these cases, a race to the 
courthouse could occur, EPA sees no 
way to prevent this in the unusual case 
where the public interest compels a rule 
to be immediately effective. In some 
cases, it may be possible, as the 
commenter suggested, for the Agency to 
make a rule effective only a few days 
after publication, and to provide a date 
of issuance fur judicial review purposes 
before that date, but after publication. 
Such situations should be addressed 
Individually when they arise. 

C. One commenter objected to the 
provisions governing actions not 
l^lished in the Federal Register. Under 
jbese rules, such actions are effective 
fourteen days after they are signed. The 
commenter objected that affected 
P^rwns may have no notice of the 
action, and contended that the rule 
'wnild deprive potential litigants of due 
process. 

Most potential litigants interested in 
actions covered by the regulations will 
bavc actual notice of non-Federal 
•^ster documents. For example, 
parties in pesticide cancellation 
nearings and other formal hearings 
inducted by EPA receive mailed notice 
c* final decisions of the Administrator. 


The rule issued today will have the 
beneficial effect of establishing a Bxed 
trigger for commencing the judicial 
review process. The commenter’s 
concern—that someone entitled to seek 
judicial review, and who has no notice 
of the action, will later be barred from 
obtaining review by a preclusive judicial 
review provision—addresses a matter 
not within the scope of this rulemaking. 
Any such claim can be raised in judicial 
proceedings if it arises in practice. See. 
e.g.. NRDC V. EPA. 673 F2d 400, 407 
(D.C Cir. 1962), 

IV. SectioD-by-Seclion Analysis 
Section 23 J Clean Water Act 

Section 23.2, governing judicial review 
under the Clean Water Act. is closely 
modeled on the former 40 CFR Part 100 
(which EPA is today revoking), which 
set the time of the Administrator's 
action for purposes of judicial review at 
IdX) p.m. eastern time, two weeks after 
the date of pubiication in the Federal 
Register. However, the provision has 
been extended to cover EPA^ctions 
regarding stote-submitted National 
Pollutant Discharge Elimination System 
(NPDES) permit programs under section 
402 of the Act, and NPDES permit 
Issuance decisions reviewable under 
section 500(b)(1)(F). No races have 
occurred under these provisions. 
However, these actions could be the 
subject of a race to the courthouse, and 
ore not covered by the former racing 
rule. 

Because EPA does not publish notice 
in the Federal Register of some of the 
actions covered by sections 509(b)(1). 
such as final decisions on appeals of 
NPDES permit actions to the 
Administrator, an alternative means of 
fixing the time of the action for purposes 
of ju^cial review has been devised. The 
final rule follows the former Cleon 
Water Act rule for any action for which 
notice is published in the Federal 
Register. For other actions, the time and 
date of the action is set at the same time 
of day. two weeks after the date when 
the action is signed. 

A principal purpose of the rule is to 
allow any potential litigant to ascertain 
the correct date easily from the Federal 
Register and the action documents 
themselves without resort to extrinsic 
sources. The litigant can do this simply 
by inspecting the action document If in 
its heading the letters "FRL" appear, it is 
a "Federal Register document" as 
defined in { 23.1. and it %viil not be 
promulgated for purposes of judicial 
review until two weeks after it appears 
in the Federal RegUler. A typical 
heading for a Federal Register document 
might be: 


40 CFR Part 425 

|FRU24n-3l 

Leather Tanning and riaiahing Point Source 
Calagory; Efflueot Umitatioof Guideiinef. 
Prelreatroent Standards, and New Source 
Perfonnaoce Standards 

Documents that EPA intends to publish 
in the Federal Register always include 
an "FRL-" number in brackets, 
sometimes accompanied by other 
identification codes. If a document bears 
no "FRL-" number, the final rules rely 
on the date of signature to identify the 
action date. EPA's standard practice is 
to mark all signed documents with the 
date of signature. 

Section 23.3 Clean Air Act 

judicial review under the Clean Air 
Act is governed by section 307(b). which 
restricts judicial review of certain 
enumerated actions, and any others 
determined by the Administrator to be 
"of nationwide scope or effect," to the 
United States Court of Appeals for the 
District of Columbia Circuit Actions 
covered by the second sentence of 
section 307(b), which places judicial 
review in the court of appeals "for the 
appropriate circuit" are subject to 
racing. These include approvals of State 
implementation plans (section 110). 
innovative technology waivers (section 
lll(j)). new source waivers (section 
112 (c)), delayed compliance orders 
(section 113(d)), smelter orders (section 
119), and PSD applicability 
determinations. ^A is aware of no 
races that have occurred regarding 
actions taken under these sections. 
Because races are certainly possible. 
EPA accordingly has included such 
actions under the racing rules. 

The rule parallels the rule described 
above for the Clean Water Act except 
that the action date is not deferred for 
two weeks if notice is published in the 
Federal Register. For Federal Register 
documents. Congress has specified the 
date of publication in the Federal 
Renter as the trigger date for judicial 
review. Section 307(b)(1) provides that 
petitions for review must be filed 
"within sixty days from the dale notice 
of such promulgation, approval or 
action appears in the F^eral Reciter, 

. . For actions not published in the 
Federal Register, however, no such 
restriction applies, and EPA has 
deferred the trigger date until two weeks 
after signature. 

Section 23.4 Resource Conservation 
and Recovery Act (RCRA) 

RCRA rulemaking actions are 
reviewable only in the D.C Circuit 
However. Congress provided that 
certain EPA actions on individual RCRA 
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permits, and on stale hazardous waste 
management programs, are revicwable 
in the court of appeals for the district in 
which the petitioner ''resides or 
transacts such business." RCRA section 
7000(b). Because races could occur when 
these actions are taken. EPA has 
established an action date for iudicial 
review purposes according to the same 
system described above for the Clean 
Water Act. 

Section 23,5 Toxic Substances Control 
Act (TSCA) 

Section 19 of TSCA provides for 
judicial review of certain TSCA rules, 
and quality control orders under section 
G(b)|l). in the United States Codrt of 
Appeals for the D.C. Circuit or for the 
circuit in which the petitioner resides or 
has his principal place of business. The 
final rule is identical in substance to the 
new Clean Water Act rule. 

Section 23,6 Federal Insecticide, 
Fungicide, and Roden tickle Act (FiFRA) 

FIFRA rulemaking generally is not 
revicwable in the courts of appeals. 
However, section 16(b) provides for 
judicial review in the court of appeals 
for the circuit in which the petitioner 
"resides or has a place of business" of 
"any order issued by the Administrator 
following a public hearing . . Thew? 
include pesticide cancellation and 
suspension orders issued after a hearing. 
Because these orders are entered after 
hearings to which potential litigants will 
be parties, the final rule sets the trigger 
dale at two weeks after the date of 
signature, even if the order is published 
in the Fcrdcral Register. 

Section 23.7 Safe Drinking Water Act. 

Like the Clean Air Act. the Safe 
Drinking Water Act provides for direct 
review in the courts of appeals of both 
rules and other determinations. Actions 
may be filed in the "appropriate circuit." 
which the statute does not define. 
Because the racing rule must cover both 
actions that are filed in the Federal 
Register and those that are not. it is the 
same as { 23.1* the final Clean Water 
Act rule. 

Section 23.8 Uranium Mill Tailings 
Radiation Control Act (UMTRCA) 

This statute provides for direct 
appellate review' only of standards that 
EPA publishes as rules. Accordingly, the 
racing rule published today makes no 
provision for actions that are not 
published in the Federal Register. 

Section 23,9 A tomic Energy Act 

Reorganization Plan No. 3 of 1970 
transferred to EPA from the Atomic 


Energy Commission certain of the 
Commission's authority to issue rules to 
protect public health and the 
environment from radiation hazards 
from source, b>^roduct. and special 
nuclear material. Authority to issue 
these rules appears in 42 U.S.C. 2201 and 
judicial review of the rules is governed 
by 28 U.S.C. 2342 and 2343. which allow 
review in the court of appeals for the 
circuit where the petitioner resides or 
has its principal office, or in the D.C 
Circuit. 

Because EPA's authority is exercised 
solely through issuance of regulations, 
the final racing rule does not provide for 
review when notice is not published in 
the l^eral Register. In other respects, 
the rule follows the Clean Water Act 
rule described above. 

Section 23. W Federal Food, Drug, and 
Cosmetic Act 

Authority to set tolerances for 
residues of pesticides in foods was 
transferred by Reorganization Plan No. 3 
of 1970 from the Secretary of Health. 
Education, and Welfare to EPA. Judicial 
review of certain tolerance-setting 
orders is governed by 21 U.S.C 346a(i) 
and 34B(g). which authorize the filing of 
a petition for review in the court of 
appeals for the circuit where the 
petitioner resides or has his principal 
place of business. This provision applies 
only when an adjudicatory hearing has 
been held under 21 U.S.C 346a(d)(5) or 
21 U.S.C. 348(0. The racing rule 
published today follows the final Clean 
Water Act rule, to allows for actions that 
may not be published in the Federal 
Register. 

V. Conclusion 

EPA has determined to publish its 
final racing rule identical to the 
proposed rule. These final regulations 
will have no significant economic 
impact. Their principal economic effect 
will be to make racing to the courthouse 
simple and inexpensive, so that litigants 
who are not well financed (such as 
small businesses and public interest 
groups) can compete equally with 
opponents having greater financial 
resources. For these reasons, the rules 
will not have a significant impact on a 
substantial number of small entities. 
Similarly, under Executive Order 12291, 
EPA must judge whether a regulation is 
'‘Major" and therefore subject to the 
requirement of a Regulatory Impact 
Analysis. This regulation is not Major 
because, for the reasons noted above, it 
should not have any significant 
economic impacts. This final rule 
imposes no record>keeping or reporting 
requirements. 


This regulation was submitted to the 
Office of Management and Budget 
(OMB) for review as required by 
Executive Order 12291. Any comments 
from OMB to EPA and any EPA 
response to those comments are 
available for public inspection at; Room 
545 West Tower, Environmental 
Protection Agency, 401 M Street SW.. 
Washington. D.C. 

Authority; Clean Water Act. sections 
501(a). 509tb). 33 U S.C 1361(a). 1369(b): 
Clean Air Act. sections 301(a)[1). 307(b). 42 
U.S,C 7001(a)(1). 7e07(b); Solid Waste 
Disposal Act. sections 2002(a). 7008(a). 42 
U.S.C. 6012(a). 0076: Toxic Substances 
Control Act. section 19(a). 15 U.S.C. 2618: 
Federal Insecticide. Fungicide, and 
Rodenticide Act. sections 16(b). 25(a). 7 
U.S.C 136n(a). 136wta); Safe Drinking Water 
Act sections 1448(a)(2). 1450(a). 42 U.S.C 
300i-7(a)(2), 300j-9(o): Atomic Energy Act. 
sections 161.180. 42 U.S.C. 2201. 2239 28 
U.S.C. 2343.2344: Federal Food. Drug, and 
Cosmetic Act. sections 701(a). 406.40R. 21 
U.S.C 371(a). 346a. 348. 

List of Subjects 
40 CFR Part 23 

ludiciul review; Races to the Court 
Mouse. 

40 CFR Part 100 

Administrative practice and 
procedure. Courts. Water pollution 
control. 

Dated; February 12, 1985- 
Lee M. Thomas. 

Adwuustrator. 

1 . 40 CFR Pari 23 is added to read as 
follows; 

PART 23-%IUDICIAL REVIEW UNDER 
EPA—ADMINISTERED STATUTES 

Sec 

23.1 Definitions. 

232 Timing of Administrator s action undtf 
Clean Whaler Act 

23.3 Timing of Administrator's action undtr 
Qean Air Act. 

23 4 Timing of Administrator's action under 
Resource Conservation and Recovrn 
Act. 

23.5 Timing of Administrator's action under 
Toxic Substances Control Act. 

238 Timing of Administrator's action under 
Federal Insecticide. Fungicide and 
Rodenticide Act 

23.7 Timing of Administrator's action under 
Safe Drinking Water Act 
23 8 Timing of Administrator's action under 
Uranium Mill Tailings Radiation Coniroi 
Act of 1978. 

23.9 Timing of Administrator's action under 
the Atomic Energy Act. 
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I Sec. 

I 23-10 Timing of Administrator's sctiun 
I under the Federal Food Drug, and 

I Cometic Act. 

I 23.11 Holidays. 

I .\utbofity: Clean Water Act Secs, S01(a}. 
S09(bK 33 U.S.C. 1361(a). 1369(6): Oean Air 
Act secs. 30t(aMl). 307|b|. 42 U.S,C 
TSOKaKl). 7W7(b)i Solid Waste Disposal Act 
sect. 2002(a). 700e(a). 42 U S C 6912(a). 6976: 
Toxic Substances Control Act. sec, 19(a). 15 
1 U-S.C 2618: Federal (nsertidde. Fungidde, 

I and Rodenticide Act secs. 15(b). 2S(a). 7 
U S.a 136n(a). IJOwla): Safe Drinking Water 
Act secs. 1446(a)(2). 1454Xa). 42 U S. 300^ 

I 7(sH2). 300H9(a): Atomic Energy Act. secs. 

161.169. 42 U.S.C. 2201. 2239. 26 U.S.C. 2343. 
2344: Federal Food Drug, and Cosmetic Act 
•fcs, 701(a). 406. 409. 21 U.S.C. 371(a). 345a. 
346 

923.1 Deflr>itioos. 

As used in this part, the term: 

(a) ^Tedcrral Registor document*' 
means a document intended for 
I publication in the Federal Register and 
bearing in its heading an identification 
I code including the letters **FRL" 

I (b) '•Admlninstrator** means the 
I Administrator or any official exercising 
I authority delegated by the 
Administrator. 

I 9 23.2 Timing of Admlr>lstrator*s sctlon 
I under Clean Water Act 
I Unless the Administrator otherwise 
1 explicity provides In a particular 
I promulgation or approval action, the 
I time and date of the Administrator's 
I action in promulgation (for purposes of 
sections 509(b)(1) (A). (C). and (E)). 
approving (for purposes of section 
509(b)(1)(E)). making a determination 
I (for purposes of section 509(b)(1) (B) and 
I (D), and issuing or denying (for purposes 
of section S09(b)(1 )(F)) shall be at 
p.m. eastern lime (standard or daylight, 
as appropriate) on (a) for a Federal 
Register document, the date that is two 
I weeks after the date when the document 
U published in the Federal Register, or 
I (b) for any other document, two weeks 
after it is signed. 

I 9 23.3 Timing of Administrator's action 
under Clean Air Act 

I Unless the Administrator otherwise 
I explicitly provides in a particular 
I Promulgation, approval or action, the 
I and date of such promulgation. 

I epproval or action for purposes of the 
I ^cond sentence of section 307(b)(1) 

I shall be at 1:00 p.ro. eastern lime 


(standard or daylight as appropriate) on 
(a) for a Federal Register document the 
date when the document is published in 
the Federal Register, or (b) for any other 
document two weeks after it is signed. 

S 23.4 Timirvg of Administrator's action 
under Resource Conservation arvd 
Recovery Act 

Unless the Administrator otherwise 
explicitly provides in takings particular 
action, for purposes of section 7006(b). 
the limp and date of the Administrator's 
action in issuing, denying, modifying, or 
revoking any permit under section 300S. 
or in granting, denying, or withdrawing 
authorization or interim authorization 
under section 3006. shall be at 1:00 p.m. 
eastern time (standard or daylight, as 
appropriate) on the date that it (a) for a 
Federal Register document, two weeks 
after the date when the document U 
published in the Federal Register, or (b) 
for any other document, two weeks after 
it is signed. 

i 23.5 TImlog of Administrator's action 
under Toxic Substances Control Act. 

Unless the Administrator otherwise 
explicitly provides in promulgating a 
particular rule or issuing a particular 
order, the time and date of the 
Administrator's promulgation or 
issuance for purposes of section 19(a)(1) 
shall be at l.'OO p.m. eastern time 
(standard or daylight as appropriate) on 
the date that is (a) for a Fedierai Register 
document two weeks after the date 
when the document is published in the 
Federal Register, or (b) for any other 
document two weeks after it is signed. 

S 23.6 Timing of Administrator's action 
undar Fadaral Inaactldda. Funglckfa and 
Rodantidde Act 

Unless the Administrator otherwise 
explicitly provides in a particular order, 
the time and date of entry of an order 
issued by the Administrator following a 
public hearing for purposes of section 
16(b) shall be at l.t)0 p.m. eastern time 
(standard or daylight as appropriate) on 
the date that is two weeks after It is 
signed. 

S 23.7 Timing of Administrator's action 
under Safa Drinking Watar Act 

Unless the Administrator otherwise 
explicitly provides In a particular 
promulgation action or determinatioa 
the time and date of the Administrator's 
promulgation, issuance, or 
determination for purposes of section 
1448(a|(2) shall be at 1:00 p.m. eastern 


time (standard or daylight, as 
appropriate) on the date that is (a) for a 
Federal Register document, two weeks 
after the date when the document is 
published in the Federal Register or (b) 
for any other document, two weeks after 
it is signed. 

{ 23.8 Timing of Administrator's action 
under Uranium Min Tailings Radiation 
Control Ad of 1978. 

Unless the Administrator otherwise 
explicitly provides in a particular rule, 
jhe time and date of the Administrator's 
promulgation for purposes of 42 U.S.C 
2022(c)(2) shall be at liX) p.m. eastern 
time (standard or daylight, as 
appropriate) on the date that Is two 
weeks after the date when notice of 
promulgation is published in the Federal 
Register. 

9 23.9 Timing of Administrator's action 
undar the Atomic Energy Ad 

Unless the Administrator otherwise 
explicitly provides in a particular order, 
the time and date of the entry of an 
order for purposes of 26 U.S.C. 2344 
shall be at IdX) p.m. eastern time 
(standard or daylight as appropriate) on 
the date that is two weeks after the date 
when notice thereof is published in the 
Federal Register. 

S 23.10 Timing of Administrator's action 
under tha Federal Food. Drug, and 
Coamebc Ad 

Unless the Administrator otherwise 
explicitly provides in a particular order, 
the time and date of the entry of an 
order issued after a public hearing fur 
purposes of 21 U.S.C 346a(i) or 348(g) 
shall be at 1.*00 p.m. eastern time 
(standard or daylight, as appropriate) on 
the date that Is (a) for a F^eral Register 
document, two weeks after the date 
when the document is published in the 
Federal Register, or (b) for any other 
dcxrument, two weeks after it is signed. 

$23.11 HoNdaya. 

If the date determined under $$ 23.2 
to 23.10 falls on a federal holiday, then 
the time and date of the Administrator's 
action shall be at 1:0Q p.m. eastern time 
on the next day that is not a federal 
holiday. 

PART 100—JUDICIAL REVIEW UNDER 
CLEAN WATER ACT (REMOVED) 

2. 40 CFR Part 100 is removed. 

|FR Doc. 85-3992 Filed Z-20-86; 8:45 am] 
attUPlO COOC 4M0>50-II 
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DEPARTMENT OF THE INTERIOR 

Office of Surface Mining Reclamation 
and Enforcement 

30 CFR Parts 701, 779, 780. 783, 784. 
800.816.817. and 823 

Surface Coal Mining and Reclamation 
Operations; Permanent Regulatory 
Program; Compliance With Court 
Order 

agency: Office of Surface Mining 
Reclamation and Enforcement. Interior. 
action: Notice of suspension. 

SUMMARY: The Office of Surface Mining 
Reclamation and Enforcement (OSM) is 
suspending certain portions of its 
regulations which: (1) Define 
^^agricultural activities or farming** on 
alluvial valley floors (AVFs): (2) set the 
areal extent and activities for the bond 
that operators must post to insure 
reclamation of surface coal mining 
operations; (3) set forth performance 
standards applicable to the 
construction, maintenance and 
reclamation of roads associated with 
surface cool mining operations: (4) 
require underground mine operators to 
handle earth materials and runoff so as 
to restore approximate premining 
recharge capacity; (5) require operators 
to redress material damage to structures 
caused by subsidence only to the extent 
required by State law; and (6) provide 
exemptions to the special permanent 
program standards applicable to 
operations on prime farmlands. In 
addition. OSM is removing a previous 
suspension addressing fish and wildlife 
information requirements in permit 
applications, thereby reinstating the fish 
and wildlife information rules originally 
promulgated in 1979. OSM is taking 
these actions chiefly as a result of a 
District Court decision in Round 11 of the 
present litigation on OSM*8 permanent 
program regulations. The suspension of 
the provision relating to the restoration 
of hydrologic recharge capacity for 
underground mines implements a 
representation the Secretary of the 
Interior made in a brief filed with a U.S. 
District Court. The suspensions will be 
effective until proposed and final rules 
can be promulgated. 

EFFECTtVE DATE: March 25.1985. 

FOR FURTHER INFORMATION CONTACT: 

Brent Wahlquist. Assistant Director for 
Technicol Services and Research. Office 
of Surface Mining. U.S. Department of 
the Interior. 1951 Constitution Ave.. 

NW.. Washington. D.C. 20240; (202) 343- 
4264. 

SUI>PLEMENTARY INFORMATION: 


1. Background 

H. Discussion of Rules Suspended 
in. Procedural Matters 

I. Background 

The Surface Mining Control and 
Reclamation Act of 1977.30 U.S.C. 1201 
et seq, (the Act), sets forth general 
regulatory requirements governing 
surface coal mining and the surface 
operations and surface impacts of 
underground coal mining. OSM has by 
regulation implemented or clarified 
many of the general requirements of the 
Act and set performance standards to 
be achieved by different operations. See 
30 CFR Chapter VII. 

On March 13.1979* OSM published 
regulations implementing the permanent 
regulatory program of Title V of the Act. 
44 FR 14902 et sag. A number of these 
regulations were challenged by States, 
coal industry representatives and citizen 
and environmental groups, in Rc: 
Permanent Surface Mining Regulation 
Litigation. No. 79-1144 (D.D.C, 1980) (In 
Re: Permanent (1)). The District Court 
issued decisions in February 1980 and in 
May 1980. The parties appealed the 
District Court's decisions in In Re: 
Permanent (!) but the D.C. Circuit Court 
remanded the case on motion of the 
parties pending the outcome of OSM's 
program of regulatory reform, in Re: 
Permanent (if. Order. February 1,1983 
(D.C, Cir). 

Many of the regulations originally 
promulgated in 1979 were revised and 
repromulgated during 1963 as part of 
OSM's extensive program of regulatory 
reform. Citizen and environmental 
groups as well as States and industry' 
representatives again challenged some 
of these new regulations in in Re: 
Permanent Surface Mining Regulation 
Litigation (ii). No. 79-1144 (D.D.C. 1984) 
(In Re: Permanent (II). In that case the 
Court divided its consideration of the 
challenged regulations into four rounds 
of briefing and oral argument. This 
notice of suspension addresses those 
regulations remanded by the October 1. 
1964 Memorandum Opinion in Round II 
of in Re: Permanent (ii). An amended 
Order was filed on December 10.1984. 
spccifyinfl which rules were remanded. 

An explanation of each of the 
regulations to be suspended, the basis 
upon which the Court remanded them to 
the Secretary and the effect of the 
suspension of each regulation is 
provided below. Where necessary. OS.M 
intends to propose revisions to the 
remanded rules consistent with the 
Court's Round II opinion. 

It is important to recognize that this 
suspension notice, although affecting the 
Code of Federal Regulations, is an 
interpretative statement which 


describes how the Secretary is already 
implementing Court's decision. Even in 
the absence of this notice, the 
Secretary's actions must be consistent 
with the Court Order. 

Most State programs were approved 
prior to the promulgation of the 1983 
rules, and are generally based on OSM i 
1979 rules. In a few instances. State 
program amendments were approved 
based on the 1983 revisions. State 
programs will remain in effect until the 
Director of OSM has examined the 
provisions of each State program to 
determine whether changes are 
necessary and has notified the State 
regulatory authority pursuant to 30 CFR 
732.17(d) that a State program 
amendment is required. 

W^ith respect to Federal lands, the 
Secretary is continually required to 
make programmatic decisions, such as 
whether and under what conditions to 
issue a Federal lands permit. Although 
30 CFR 740.11 makes State programs 
applicable on Federal lands, the 
Secretary will not take any action which 
is inconsistent with the Court's Octob<^r 

I. 1984 opinion regardless of the 
provisions of the applicable State 
program. 

This suspension notice has a direct 
effect on Federal Program States. e.xcepl 
as provided below, and on Indian lands, 
the rules for which directly reference the 
remanded sections. 

Additionally, this suspension notice ii 
no reflection on the Secretary's intent to 
appeal the Court's decision on any of 
these regulations. 

II. Discussion of Rules Suspended 

Section 70i,5 Definition of 
^^Agricultural Activities or Farming " as 
Related to Alluvial Valley Floors 

On )une 2a 1983. OSM promulgated 
its permanent regulatory program rules 
governing surface coal mining 
operations on or near alluvial valley 
floors. 48 FR 29802. The rules included • 
deHnitlon for "agricultural activities or 
farming." Congress used the term 
"agricultural activities" in the definition 
of alluvial valley Boors in Section 701(1) 
of the Act and the term "farming" in 
section 510(b)(S)(A) of the Act in 
describing permit requirements. The 
Court remanded the definition in { 701^ 
which treats the terms "agricultural 
activities" and "farming" as 
synonymous because it believed the use 
of different terms might indicate a 
congressional intent to prescribe 
different meanings to those terms, in Re: 
Permanent (II) (Memorandum Opinion 
filed October 1.1984) at 31. (Mem. Op.) 
Accordingly. OSM suspends the 
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definition at this Itme pending proposal 
of a rule which U consistent with the 
Court*8 Order. 

Rein$tatement of Sections 7/9.20, 700.16, 
mM and 784.21 Fish and Wildlife 
lr\irmaiioo Requirements 

Among the provisions at issue in h 
He: Permanent (!) was former 30 CFR 
779.20 (1979). which required each 
surface mining permit application to 
contain specified Bah and wildlife 
resourcaa information, including a study 
of fish and wildlife habitat within the 
proposed mine plan area and the 
portions of the adjacent area where 
effects on such resources could 
reasonably be expected to occur. Fom\er 
30 CFR 783.20 (1979) set forth an 
identical requireaient for the 
untierground mining permit application. 
The purpose of these regulations was to 
aid the permit applicant in 
demonstrating to the regulatory 
authority how it would comply with the 
perfonnance standards set forth at 30 
CFR 816.97 for the protection of Bsh, 
wildlife and related environmental 
values. See the discussion in the 
preamUa to the 1979 rules, 44 FR 14902, 
15037-15038 (March 13.1979). 

PlaindSi in the In Re: Permanent (!) 
suit also challenged former 30 CFR 
780.18 (1979) which required each 
applicant to submit a Bsh and wildlife 
reclamation plan rx>nsi8tent with the 
P^rformanoe standards prescribed in 
5 81697. Former I 70ai6 (1979) required 
the applicant to explain how it planned 
to niiniiniBe the adverse effects of its 
mining operations on Bsh. wildlife and 
related environmental values and how it 
intended to enhance such resources 
when practicable. The regulation also 
required statements covering all speaes 
and habitats identified through the 
consultatlpQ process conducted 
pursuant to J 779.20 (1979). Under 
former 30 CFR 784.21 (1979), a similar 
plan had to be submitted with 
underground mining permit applications. 
OS.M promulgated these regulations to 
prevent harm to threatened or 
endangered species and other wildlife, 
or their habitats, which are protected 
under State, Federal or international 
laws. See 44 FR at 15052. 

Apart from their speciBc challenge to 
the fish and wildlife requirements, 
industry plaintiffs also argued that the 
Secretary did not have the power to 
prescribe uniform standards for permit 
processing and bonding requirements 
“^use section 50t(b), which grants the 
Secretary authority to promulgate 
^?ulatioos pursuant to ^procedures and 
requiremeniji for preparation. 

'uhmissloii and approval of State 


programs,** fails to expKcitly list 
permitting and bonding. 

The District Court rejected industry's 
challenge to the Secretary's general 
authority to promulgate uniform permit 
processing and bonding requirements, 
stating that speciBc listing of these 
requirements was not necessary since 
**the structure of tlie Act. the general 
grants of rulemaking authority, and 
section 501(b) support the Secretary's 
power to develop permitting and 
banding regulations/* in Re: Permanent 
(!), February 28,1980 Memorandum 
Opinion at 31. However, the District 
Court proceeded to strike down both 
§ 779 l 20 and { 78ai6 because it could 
Bnd no authority in the permitting and 
bonding sections of the Act for the 
Secretary to require fish and wildlife 
information in the permit application or 
the reclamation plan. In Re: Permanent 
(I), February 26, 1980 Memorandum 
G^inion at 38-39. Accordingly, pursuant 
to the Court's February 1980 
Memorandum Opinion, OSM suspended 
these provisions, together with H 783.20 
and 784.21. the corresponding 
regulations for underground mining 
permit applications. 45 FR 51547 (August 
4.1900). 

Peabody Coal Company appealed the 
District Courfs decision rejecting 
industry's challenge to the Secretary's 
general rulemaking authority under the 
Surface Mining Act. It asserted that the 
Secretary has no authority to require 
permit applicants to submit any items of 
information beyond those specifically 
enumerated in the Act. See In Re: 
Permanent Surface Mining Regulation 
Litigation, 653 ¥2d 514, 517 (D.C. Cir.|, 
cert denied, 454 U.S. 822 (1981). The 
Circuit Court found that the District 
Court was correct in holding that the 
Act's explicit listing of information 
requirements is not exhaustive and does 
not preclude the Secretary from 
requiring additional information needed 
to insure compliance with the Act td at 
527. The Circuit Court was careful to 
note that challenges to individual 
regulations were separately adjudicated 
in the District Court and that the Circuit 
Court was not assessing the Secretary's 
justiBcalions for individual regulations. 
Id. at 517-18. 

Relying on the District Court's 
February 1880 Opinion, in 1963 OSM did 
not repromulgate regulations calling for 
Bsh and wildlife information in the 
permit application and reclamation plan 
when OSM revised the performance 
standards found in { 816.97 for the 
protection of Bsh. wildlife and related 
environmental values. See 48 FR 30312. 
30316 (June 30.1963). 


In Round II of In Re: Permanent (II), 
which gives rise to the present 
suspension notice, the environmental 
plaintiffs challenged the Secretary's 1983 
regulations claiming they fail to require 
operators to supply information on Bsh 
and wildlife resources in permit 
applications, in his Round II brief, the 
Secretary agreed with the plaintiffs that 
the Circuit Court's decision supports his 
authority to require Bsh and wildlife 
data. However, the Secretary dkl not 
ask the District Court to reinstate the 
previously suspended Bsh and wildlife 
information rules, but rather urged the 
Court to allow OSM the opportunity to 
propose a rule requiring information 
the Secretary deems necessary for 
permit approval (Government brief at 
130.) Instead, the District Court held that 
the Circuit Court's decision upholding 
the District Court's February 1980 
decision relating to permitting ai\d 
bondins had effectively reinstated the 
Bsh ana wildlife information rules 
remanded in that decision. Thus, the 
Court ordered the Secretary to reinstate 
the remanded regulations. In Re: 
Permanent (II), October Op. at Sa 

The Court held that the Secretary 
could not revoke the reinstated 
regulatlona until he conducted a new 
rulenxakhxg and articulated a rational 
explanation for his actions. Id at 57. The 
effect of this suspension notice is 
formally to reinstate 30 CFR 779.20. 
780.16. 783.20 and 784Jtl. pursuant to the 
Court's October 1.1984 Opinion in In 
Re: Permanent (II). 

OSM intends to propose new rules 
delineating the permit application 
information requirements for Bsh and 
wildlife resources. 

Sections 000.1J(b) and 00013(a)(2) 
Incremental Bonding and Phase Bonding 

OSM promulgated Bnal permanent 
program rules on bonding and Insurance 
requirements on July 19,1983. 48 FR 
32982. Section 800.1T(a) requires the 
permit applicant to Ble with the 
regulatory authority (RA) a bond made 
payable to the RA and conditioned upon 
faithful performance of all requirements 
of the Act. the regulatory program and 
the permit. The Court remanded two 
provisions of the bonding rules to the 
Secretary in its October 1,1984 decision. 
Mem. Op. at 46, 47. 

Section 800.n(b] allows an operator 
to post a bond for an area smaller than 
the entire area to be mined in a given 
permit term. This practice is often 
referred to as -incremental bonding.- 
Thc Court remanded 9 BOO.llfb] to the 
Secretarv holding that it contradicts the 
Act -to the extent that it allows the 
bond to be posted for an area less than 
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the entire area to be mined within the 
initial permit term."* Mem. Op. at 46. 
Accordingly. OSM is suspending 
S 8(X).11(b) to be consistent with the 
Court Order. 

As a result of the Court s decision, all 
bonds must apply to the entire area 
within the permit area upon which 
surface coal mining and reclamation 
operations will be conducted during the 
initial permit term. 

Section 800.13(a)(2) allows miners to 
post bonds separately to guarantee 
specific phases of reclamation within 
the permit area. The Court remanded the 
rule, holding that nothing in section 509 
of the Act outhorizes the Secretary to 
split the bond into specific phases of 
reclamation as contemplated by 
5 800.p(a)(2). Mem. Op. at 47. Thus. 
OSM is suspending the rule to comply 
with the Court Order and will 
subsequently propose its removal from 
the Code of Federal Regulations. 

Seciions 8W.150, 816.15U 817.150, 

817.15h and 701.5 Roads 

On April 16,1982. OSM proposed 
permanent program regulations 
addressing the design, construction, use 
and maintenance of roads used in 
surface coal mining operations. 47 VR 
16592. The proposal included a road 
classification system for primary and 
ancillary roads used in surface mining 
activities and underground mining 
activities based on frequency of road 
use. As a result of comments received. 
OSM determined thot a classification 
based on the purpose of the road instead 
of the frequency of road use w'ould more 
accurately categorize as primary the 
roads which have the potential for 
greater adverse environmental impacts. 
Sec 48 VR 22111-22112 (May 16.1983). 
Therefore, the final rule promulgated on 
May 16.1963 categorizes roads 
according to the purposes for which the 
roads are used. See 30 CFR 8iai50(a) 
and 817.150(a): 48 FR 22110. 

llic Court held that the promulgation 
of the classification system in 30 CFR 
816.150(a] violated the Administrative 
Procedure Act (APA). 5 U.S.C. 553. and 
remanded this section of the rule to the 
Secretary for proper notice and 
comment. Mem. Op. at 26 In the 
amended Order filed December 10.1984. 
the Court remanded {( 816.150.816.151. 
817.150(a) and 817.151 which are all 
dependent upon the roads classification 
system, as well as the deHnition of road 
set forth in I 701.5. This suspension 
implements that Order. OSM intends to 
propose new regulations which define 
the term ‘'road** and which address the 
design, construction, use and 
maintenance of roads used In surface 
coal mining operations. 


The Tennessee Federal program. 30 
CFR Part 942. adopted at 49 FR 38874 
(October 1,1964). was the subject of a 
separate notice and comment period 
subsequent to the promulgation of the 
roads rules, during which time the public 
was apprised of the specific content of 
the national regulations. See 49 FR 26898 
(June 29.1984). Sections 942.816 and 
942.817 of the Tennessee Federal 
program, as finally hdopted. incorporate 
by reference Parts 816 and 817 of 
Chapter VII. including the roads rules. 
Additionally, specific roads 
performance standards were added in 
Tennessee to augment the national 
rules. Thus, although the Court 
remanded { 816.150(a) because OSM's 
final rule promulgated on May 16.1983 
was based on Inadequate notice and 
comment, the public had adequate 
opportunity to comment on the roads 
rules as they apply in Tennessee. 
Accordingly, all of the roads regulations 
suspended by this notice remain in 
effect in the Tennessee Federal program. 

Section 817.41(b)(2) Restoration of 
Recharge Capacity 

Section 817.41(b)(2) provides for the 
protection of groundwater quantity by 
requiring underground miners to handle 
earth materials and runoff in a manner 
designed to allow movement of water to 
the groundwater system so as to restore 
approximate premining recharge 
capacity of the reclaimed area, 
excluding coal mine waste disposal 
areas and fills. Industry plaintiffs 
challenged this new provision (which 
had not been included in the Secretary's 
1979 rules) because the specific 
provision in section 515(b)(10) of the Act 
requiring the restoration of recharge 
capacity interrupted by surface mining 
docs not appear in the corresponding 
provision of the Act. section 516(b)(9). 
for undeiground mining. The Federal 
Register preamble to S 817.41(b)(2) did 
not address this issue. See 46 FR 43997 
(September 26.1983). Therefore, in his 
Round III brief in In Re: Permanent (11) 
filed December 17.1964. the Secretary 
stated his intention to suspend the rule 
pending development of a more 
complete administrative record 
concerning the legal ond policy 
considerations associated with requiring 
underground mine operators to restore 
hydrologic recharge capacity. 
(Government brief at 5.) In accordance 
w ith the statement in the December 17. 
1964 brief, this notice suspends 
S 617.41(b)(2). 

As was made clear to the District 
Court, the suspension of 817.41(b)(2) 
does not affect the applicability of any 
of OSM‘8 other reclamation 
requirements, such as the requirement in 


30 CFR 817.41 (1963) to conduct 
underground mining and reclamation 
activities in a manner to minimize 
disturbances and prevent material 
damage to the hydrologic balance, or the 
obligation in 30 CFR 817.133(a) (1983) to 
restore disturbed areas to conditions 
capable of supporting premining or 
higher or better uses. 

The Secretary intends to initiate 
further rulemaking proceedings on the 
issue of restoration of recharge capacity 
associated with underground mines. 

Section 817.121(c)(2) Remedies for 
Subsidence Damage Limited by State 
Law 

On fune 1.1983. OSM promulgated 30 
CFR 817.121(c)(2) which requires an 
operator to redress material damage to 
surface structures or facilities resulting 
from subsidence only to the extent 
required by State law. 48 FR 24638. This 
rule represented a change from previous 
S 817.124 (1979) which required the 
operator to redress subsidencc-caused 
material damage irrespective of State 
law. 44 FR 15440 (March 13.1979). 

The Court held that it was Improper 
for OSM to adopt without sufficient 
notice a final rule that represented a 
complete reversal of policy from the 
1979 regulation. Mem. Op. at 11. 
Accordingly, the Court remanded the 
regulation to be repromulgated in 
accordance with the notice and 
comment requirements of the APA. By 
this notice. OSM suspends the portion of 
§ 817.121(c)(2) which the Court 
remanded. O^M intends to repropose 
the suspended rule. 

The Tennessee Federal program. 30 
CFR Part 942, 49 FR 38874 (October 1. 
1964) was the subject of a separate 
notice and comment period subsequent 
to the adoption of S 817.121(c)(2). 49 

FR 26898 (June 29.1984). Section 942617 
incorporates 30 CFR Part 817 by 
reference, thereby adopting 
§ 817.121(c)(2) for the Tennessee 
program. Because the public had an 
adequate opportunity to comment on 
} 817.121(c)(2) as it applies in the State 
of Tennessee, the portion of 
{ 817.121(c)(2) suspended by this notice 
will remain elective in Tennessee until 
the completion of the national 
rulemaking reproposlng S 817.121 (cH2). 

Section 823.21(a) Exemption From 
Special Prime Farmland Performance 
Standards for Coal Preparation Plants, 
Support Facilities and Roads 

Under 30 CFR 823.11(a). land occupied 
by coal preparation plants, support 
facilities, and roads associated with 
surface and underground mines, which 
arc actively used over an extended time 
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period and which affect a minimal 
Hmount of land, is excluded from the 
special prime farmland performance 
standards of 30 CFR Part 823. See 48 FR 
21440. 21452-21454 (May 12.19B3J. These 
performance standards address soil 
removal and stockpiling, soil 
rt'placement, and the re vegetation and 
restoration of soil productivity. The 
exemption for such facilities associated 
with underground mining was suggested 
by the Court in its May 16.1060 opinion. 
In Re: Permanent (I), May 16.1060 
Memorandum Opinion at 1-3. In 
extending the exemption to listed 
surface facilities of both surface and 
underground coal mining operations. 
OSM reasoned that these long term uses 
and their effects were similar for both 
types of mining. 5^ 48 FR at 21452 (May 
12.1983). 

The Court held that the Secretary 
Ignored basic differences between 
surface and underground mining 
operations when he promulgated the 
rule. According to the Court, in 
underground mining the surface 
facilities are used for an extended 
period of time and that, consequently, 
the soil removed incident to their 
construction must be maintained and 
stored for that same time period. By 
amtrast, the Court staled that in surface 
mining, the topsoil need not be stored 
for many years, hut rather it could be 
redistributed over areas disturbed by 
surface operations as surface mining 
activity progresses. The Court, therefore, 
remand^ the regulation to the 
Secretary insofar as it addressed 
facilities used in surface mining. Mem. 
Op. at 22-23. This suspension 
implements that direction. The 
suspension of the exemption as it relates 
to facilities used in surface* mining 
means that prime farmland occupied by 
all coal preparation plants, support 
facilities and roads that are part of the 
surface mining activities must meet the 
applicable prime farmland performance 
standards. 

With respect to underground mining, 
the Court found that the exemption 
properly applies to the enumerated 
surface facilities that are ''actively used 
over extended periods of time where 
such uses affect a minimal amount of 
land.'* 30 CFR B23.11(a): Mem. Op. at 23. 
Thus, the exemption remains applicable 
to Ihc specified surface facilities of 
underground mines. However, the Court 
found that Ihc regulation does not 
apedfy what constitutes an "extended” 
period of time or a "minimal" amount of 
land. Mem. Op. at 23. The Court 
therefore directed the Secretary' to 
provide guidelines limiting the scope of 
this exception for listed facilities related 


to underground mining. Id OSM intends 
to propose a rule to clarify the scope of 
the exemption as it applies to 
underground mine surface facilities in 
accordance with the Court's opinion. 

Section 823.1t(bj Exemption From 
Special Prime Farmland Performance 
Standards for impoundments 

Under the Act and its implementing 
regulations, prime farmland must be 
returned to its premining capability after 
the mining operation is completed. 5^ 
section 519(c); 30 CFR 785.17(e)|l). 
800.40(c)(2) and 823.15. However, in 30 
CFR 823.11(b). 48 FR 21446 (May 12. 

1983). OSM created an exception to that 
requirement for certain water bodies left, 
by operators after mining. 

On October 1.1984. the Court held 
that the regulation as written provided 
an impermissibly broad variance from 
the post-mining use of prime farmland. 
Mem. Op. at 21. Accordingly. OSM 
suspends ( 823.11(b). The suspension of 
this rule will mean that the regulatory 
authority cannot approve the retention 
of impoundments as satisfying the 
operator's obligation to restore prime 
farmland to premining equivalent levels 
of yield. 

llie Court did not reach the issue of 
whether or not water bodies would be 
allowable under the Act as a beneficial 
part of prime farmland use. OSM is. 
therefore, considering proposing a new 
rule which would allow impoundments 
that are beneficial to agricultural 
activity. 

111. Procedural Matters 
Executive Order 12291 

The DOl has examined this 
suspension notice according to the 
criteria of Executive Order 12291 
(February 17,1981) and has determined 
that it is not mafor and does not require 
a regulatory impact analysis. The 
promulgation in 1983 of the rules being 
suspended was not a major action and 
for the same reasons, neither is this 
suspension. 

Regulatory Flexibility Act . 

llie DOl also has determined, 
pursuant to the Regulatory Flexibility 
Act. 5 U.S.C. 601 et seiy.. that the 
suspension will not have a significant 
economic impact on a substantial 
number of small entities for the same ^ 
reasons that the promulgation of the 
rules in 19B3 did not have such an 
impact. 

National Environmental Policy Act 

The effect of the suspensions covered 
by this notice is covered in two 
environmental impact statements 


prepared by the Department of the 
Interior. These are the Final 
Environmental Impact Statement OSM- 
ElS-1 and the Final Environmental 
Impact Statement OSM-ElS-1: 
Supplement. These are on file at the 
OSM Administrative Record at 1100 L 
Street. NW... Washington. D C. 

Paperwork Reduction Act 

No new information collection 
requirements arc imposed by these 
suspensions. The reinstated information 
collection requirements of {§ 779.20. 
700.16, 783.20 and 784.21 were previously 
approved by the Office of Management 
and Budget under 44 U.S.C. 3507 and 
assigned clearance numbers 1029-0035. 
1029-0030, 1029-0038. and 1029-0039. 
respectively. 

List of Subjects 

30 CFR Part 701 

Coal mining. Law enforcement. 
Surface mining. Underground mining. 

30 CFR Part 779 

Coal mining. Environmental 
protection. Reporting and recordkeeping 
requirements. Surface mining. 

30 CFR Pari 780 

Coal mining. Reporting and 
recordkeeping requirements. Surface 
mining. 

30 CFR Pari 783 

Coal mining. Environmental 
protection. Reporting and recordkeeping 
requirements. Underground mining. 

30 CFR Part 784 

Coal mining. Reporting and 
recordkeeping requirements. 
Underground mining. 

30 CFR Pari 800 

Coal mining. Insurance. Reporting and 
recordkeeping requirements. Surely 
bonds. Surface mining. Underground, 
mining. 

30 CFR Pari 816 

Cool mining. Environmental 
protection. Reporting and recordkeeping 
requirements. Surface mining. 

30 CFR Pari 817 

Coal mining. Environmental 
protection. Reporting and recordkeeping 
requirements. Underground mining. 

30 CFR Part 823 

Agriculture. Coal mining. 
Fjivironmentn) protection. Surface 
mining. Underground mining. 








7278 Federal Regislet / VoL 50, No. 35 / Thursday. Februar>^ 2h 1965 / Rules and Regulations 


In considerttion of the foregoing, the 
following regulations in 30 CFR Parts 
701. 779. TUa 783. 784. 80a 818. B17 and 
823 are amended. 

Dated Febnmry 14,198S. 

Leona A. Power. 

Acting A»si$tan1 SeoHory for Land and 
MmeraJ§ Managaantnt 

PART 701—(AMENDED] 

$701.5 lAmandedI 

1. In i 701.5. the definition of 
^'agricultural acliviltes or farming'* is 
suspended. 

2. In § 701.5, the definition of "road** is 
suspended except as cross-referenr^^d in 
$ 942.701 of this chapter. 

PART 779-{ AMENDED I 

6 779.20 [Amandad] 

3. The Note suspending $ 779.20 is 
removed 

PART 780—(AMENDED 1 

9 780,18 (Amandad] 

4. The Note suspending f 780.18 ts 
removed. 


PART 783—I AMENDED) 

9783.20 (Amandadl 

5. The Note suspending { 783.20 is 
removed. 

PART 784—(AMENDED 1 

9784.21 [Amandetf] 

6. The Note suspending { 784 21 is 
removed. 

PART 800—{AMENDEDI 

{80011 (Amandadl 

7. Section aoo.nfb) is suspended 
insofar as it allows the bond to be 
posted for less than the entire area 
within the permit area upon which 
surface coal mining and reciamatfon 
operations will be conducted during the 
Initial permit term. 

{800.13 lAmendad) 

8- Section 800.13(aK2) is suspended. 

PART 818—I AMENDED I 

{{816.150 and 818.151 (Amended] 

9. Sections 616.150 and 816.151 are 
suspended except as cross-referenced in 
$ 942.816 of this chapter. 


PART 817—(AMENDED) 

{817.41 lAmandadl 

10. Section ai7.41(b)(2) Is suspended 
{817.121 (Amended) 

11. In S 617.121(c)(2). the phrase **tt]o 
the extent required under Slate law" is 
suspended except as cross-referenced in 
S 942.017 of this chapter. 

{{817,150 and 817.151 (Amandadl 

12. Sections 817.150 and 817.151 are 
suspended except as cross-referenced In 
S 942.817 of this chapter. 

PART 823—(AMENDED) 

{S23.tt (Amandad) 

13. Section 823.11(a) is suspended 
insofar as it excludes from the 
requirements of Part 823 those coal 
preparation plants, support facilities 
and roads that are surface mining 
activities. 

{S23.11 lAmandadl 

14. Section 823.11(b) is suspended. 

(30 U.S.a 12aialj«q.) 

(FR Doc. aS^152 Filed 2-20-85:845 am) 
WLUtlO COM 49te-as-ll 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 61 
IAO-FRL-2777-11 

National Emiasion Standards for 
Hazardous Air Pollutants; Standard for 
Radon-222 Emissions From 
Undorgrourul Uranium Mlr>ss 

AOENCY: Environmental Protection 
Agency (EPA). 
actk>n: Proposed rule. 

SUMMARY: The U.S. District Court for the 
Northern District of California has 
ordered EPA to promulgate a Rnal 
standard for airborne emissions of 
radionuclides from underground 
uranium mines by April 10.1985. or to 
find that radionuclides are clearly not a 
hazardous pollutant. The Agency has 
chosen to propose a work practice 
standard which is designed to reduce 
i missions of radon-222 from 
underground uranium mines to the 
atmosphere. 

OATES: The record will be held open 
until March 25,1985, to allow comments 
on the testimony presented at the public 
hearing. However, to allow maximum 
time for consideration of comments on 
the proposed rule, they must be received 
by March 25.1985. A public hearing on 
this proposed rule is scheduled for 
February 27-28.1985. in Albuquerque. 
New Mexico. Requests to participate in 
the hearing should be made by February 
25,1985. 

ADORESSES: Comments should be sent 
to: Central Docket Section (LE-131). U.S. 
Environmental Protection Agency. 401 M 
Street. SW., Washington. D.C, 20160. 
Attention: Docket No. A-79-11. 

The hearing will be held at the 
Albuquerque Convention Center. 
Picuris-Sandia Room. 401 2nd Street. 
NW., Albuquerque. N«M. from 9,00 a 4 n.- 
5:00 p.m. each day. Requests to 
participate in the hearing should be 
made in writing to Richard J. Guimond. 
Director. Criteria and Standards 
Division IANR-460|. U.S. Environmental 
Protection Agency, Washington. D.C 
20460. 

All requests should include an outline 
of the topics to be addressed In the 
opening statement and the names of the 
participants. Presentations should be 
limited to 30 minutes. 

The rulemaking record is contained in 
Docket No. A-70-11, This docket is 
available for public inspection between 
8:00 a.m. and 4:00 p.m^ Monday through 
Friday, at EPA*8 Central Docket Section. 
West Tower Lobby. GaUer>' One. 
Waterside Mall. 401 M Street. SW., 


Washington. D.C. 20460. A reasonable 
fee may be charged for copying. 

FOR FURTHER INF0RMAT10H CORTACT. 
Paul |. Magno. Environmental Standards 
Branch (ANR-4eO). Criteria and 
Standards Division. Office of Radiation 
Programs. U.S. Environmental Protection 
Agency, Washington. D.C, 20460. (703) 
557-0704, 

SUPPLEMENTARY INFORMATION: 

I . Supporting Doctimenls 

A draft Background Information 
Document for the proposed standard has 
been prepared and single copies may be 
obtained by writing the Program 
Management Office. Office of Radiation 
Programs (ANR-158), U.S. 

Environmental Protection Agency, 
Washington. D.C. 20460. or by calling 
(703) 557-9351. Please refer to “Draft 
Background Information Document: 
Proposed Standards for Radon-222 
Emissions to Air from Underground 
Uranium Mines.** This document 
contains a description of the uranium 
mining industry, projected exposures 
and risks to nearby individuals and to 
populations, and descriptions of radon- 
222 control methods. 

II. History of Radionuclide Standards 
Development 

On April 6,1983, EPA announced In 
the Federal Register its proposed 
standards for sources of emissions of 
radionuclides from four categories: (1) 
Department of Energy (DOE) facilities; 

(2) Nuclear Regulatory Commission 
(NRC)-licensed facilities and non-DOE 
Federal facilities: (3) elemental 
phosphorus plants: and (4) underground 
uranium mines. 

On February 17,1984. the Sierra Club 
filed suit to compel final action in the 
U.S. District Court for the Northern 
District of California, pursuant to the 
citizens* suit provision of the Act [Sjerm 
Club V. Ruckehhuus, No. 64-0656 
WHO). On July 25,1984. the Court 
granted Sierra Club's summary iudgment 
motion and ordered EPA to promulgate 
standards or make a finding that 
radionuclides arc not a hazardous air 
pollutant within 90 days of the date of 
the order. 

On October 23,1984. EPA withdrew 
its proposed standards for radionuclide 
emissions from the following categories: 
(1) Elemental phosphorus plants; (2) 

DOE facilities: (3) NRC-iicensed 
facilities and non-DOE Federal facilities: 
and (4) underground uranium mines (49 
FR 43906. October 31.1984). The 
proposed standards for the first three 
cate^ries were withdrawn because the 
Administrator determined that current 
practice provides an ample margin of 


safety in protecting the public health 
from the hazards associated with 
exposure to radionuclides from these 
sources. In the case of underground 
uranium mines, the Administrator 
withdrew the proposed standard 
because it did not meet the legal 
requirements of section 112 of the Clean 
Air Act. Simultaneous with this action 
the Agency published an Advance 
Notice of Proposed Rulemaking for 
radon-222 emissions from underground 
uranium mines to solicit additional 
information on control methods such as 
bulkheading and other forms of 
operational controls for radon-222 which 
would meet the legal requirements of 
section 112 (49 FR 43915, October 31. 
1984). The Agency also published at that 
lime an Advance Notice of Proposed 
Rulemaking for radon-222 emissions 
from licensed uranium mills (49 FR 
43918. October 31. 1984). 

On October 31.1984. the U.S. District 
Court. Northern District of California 
issued an order reqiHring the 
Administrator and the Agency to show 
cause why they should not be held in 
contempt of the Court's july 25 order. A 
court hearing was held on November 21. 

1984. to consider the issue. In a ruling on 
December 11,1984, the Court found the 
Administrator and the Agency In 
contempt and ordered the following 
remedial action: 

1 . (a) Issue within 30 days of the date 
of the order final radionuclide emission 
standards for DOE facilities. NRC- 
licensed and non-DOE Federal facilities, 
and elemental phosphorus plants, and 

(b) Issue %vithin 120 days of the date of 
the order final radionuclide emission 
standards for underground uranium 
mines; or 

2 . Make a finding based on the 
information presented at hearings during 
the rulemaking, that radionuclides are 
clearly not a hazardous pollutant. ' 

The Agency promulgated final 
standards for DOE facilities. NRC- 
licensed and non-DOE Federal facilities, 
and elemental phosphorus plants on 
lanuary 17.1985 (50 FR 5190, Februon a 
1965), although it is noted that the 
Agency Intends to pursue its pending 
appeal of this portion of the District 
Court's order. This notice proposes a 
standard for underground uranium 
mines in conformance with the District 
Court's order, EPA intends to 
promulgate a final standard for 
underground uranium mines by April ia 

1985. thereby fully complying with the 
Court's order. 

111. Suinmar>' of Withdrawal Decision 

When the Agency first proposed a 
standard for underground uranium 
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mines in April 1983. the available 
technical information suggested that no 
practical technology existed for 
achieving satisfactory reductions in 
radoo-222 emissions to air from 
untlerground uranium mines and 
therefore, an emission standard was not 
feasible. Nonetheless, the Agency 
concluded that the magnitude of the risk 
to nearby individuals and the total 
population resulting from exposure to 
ra()on-222 emissions from these mines 
warranted regulatory attention. 
Therefore, the Agency proposed an 
ambient.concentration limit for 
underground uranium mines that would 
limit the annual average radon-222 
concentration in air due to emissions 
from an underground mine to an annual 
average of 0.2 pCi/l above background 
in any unrestricted area. 

Analysis of the likely reduction in 
health risks afforded by the proposed 
standard showed that while risks to 
nearby individuals were reduced about 
ten-fold, the risks to the total population 
were only slightly reduced. The lack of 
population risk reduction is due to the 
fact that radon-222 releases would not 
be reduced by the proposed rule; they 
would only be more widely dispersed. 

On October 23,1984. the Agency 
withdrew its proposed standard for 
undeigroimd uranium mines. At that 
time, the Agency issued an Advance 
Notice of Proposed Rulemaking (ANPR) 
to solicit information on methods, such 
as bulkheads, sealants, and mine 
pressurization, that may be available to 
control radon-222 emissions from the 
mines. Comments were requested on a 
number of speciHc topics and were to be 
submitted by April 15.1985. Although 
the .‘Xgenc/s current rulemaking effort 
must be completed before this date to 
satisfy the District Court's order. EPA is 
still soliciting the information requested 
in the ANPR and is extending the 
deadline for receipt of this information 
to September 30,1985. This information 
will be used by the Agency in its long¬ 
term consideration of radon-222 
emission controls for underground 
uranium mines. The results of this study 
may lead to some modification of the 
Agency's standard. 

IV, Summary of Proposed Standard 

Based on currently available 
information. EPA has determined that it 
is not feasible to prescribe an emission 
standard for radon-222 emissions from 
unde^round uranium mines. Therefore. 
EPA is proposing a work practice 
standard based on bulkhcading mined- 
out and temporarily inactive mine areas 
to reduce the amount of radon-222 
emitted to the atmosphere from the 
mines. The deadline imposed by the 


District Court requires the Agency to 
promulgate a standard for underground 
uranium mines using only the currently 
available technical information. Specific 
estimates of the radon-222 emission 
reduction achieved by the proposed 
standard cannot be made with existing 
information. Further, the cost of these 
proposed requirements can only be 
generally estimated. However, the costs 
are not expected to be substantial since 
the proposed standard generally reflects 
techniques that the industry has 
indicated are already in widespread use. 
EPA intends, once this standard is 
promulgated, to begin long-term studies, 
as necessary, to more thoroughly 
determine the efficiency and cost of 
bulkheads and other techniques for 
decreasing radon-222 emissions from the 
underground uranium mines. 

V. Rationale for the Proposed Standard 

A. Industry Description 

Uranium mining involves the handling 
of large quantities of ore containing 
uranium-238 and its decay products. The 
concentrations of these radionuclides in 
ore may be up to one thousand times 
greater than their concentration in other 
rocks and soils. Uranium mining is 
generally carried out by either surface 
(open pit) or underground mining 
methods, depending on the depth of the 
ore deposit Underground uranium 
mines accounted for about forty percent 
of the uranium oxide production in 1983. 
After mining, the ore is shipped to a 
uranium mill where the uranium is 
separated for subsequent use. 

The uranium mining industry' has 
undergone substantial changes in recent 
years due to declining demand and 
competition from low-cost foreign 
sources. The total number of all ty^pes of 
uranium mines in operation fell from a 
peak of 432 in 1979 to 135 in 1963. The 
number of underground mines fell from 
300 in 1979 to 95 in 1983 and 28 by 
November 1984. By January 1985, only 17 
underground uranium mines were 
operating and further reductions are 
expected during 1985. Production of 
uranium oxide by underground mines 
fell from a peak of 9.600 tons in 1980 to 
4.100 tons in 1983. 

All uranium mining in the United 
States takes place in the western United 
States. In general, the mines are located 
in relatively remote areas. Of the 26 
underground mines operating in 
November 1984, twelve were in New 
Mexico, two in Colorado, four in 
Wyoming, six in Utah, and two in 
Arizona. 


B, Radionuclide Emissions from 
Underground Uranium Mines 

Evaluations of radionuclide emissions 
from underground uranium mining 
activities indicate that radon-222 is the 
most significant radionuclide emitted to 
the above ground air. Radon-222 decays 
into a series of short half-lived 
radionuclides which attach to dust 
particles that become lodged in the lung 
when inhaled. Thus, the irradiation of 
the lung, which increases the risk of lung 
cancer, is predominantly from radon 
decay products rather than the 
precursor radon-222. Radon-222 is 
released from underground mines in 
relatively high concentrations through a 
series of ventilation shafts installed at 
locations along the mine haulage ways. 
These shafts are designed to sufficiently 
ventilate the working areas of the mine 
to keep miners' exposure to radon decay 
products below permissible levels. 

The rate of radon-222 emissions from 
underground uranium mines is highly 
variable and depends upon a number of 
interrelated factors, such as mine 
ventilation rates, ore grade, exposed 
surface area, mining practices, and 
geolgic formations. In addition, these 
mines can differ significantly in their 
configuration: for example, some mines 
have few tunnels and cross sections, 
while such features are numerous in 
other mines. The wide diversity among 
mines makes it difficult to predict 
emission rates or the effectives of 
emission reduction practices at any 
given mine. 

Measurement studies made at 27 large 
underground mines during 1978-1979 
showed that radon-222 emissions to au 
from individual mines ranged from 200 
to 30.000 Ci/y with an average to 5600 
Ci/y. These mines accounted for 65 
percent of the uranium oxide produced 
by all underground mines in 1978. Based 
on these measurements, the total radon- 
222 emissions from all underground 
uranium mines in 1978 are estimated to 
be 235.000 Ci/y. 

These studies also evaluated the 
relationship between mine parameters, 
such as ore production rate, cumulative 
ore production, ore grade, mine surface 
area and mine age, and radon-222 
emission rates. Of the parameters 
evaluated, cumulative production was 
most directly correlated with radon-222 
emissions. An evaluation of radon-222 
emissions from underground mines 
operating in 1976 as a function of 
cumulative ore production showed that 
188 or 75 percent of the mines had a 
cumulative ore production of less than 
lOO.CXW tons. The average estimated 
radon-222 emission rate from each of 








7282 


Federal Register / VoL 50, No. 35 / Thursday^ February 21. 1985 / Proposed Rules 


these mines was less than 200 Ci/y, and 
as a group they contributed only five 
percent of the total curies emitted by all 
underground mines in 1978. Since the 
rtidon-222 emissions from underground 
uranium mines with cumulative ore 
productions of less than 100.000 tons are 
small, the Agency has concluded that 
these mines need not be covered by the 
standard. (Cumulative ore production is 
that total amount of ori^ removed from a 
mine since its inception.) In addition, the 
Agency has decided that this standard 
should not apply to mines with an 
annual production of less than 10.000 
tons because the life of many small 
mines is less than 10 years. 
Consequently, the total production over 
the lifetime of the mine would not 
exceed 100.000 tons. 

C. Estimates of Exposure and Risk 

Individuals living near an 
underground uranium mine can be 
exposed to the increased levels of 
radon-222 being released from the mine 
ventilation shafts. Radon-222 contained 
in the outside atmosphere enters homes 
and other structures built near the mine 
exhaust vents through doors and 
windows, as well as other openings in 
the structure. The radon decay pr^ucts 
lend to concentrate indoors, thus 
exposing the occupants to potentially 
harmful levels of these radionuclides. 
Lifetime risks of fatal cancer to 
individuals living near an underground 
uranium mine are estimated to range 
from about one in one thousand to one 
in one hundred. The potential exists for 
even greater risks in some situations, 
e g., a person living very close to several 
horizontal mine vents or in areas 
influenced by multiple mine emissions. 
EPA estimates the fatal cancer risk to 
the total population from radoD-222 
emissions bom underground uranium 
mines to have been al^ul one to four 
fatal cancer cases per year during the 
peak production period of 197a>19e2. 
With the decrease in the number of 
operating underground uranium mines, 
the risk of fatal cancer is expected to 
range from four-tenths to two fatal 
cancer cases per year during the period 
1983-1990. 

Exposure levels are derived using 
emission estimates, dispersion 
modelling, and population data. For any 
given level of emissions, dispersion 
models predict concentrations at 
different distances from the emission 
source. By combining those estimated 
concentrations with census data on 
population densities, the number of 
people exposed at different levels can 
be estimated. Several factors suggest 
that octual exposure levels to nearby 
individuals will be lower than those 


estimated. In estimating exposure, the 
most exposed individuals are 
hypothetically subjected to the 
maximum annual average concentration 
of the emissions for 24 hours every day 
for 70 years (roughly a lifetime). This 
does not consider, for instance, the fact 
that most people in ihelr daily routines 
move in and out of the specific areas 
where the emission concentrations arc 
the highest. 

The final risk estimates are the 
product of the exposure levels and the 
estimated unit-risk factor. Two summary 
measures are of particular interest: 
'^nearby individual risk"* and **total 
population impact.** The former refers to 
the estimated increased lifetime risk to 
individuals who spend their entire life at 
the point where predicted 
concentrations of the pollutant at 
highest. Nearby individual risk is 
expressed as a probability; a risk of one 
in one thousand, for example, means 
that a person spending his lifetime at the 
point of maximum exposure has an 
estimated increased risk of developing a 
fatal cancer of one in one thousand (For 
comparison, the average lifetime risk of 
dying of cancer in the United States is 
about 165 in 1.000. Eliminating a risk of 
one in one thousand reduces the overall 
lifetime risk of contracting a fatal cancer 
by less than 0.6 percent.) Estimates of 
nearby individual risk must be 
interpreted cautiously, however, since 
people generally do not spend their 
whole lives at the points of maximum 
concentrations. 

The second measure, "'total 
population impact^ considers people 
exposed at all concentrations, low as 
well as high, and it considers people 
exposed throughout the United States, 
as appropriate. It is expressed in terms 
of annual number of cancer cases, and 
provides a measure of the overall impact 
on public health. A total population 
impact of 0.5 fatal cancer cases per year, 
for example, means that emissions of 
the speciBc pollutant from the source 
catcgor>' are expected to cause one case 
of cancer every 20 years. 

The two estimates together provide a 
better description of the magnitude and 
distribution of risk in a community than 
either number alone. "^Nearby individual 
risk*" tells us the highest risk, but not 
how many people may bear that risk. 
'Total population impact** describes the 
overall health impact on the entire 
exposed population, but not how much 
risk the most persons may bear. Two 
sources of radionuclide or chemical 
emissions could have similar population 
impacts, but very different maximum 
individual risks, or vice versa. Both 
estimates are important and are used in 


making risk management decisions. The 
risk estimates should not be viewed as 
precise estimates of likely health 
damage, but rather as a general 
indication of a reasonable upper-limit 
estimate. 

Much more is known about the risks 
from exposure to radiation than 
exposure to most chemicals. While there 
is uncertainty in risk estimates from 
assessments of chemical emissions and 
radionuclide emissions, there is likely to 
be much less uncertainty in estimaten of 
risk from radio-nuclide emissions 
because of the extensive data base on 
human exposine to radiation. Thereforr 
a risk estimate of one in one thousand 
resulting from exposure to radionuclides 
IS likely to be more accurate than the 
same estimate for chemical exposures 
Estimates of risk from radionudides is 
mudi less likely to exaggerate 
hypothetical maximum risks than are 
estimates made for chemical exposure 

As a general perspective regarding 
radiation exposure, everyone is exposed 
to background radiation due to cosmic 
radiation, and to radioactivity in 
minerals, soils, and even our own 
bodies. Background radiation levels 
vary across the United States, but 
average about 100 mrem/y for each 
person. There is little that people can do 
to control exposure to background 
radiation. Over a lifetime, this exposure* 
is estimated to contribute to a fatal 
cancer risk of about one or two cases for 
every one thousand people. 

D, Control Technology 

Because radon-222 is a noble gas and 
the volume of air discharged through 
mine vents is very large, there is no 
practical method to remove radon-222 
from the mine exhaust air. Adsorption 
onto activated charcoal is the most 
widely used method for removing nobh* 
gases from a low volume air stream. 
However, application of this method to 
the removal of radon-222 from mine 
ventilation air at the volumes of air 
which must be treated would require 
laige. complex, unproven systems which 
would be extremely costly (i.e.. at least 
$18 to $44 per pound of uraidum oxide 
produced. Currently, the average cost to 
produce one pound of uranium oxide It 
atioul $35.) 

An Important consideration for the 
underground uranium mining industn it 
worker exposure to radon decay 
products. The industry now employs a 
number of practices to reduce radon 
decay product concentrations In the 
mine to meet occupational exposure 
standards established by the Mine 
Safety and Health Administration. 

These practices, which include 
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backfilling abandoned areas of the 
mines with mill tailings and bulkheading 
.ibandoned areas of the mine, also have 
the effect of reducing radon-222 
emissions to the above ground air. EPA 
wishes to avoid setting a standard to 
control radon-222 emissions to the air 
that will increase levels of radon'222 
dnd its decay products within the 
working areas of the mine itself or that 
will increase signiricantly time spent in 
the mine by mine personnel in meeting 
the standard. 

At EPA's request, the U.S. Bureau of 
Mines carried out an evaluation of the 
cost and effectiveness of various work 
practices in reducing radon-222 
emissions. These evaluations were 
carried out using simple models of 
actual mines and using a number of 
assumptions not yet Held verified. Data 
from this study suggests that 
bulkheading could reduce emissions of 
radon-222 by about 10 to 60 percent from 
typical mines at a cost ranging from 
aljout $4 to $60 per curie reduced or 
about $0.01 to $0.05 per pound of 
uranium oxide produced. Based on the 
peak production year, the total cost to 
the industry could range from $200,000 
to $1,000,000 per year and the amount of 
population risk r^uction achieved 
could range from one-tenth to two fatal 
cancer cases per year. These estimates 
are only hypothetical and are based on 
installing bulkheads in a presently 
uncontrolled mine (i.e.. a mine without 
any bulkheads). Further study is needed 
to estimate actual costs and risk 
reduction associated with installing 
bulkheads in currently operating mines. 
Other methods examined, such as 
sealing and backfilling, when used in 
conjuction with bulkheading, may 
reduce radon-222 emissions further 
however, they are not nearly as cost- 
effective or practical as bulkheading, 
nor do they achieve the same results in 
decreasing radon-222 emissions. After 
considering all the available information 
on control technologies, the Agency has 
concluded that bulkheading worked-out 
and temporarily inactive mine areas to 
seal the radon-222 before it is \"ented to 
the above ground air is a practical and 
cost-effective method of reducing rodon- 
222 emissions from the mines. 

£ Bu/kheoding 

Bulkheads are air-restraining barriers 
u<^d to isolate inactive mine areas from 
active mine areas. Bulkheads are 
commonly used underground uranium 
mines to isolate inactive mine areas, 
thereby reducing the amount of 
ventilation air needed to adequately 
protect the miners from exposure to 
radon decay products. By scaling off 
inactive areas of a mine, mo.M of the 


radon-222 emanating from the surfaces 
of these areas will decay in the isolated 
area, rather than being released into the 
active airw^ay of the mine. This will 
reduce exposure to the miners. If the 
bulkheads are properly constructed and 
maintained they can also reduce radon 
emissions to the above ground air. 
Bulkheading practices vary among 
mines: some mines make extensive use 
of bulkheads, while others use few 
bulkheads. 

Current bulkhead construction 
practices vary with the type of rock in 
which the mine is located, the proximity 
of the bulkhead to exhoust airways, and 
the ultimate purpose of the bulkhead. 
There are two functional pariv to a 
bulkhead and each has different 
requirements. The primary part of the 
bulkhead is the basic structure that fills 
most of the opening. This is usually a 
relatively rigid structure that provides 
primary resistance to mechanical abuse, 
blasting shocks, pressure differentials, 
etc. It may be a continuous nonporous 
membrane itself, or it may support such 
a membrane which might be attached to 
this primary structure or sprayed onto it. 
The important characteristics of this 
part of the bulkhead are (1) structural 
strength, which must be maintained for 
an extended period in the mine- 
operating environment: and (2) 
membrane continuity, i.e., it must not 
crack or develop holes or leaks in the 
mine-operating environment. 

The second part of a bulkhead is the 
portion that forms the seal between the 
primary structure and the rock wall of 
the opening. This portion must also be 
maintained through blasting shock 
waves, rock movement, running water, 
and other adverse conditions of the 
mine operating equipment. Any break in 
the seal will allow the radon-222 
captured behind the bulkhead to escape 
into the mine atmosphere. 

Because the radon-222 concentration 
in the sealed-off area behind a bulkhead 
will build up to relatively high levels 
(i.e., tens of thousands of picocuries per 
liter), it is necessary to prevent or 
minimize any leakage of air from behind 
the bulkhead into the working areas of 
the mine. Any such leakage could 
significantly increase the radon decay 
product concentrations to which the 
miners are exposed. 

A typical bulkhead usually consists of 
a timber or metal stud frame covered 
with lumber, expanded metal lath, 
plywood, or other sheet products. The 
lumber, sheeting or lath is then covered 
by spraying or troweling a sealant onto 
the basic structure, the joint between the 
structure and the rock, and the adjacent 


rock to form a continuous seal and 
radon barrier. 

Since a completely airtight bulkhead 
is difficult to construct, and changes in 
the barometric pressure will cause 
differential pressures across a bulkhead, 
it is often necessary to maintain a 
negative differential pressure behind the 
bulkhead to prevent leakage of 
contaminated air Into the active mine 
airways. This negative pressure is 
achieved by bleeding (i.e.. removing) air 
from behind the bullhead into an 
exhaust airway. For bulkheads to be 
effective in reducing radon-222 
emissions to above ground air, however, 
the amount of air bleed neccssaiy* to 
maintain an adequate pressure 
differential across the bulkhead must be 
minimized. The smaller the air bleed, the 
more radon-222 will decay behind the 
bulkhead rather than being released 
above ground. One way to accomplish 
this is to construct tight bulkheads: with 
the proper use of sealants, bulkheads 
can be constructed with relatively low 
leak rates. 

F, The Proposed Standard 

The complexity in the structure of 
underground uranium mines and the 
lack of suitable control technology to 
capture radon-222 being vented from the 
mines causes the Agency to conclude 
that an emission standard Is not 
feasible. The proposal, therefore. Is 
based on a work practice frequency 
used by the industry. 

The proposed standard would require 
owners or operators of underground 
uranium mines to install bulkheads to 
seal off abandoned mine areas and 
temporarily inactive mine areas. The 
standard also limits the amount of air 
exhausted from a bulkheaded area to 
less than 20 percent per day of the total 
volume of air contained in the isolated 
area. Sealing off unused areas of the 
mines will result in radon-222 decaying 
in the isolated areas rather than being 
discharged into the air. 

A limit on the rate of removol of air 
from behind a bulkhead Is necessary to 
provide sufficient residence time for the 
radon-222 formed in the sealed area to 
decay. A 20 percent per day value was 
selected as a balance between the need 
to minimize the rate of air removed from 
the sealed area and the need to maintain 
adequate negative pressure to prevent 
radon-222 from leaking into active mine 
airways and increasing the radon-222 
decay product exposures to the miners. 
Our analysis estimates that radon-222 
emissions from a bulkhead area arc 
reduced by approximately 50 percent 
when the air exhaust rate is maintained 
at 20 percent per day of the total air 








7284 


F^eral Register / Vol. 50, No. JS / Thursday. Febraary 21, 1985 / Proposed Rules 


volume in the seated area Reducing Ihe 
air exhaust rate to 10 percent per day 
would increase the emission r^uction 
to approximateJy 65 percent, but we do 
not have enough information at the 
present lime to know if this will provide 
adequate protection of the miners. 

The proposed standard is applicable 
only to large, operating underground 
mines. Le.. mines which produce over 
10.000 tons/year of ore or which have 
had a cumulative ore production of 
greater than 100.000 tons during the life 
of the mine. Our analysis showed that 95 
percent of the radon-222 emissions from 
underground mines result from large 
mines with a cumulative ore production 
greater than loaooo tons. 

Most underground uranium mines 
already install bulkheads to reduce 
ventilation requirements and to direct 
air How. Therefore, it is not possible to 
estimate the incremental radon'222 
emission reductions achieved by the 
standard because we do not have 
sufficient information on the extent and 
nature of present bulkheading practices. 
To obtain this information will require 
extensive additional studies including 
an evaluation of (a) current bulkheading 
practices and their effectiveness in 
reducing radon-222 emissions and (b] 
alternative practices for further reducing 
radon-222 emissions. (As discussed 
previously, available technical 
information suggests that bulkheading 
could reduce radon-222 emissions by 
about 10 to 60 percent, based on 
installing bulkheads in an uncontrolled 
mine.) 

The proposed standard will not 
significantly increase the radon decay 
product concentrations to which Ihe 
underground miners will be exposed, 
Althou^ installation of bulkheads and 
inspections and testing required by the 
standard will result in some additional 
worker lime in the mines. Ihe Agency 
believes this additional time will be 
relatively small and has attempted to 
limit the amount of testing and 
Inspection required by the standard to 
minimize any additional worker 
exposure to radon decay products. 

Because we do not know the extent of 
present buikheading practices, we 
cannot precisely estimate the cost to 
meet Ihe proposed standard. As 
discussed previously, some mines make 
use of hundreds of bulkheads, while 
other mines use very few. if any. Based 
on our present information, we have 
concluded that bulkheading is the least 
costly radon-222 emission control 
method. Limited modelling analysis 
shows that the costs of installing 
bulkheads are relatively small (one to 


five cents per pound of uranium oxide 
mined). This represents only 0.03 to 0.14 
percent of Ihe estimated $35 average 
cost to produce uranium oxide. Even If 
these costs are significantly 
underestimated for some mines, it is 
highly unlikely that the cost of the 
standard would exceed one percent of 
the cost of producing uranium oxide. 

C. Alternative Considered 

The Agency considered lhrf*e 
alternatives to the standard it is 
proposing today. The first of these 
alternatives was a level of 100 mrem/y 
effective dose equivalent continuous 
exposure from all sources: a single 
source would be limited to 25 mrem/y 
effective dose equivalent. This 
alternative is consistent with EPA 
standards recently promulgated to limit 
radionuclide emissions from Department 
of Energy (DOEJ facilities and Nuclear 
Regulatory Commission (NRCj-licensees 
and non-DOE Federal facilities. 
However, this alternative was rejected 
because the Agency believed that mine 
owners and operators were likely to rely 
on preventing human occupancy near a 
mine, rather than modifying practices 
within the mine to reduce emissions of 
radon-222. While this approach would 
reduce the risk of fatal cancer to the 
nearby individuals, it would do nothing 
to reduce the risk to the general 
population. 

The second of these alternatives was 
to limit the annual average 
concentration of nidan-222 in air to 3.0 
pCi/l above background in any 
unrestricted area. This is consistent with 
cturent NRC regulations. The Agency 
rejected this alternative because it 
allows for an extremely high individual 
lifetime risk of about two in one 
hundred. In addition, such a standard 
would also likely be achieved by 
preventing human occupancy near a 
mine, rather than reducing emissions. 

The last of the alternatives considered 
was a bulkheading standard similar to 
today's proposal. However, rather than 
specifying design requirements for 
bulkheads, it would specify a maximum 
leak rate across the bulkhead. The 
Agency considered this alternative as 
one possible way to ensure that tight 
bulkheads are constructed in the mines, 
thereby maximizing the amount of 
radon-222 decaying behind the 
bulkhead. After evaluating the technical 
aspects of specifying a le^dc rate, the 
Agency determined that it would be 
very dtHlcull to accurately measure the 


rate of air leaking across Ihe bulkhead 
These technical difficulties would make 
it extremely complicated to delerminp 
compliance with the standard, 

H, Request for Comments 

EPA is particularly interested in 
receiving comments and 
recommendations on the following 
issues and questions: 

1. Are the quantities of annual and 
cumulative ore production used to 
determine the applicability of the 
standard reasonable values or would 
higher or lower values be more 
appropriate? Is there an alternative way 
to designate mine size for purposes of 
defining the applicability of the 
standard? 

2. Are the definitions of ''abandoned 
mine areas." "temporarily abandoned 
mine areas" and "active mine" used in 
the proposed standard proper or should 
they be modified? 

3. Are the bulkheading design 
requirements of the proposed standard 
adequate to ensure the installation of 
tight bulkheads? Do the requirements 
contain sufficient flexibility? Are they 
loo specific or not specific enough? 

4. Is the air exhaust rate limit of 20 
percent per day of the total air volume 
behind a bulkhead a reasonable value or 
would a higher or lower value be more 
appropriate? Is there an alternative way 
to express this requirement? 

5. Are the frequency of the inspections 
and tests required by the proposed 
standard reasonable or should these be 
more or loss frequent? Are the types of 
inspections and tests appropnate or 
should other requirements be 
established? 

6. Are the reporting requirements of 
the proposed rule reasonable? Do they 
represent the minimum documentation 
necessary to ensure compliance with Ihe 
rule? Should particular reporting 
requirements be omitted: should others 
be added? 

7. Are standards needed for 
permanently closed and/or temporarily 
closed underground uranium mines? If 
so. what type of standards should be 
considered? 

The Agency is also soliciting 
information regarding the cost of 
building bulkheads to comply with the 
proposal and the amount of reduction in 
radon-222 emissions that may be 
achieved by the proposal. 

VI. Miscellaneous 
A. Docket 

The docket is an organized and 
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H complete file of all Information 
H considered by EPA in the development 
H of this proposed standard. The docket 
I allows interested persons to identify 
I and locale documents so they can 

■ effectively participate in the rulemaking 
I process. It also serves as the record fur 
I I judicial review. 

IJ Transcripts of the hearings, all written 

■ statements, the Agency's response to 
^ comments, and other relevant 

I documents will be placed in the docket 

■ and will be available for inspection and 
I copying during normal working hours. 

B EsfH:utive Order 1229J 

Under Executive Order 12291. issued 
February 17.1981, EPA must judge 
whether a rule is a "major rule" and, 
therefore, requires that a Regulatory 
* Impact Analysis be prepared. EPA has 
I determined that this rule is not a major 
I rule as defined in section 1(b) of the 
I Executive Order because the annual 
effect of the rule on the economy will be 
lest than $100 million. Also, it will not 
cause a major Increase in costs or prices 
for any sector of the economy or for any 
geographic region. Further, it will not 
result in any significant adverse effects 
I on competition, employment. 

investment, productivity, innovation, or 
the ability of United States enterprises 
to compete with foreign enterprises in 
domestic or foreign markets. Under 
Executive Order 12291, this proposed 
rule was submitted to the Office of 
Management and Budget (OMB) for 
review. Any comment from O.MB to EPA 
andy any response to those comments 
are included in the docket. 

C. Paperwork Reduction Act 

The information collection 
requirements in this proposed rule have 
been submitted for approval to the 
Office of Management and Budget under 
the Paperwork Reduction Act of 1980 (44 
U.S.C 3501 et seq.). This proposal. If 
promulgated, would impose reporting 
and recordkeeping requirements on the 
owners and operators of underground 
uranium mines. EPA requests comments 
on the reasonableness of the 
information collection requirements and 
on the costs involved as compared to 
other means of compliance 
determinations. Comments on these 
requirements should be submitted to 
Docket No, A-79-11, as well as to the 
Offii^ of Information and Regulatory 
Affairs: Office of Management and 
Budget: 720 Jackson Place, NW.; 

U Washington, D.C 20503 (Attention: Desk 
Officer for EPA). The final rule will 
despond to any OMB or public 
comments on the information collection 
f«quircments. 


D. Regulatory Flexibility Analysis 

Section 603 of the Regulatory 
Flexibility Act. 5 U.S.C. 603. requires 
EPA to prepare and make available for 
comment an "initial regulatory 
flexibility analysis" in connection with 
any rulemaking for which there is a 
statutory requirement that a general 
notice of proposed rulemaking be 
published. The "initial regulatory 
analysis" describes the effect of the 
proposed rule on small business entities. 

However, section 604(b) of the 
Regulatory Flexibility Act provides that 
Section 603 "shall not apply to any 
proposed . . . rule if the head of the 
Agency certifies that the rule will not. if 
promulgated have a significant 
economic impact on a substantial 
number of small entities." 

EPA believes this proposed rule will 
have little or no impact on small 
business because the total costs 
associated with the standard will have 
relatively little impact on the total cost 
of producing uranium oxide. In addition, 
the standard will only apply to large, 
operating underground uronium mines. 
(A small business is one that has 750 
employees or less.) 

For the preceding reasons. I certify 
that this rule, if promulgated, will not 
have significant economic impact on a 
substantial number of small entities. 

list of Subjects In 40 CFR Part 61 

Air pollution control. Hazardous 
materials. Asbestos. Beryllium. Mercury. 
Vinyl chloride. Benzene. Arsenic 
Radionuclides. 

Dated: Fcbniary 15.1965. 

Lm M. Thomas, 

Adminiatrotor 

PART 61— ( AMENDED! 

It is proposed to amend Part 61 of 
Chapter 1 of Title 40 of the Code of 
Federal Regulations by adding the 
following: 

Subpart B—National Emission Standard for 
Radon-222 Emissions From Underground 
Uranium Mines 

Sik;. 

6120 Applicability. 

61.21 Definitions. 

6122 Standard. 

61.23 inspection and testing. 

61.24 Bulkhead repair. 

61.25 Recordkeeping. 

6126 Reporting requirements. 

61.27 Source reporting and waiver request 
Authority: Sec. 112 and 301(a) Clean Air 
Act. as amended. 42 U.S.C 7412. 7601(a|. 


Subpart B—National Emission 
Standard for Radon*222 Emissions 
From Underground Uranium Mines 

9 61.20 AppUcability. 

The provisions of this subpart are 
applicable to ow^ners and operators of 
active underground uranium mines 
which currently mine or plan to mine 
over 10.000 tons/year of ore or which 
have mined greater than 100.000 tons of 
ore during the life of the mine. 

}6121 Definitions, 

As used in this subpart, all terms not 
defined here shall have the meaning 
given them in the Clean Air Act or in 
Subpart A of Part 61 and the following 
terms shall have the specific meanings 
given below^: 

(a) "Abandoned area" means a 
deserted mine area in which further 
work is not intended except those areas 
which function as escapeways or 
ventilation passageways. 

(b) "Active mine" means an 
underground uranium mine from which 
ore or waste material is actively 
removed. 

(c) "Area" means a manmade 
underground void from which ore or 
waste has been removed. 

(d) "Bulkhead" means an air¬ 
restraining and air pollution control 
barrier constructed for long-term control 
of radon-222 and radon-222 decay 
product levels in mine air. 

(3) "Modification" as applied to an 
underground mine means any major 
change in the method of operation or 
mining procedure which wrill result in an 
increase in the amount of radon-222 
emitted to air. The normal development 
of a mine, even though it results in an 
increase in emissions, is not considered 
a modification for the purposes of this 
subpart. 

(0 'Temporarily abandoned area" 
means a mine area that has been or will 
be abandoned for at least six months 
except those areas which functions as 
escapeways or ventilation passagew'ays. 

(g) "Underground uranium mine" 
means a manmade underground 
excavation made for the purpose of 
removing material containing umaium 
for the principal purpose of recovering 
uranium. 

$61.22 Standard. 

Owners or operators of underground 
uranium mines subject to this subpart 
shall install and maintain bulkheads to 
isolate all abandoned and temporarily 
abandoned areas according to the 
requirements of this section. 

(a) The bulkhead shall ba a structure 
designed and constructed for long-term 
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control of the isolated area and shall be 
sealed to minimize air leakage through 
the bulkhead. The bulkhead shall be of 
sufficient structural strength to resist 
mechanical abuse, blasting shocks, air 
pressure differentials and rock 
movement for an extended period of 
time in the mine*operating environment. 
The basic bulkhead structure may 
consist of a timber or metal stud frame, 
covered with lumber, expanded metal 
lath, plywood, or other sheet products. It 
may be a continuous nonporous 
membrane or it may support such a 
membrane. A sealant shall be applied 
onto the basic structure and in the joints 
between the structure and the rock to 
form a continuous seal and radon 
barrier. The sealant shall be of a type 
that will provide a protective seal, and 
will not easily crack or develop holes or 
leaks. A sealant may consist of coatings 
of mortfir, masonry, latex, urethane 
foam, or similar type materials. A 
properly constructed and sealed 
bulkhead shall have no visible cracks or 

(b) If negative pressure behind the 
bulkhead is used, then a maximum of 20 
percent of the total volume of air 
contained in the sealed area can be 
exhausted per day. 

(c) Upon written appbeation from an 
owner or operator of an underground 
uranium mine subject to this subpart 
the Administrator may approve 
alternative bulkheading procedures if 
such alternative procedures can be 
shown to provide isolation of the area 
equivalent to the requirements of 
paragraph (a) of this subpart. 

061.23 Inspection and testing. 

The owner or operator of an 
underground mine subject to the 
requirements of this subpari shall 
conduct the following inspections and 
tests: 

(a) A visual inspection of the 
condition of each bulkhead required 
under {6122 shall be conducted 
monthly by a quali^«^d representative of 
the mine owner or operator to determine 
if. in his or her judgment the integrity of 
the bulkhead is in compliance with the 
requirements of { 6122(a) A record of 
each inspection shall be made in 
accordance with the requirements of 
5 61 25. 

|b) For bulkheaded areas maintained 
under negative pressure, measurement 
of the air exhaust rate from the area 
shall be made at least monthly to 
determine compliance with the 
requirement of { 6122(b). A record of 
each exhaust rate measurement shall be 
made in accordance with the 
requirement of { 6125. 


(c) The mine operator shall also be 
prepared to demonstrate compliance 
with the requiremenu of { 6122(b) upon 
request of the Administrator. 

(d) Upon written application from an 
owner or operator of an underground 
uranium mine subject to this subpart 
the Administrator may approve 
alternative testing and inspection 
procedures if such alternative 
procedures can be shown to provide 
reasonable assurance that the mine is in 
compliance with the requirements of 

i 6122. 

06124 Bulkhsskl repair. 

Bulkheads determined not to be in 
compliance with the requirements of 
{ 61.22(a) during inspections required 
under { 61.23 shall be repaired within 
three days in accordance with the 
requirements of { 6122(a). 

06125 Recordkeeping. 

Records of inspections and tests 
required under { 61.23 shall be 
maintained as described below. These 
records shall include a bulkhead 
identifiction number and location and 
the dates of inspections or tests. 

(a) The results of each inspection 
required under { 61.23(a) shall be 
recorded as follows; 

(1) A description of the condition of 
the bulkhead including identiHcation of 
any damage and the extent of damages. 

(2) A determination that the bulkhead 
is in compliance with the specifications 
of { 61.22(a) or that repairs are needed. 

(b) A record shall be maintained for 
each bulkhead repair carried out under 
the requirements of { 61.24. 

(c) A record shall be maintained for 
each air flow rate measurement 
conducted under the requirements of 

0 ei.23(b). These records shall show the 
results of the tests and the method used. 
The percent of the total air volume 
behind the bulkheaded area which is 
exhausted per day at the measured flow 
rate shall be recorded. 

(d) Records of inspections and tests 
shall be maintained at the mine and 
made available for inspection and 
copying by the Administra'tor or his 
designated Agent for a minimum of two 
years. 

(e) A current map or schematic of the 
mine showing the location of each 
bulkhead required under { 61.22 and the 
air volume of the isolated area shall be 
maintained. E^ch bulkhead shall be 
assigned an identification number which 
shall be used in inspections and tests, 
and reporting requirements of {{ 6123 
and 61.24. This map shall be kept at the 
mine and be made available for review 
by the Administrator or his desig^iated 
representative. 


061.26 Reporting Requirements. 

Each owner or operator of an 
underground mine subject to the 
requirements of { 61.22 shall comply 
with the following: 

(a) Provide the Administrator 
annually with a report containing the 
following inferroation: 

(1) The number and approximate 
volumes of mine areas both abandoned 
and temporarily abandoned in the 
previous year. 

(2) The number of bulkheads iruitalled 
to seal off these areas. 

(3) The current total number of 
bullheads being maintained to meet the 
requirements of 0 61.22. 

(4) An estimate of the average amownt 
of air In the bulkheaded areas which is 
exhausted per day in percent of the total 
volume per day. 

(5) The operator shall also make a 
statement to the effect that compliant e 
with the testing and inspection 
requirements of | 61.23 have been or 
have not been achieved. 

(b) This report shall be submitted by 
Mar^ 31.1966. and aruiualiy thereafter 
The Information included in the report 
shall be based on data collected during 
the calendar year immediately 
preceding the required date of 
submission of the annual report. 

061.27 Source reporting and welvef 
request 

(а) The owner or operator of any 
existing source, or any new sotiroe to 
which a standard prescribed under this 
part is applicable which had an Initial 
startup which preceded the effective 
date of a standard prescribed under this 
part shall, within 90 days after the 
effective date, provide the following 
information in writing to the 
Administrator 

(1) Name and address of the owner or 
operator. 

(2) The location of the source. 

(3) The type of hazardous pollutants 
emitted by the stationary source. 

(4) A brief description of the nature, 
size, design, and method of operation of 
the stationary source including the 
operating design capacity of such 
source. Identify each point of emission 
for each hazardous pollutant. 

(5) The number and approximate 
volume of abandoned and temporanly 
abandoned area in the mine and the 
number and approximate volumes of 
these areas which are sealed by 
bulkheads. 

(б) A statement by the owner or 
operator of the source as to whether he 
can comply with the standards 
prescribed in this part within 90 days of 
the effective date. 
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(b) The owner or operator of an 
existing source unable to operate in 
compliance with the standard 
prescribed under this subpart may 
n quest a waiver of compliance with 
such standard for a period not 
exceeding two years from the effective 
date. Any request shall be in writing and 
shall include the following information: 

(1) A description of the controls to be 
installed to comply with the standard 

( 2 ) A compliance schedule, including 
the date each step toward compliance 
witl be reached, ^ch list shall include 
6S a minimum the following dates: 

(i) Date by which contracts for 
emission control systems or process 


modifications will be awarded, or date 
. by which orders will be issued for the 
purchase of component parts to 
accomplish emission control or process 
.modification: 

(ii) Dale of initiation of onsite 
construction or installation of emission 
control equipment or process change; 

(iii) Date by whfch onsite construction 
or installation of emission control 
equipment or process modification is to 
be completed: and 

(iv) Date by which final compliance is 
to be achiev^. 

(3) A description of interim emission 
control steps which will be taken during 
the waiver period. 


(c) Changes in the Information 
prox^ed under paragraph (a) of this 
section shall be provided to the 
Administrator within 30 days after such 
change, except that if changes will result 
from modification of the source, as 
defined in $ 61.02, the provisions of 
§§61.07 and 61.06 are applicable. 

(d) The forma iTor reporting under this 
section is included as Appendix A of 
this part. Advice on reporting the status 
of compliance may be obtained from the 
Administrator. 

(FR Doc. 6S-4298 Filed 2-20-aS: 6:45 Aro| 
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51 .... 

.7039 

246 _ 

.6106 

301 ____ 4851, 

,7032 

OK, _ 

.4625 

443....,™,.,.,^ _ 4625 

449 _ 4629 

504 ___ 

.5365 

701„„„„ _____ 

.4634 

RQQ,. 

.5969 

610 _ 

5733 

907«,..«, _ 4053. 4957, 

,5733 

gOB ... 

.5733 

910 _ 4634. 5365. 6690 

920.. .. . 

4854 
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.5061 
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,4635 
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7033 

1951 _ 7033 
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1962 .. . 
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.6880 
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Ch. IV..„ ___ __ 

.4693 

210 . . . 5950 

226 __ 

.6183 

271 ___ 

.6970 

273- __ 

.6970 

301 .... . T^. 

.7162 

978Z!!I!!!!I!!II™!! _ 

.5593 

062 .. 

,5995 
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-4694 


1789..,- 
1940. 


.5395 

.8351 


8 CFR 

100....«. 


_ 5063 

_ 5369 


238.. 

P roppsa d Rulea: 

103. 4957 

21^.4865. 5396 

9 CFR 

78__5547 

81. ™5225 
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113. 5063 

318. 5228 

Proposed Rulat: 
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112.. 7182 
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30_5600 

40.. -_ 5600 

50._5600 

51_5600 
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71.. .... 4866 

72._5600 

12 CFR 

5_,,,....,.5567 

210. 5734 

561_5232, 6891 

563_ 6891,6912 

S63b__6232. 5741 

570.. .„_ 6691 


571_ 

584._,..„_ 


_6891 

..^.,6891 


701_ 

Proposed Rules: 

220 . 

309.. 

611_ 

701. 

13 CFR 

121 _ 

314...... 


_ 4636 


.<5766 

.7184 

-.6000 

,4698 


_6337 

...6338 


14 CFR 

21 __ 5369 

39. ... 4857. 5374. 5375, 

5376.5668. 5569,5570, 

6154.6155.6339.6930, 

7165 

71 _ 4657. 4966. 5377. 5378, 

5379.6156.6157.6931. 
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™...„„.5234 

PropoMtf Ru1««; 

Ch 1. _ 

., , , 6105 

416 _ 

PropoMd Ru>m: 

5571, 5573 

33.. 

81RR 

404. 4948. 5264. 6358 

39..4867-4870. 5396. 

5397.5625.5626.5627. 

21 CFR 


65 _ ... 

6188-6191 

.. .. 

5.. . , 

81.,^. ... 

_ 4858 

_ 4641. 4642 

4643 
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103.„„._ 

- 5046. 6312 
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4# 1 V* — 
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261__ 

__ 5214 
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4740 
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298. .. 

--— 5214 

299__ 
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558 _ 
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380 



... Im: i4 
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__5970. 5971 
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_ 6359 

13 

.. 6932, 7037 
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1115. 
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1 ... . 
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23 CFR 

ProppMd RuIm: 

_ 7067 
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,53A2 
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24 CFR 
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.. 5234 
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5234 

44„ . . 

6937 
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4646. 6937 
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5786 7085 
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7106 
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4646. 6937 
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220. . 
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.. 4646. 6937 
... 4646. 6937 
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232. _.....J_ 

4646. 6937 
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9/4J 

57^*1 
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- 6937 
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5743 

242. _ 
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5743 
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204..„,..,„_1.J 
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_ 7069 

...4071 



271 ___ 
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31 
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77 CFR 
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-5580 
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.5539 
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113 . 
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.*5701 
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2 .. 


.-.499? 
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..5158 

..5158 
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38 CFR 
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39 CFR 
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111 .. 5500. 5581,7048 
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111 -4709. 6007 
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30. 5544 
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__ 5267 
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proposed Ruiss; 

i ^8 

59a .. 

_5638 

63 __ _ 

_ 5638 

6i , r-r-*--rr. 


405 -- 

- 5787, 7191 

442. . . 

. . 7191 

4A9_ __ 

_ ..„.7191 

43 CFR 
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Proposed Rules: 

2720 . 

. .5269 

44 CFR 
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_6970 
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PropoMd 

12.- 4875 
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572- 5401 
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33. 
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73 - 4658-4685. 5073. 
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Code of 
Federal 
Regulations 

Revised as of January 1, 1985 


Quantity 


Volume 

Price 

Title 4—Accounts (Stock No. 822-004-00003-2) 

$12.00 

Title 7—Agriculture (Parts 46-51) 

(Stock No. 822-004-00007-5) 

13.00 

Title 10—Energy (Parts 200-399) 

(Stock No. 822-004-00026-1) 

9.50 

Title 14—Aeronautics and Space (Part 1200-End) 
(Stock No. 822-004-00039-3) 

8.00 

Title 16—Commercial Practices (Parts 0-149) 

(Stock No. 822-004-00043-1) 

9.00 


Amount 

$ 


A cumUMwctftKMti o* Cfn •wane** appears avaty Monday n s« Fadsrat Ra^ptlar n Raadai AkJs TOtal Order 
9«ct«n In •ddrtion, a chadOtti o< omni CFR ^nAimat. oompn a mg a complaft CFR aai aepaars aacti 
m tha LSA (Uat ol CFR Sacnona Affaciad) 


do /kM dmacfi 


Order Form 


Mall to: Sup«nntendent of Documents. U.S. Govefnment Prmttng Office, Washington. D.C. 20402 


Endoaad f»nd S - MaA# chacA or monay ordar payabia 

lo 8i^aor»Uffidoni ol Oocu(nar>ia (Plaaaa do noi aand caah or 
ttampai. mduda an adtftional 25% lor loraien 

Chorgi to my Oapoai Aflooirt No. 

itttt 



>□ 


Order No._ 


mi 

V y 


Grade Card Ord«» Ody 

Total charges $ Fill in the bo^tes betow 

atS'No 1.11 n I I 111 11 rrn ; 

Expiration Date i—•—|—•—* 

Month/Ycar L J 1 I I 


Please serid me the Code of Federal RegutatkHie pubbeattona I have 
sefocted above 

Name—Firai, Last 

I I I I I.L1J_U,U LXI 


For Office Use Only. 

Quantity 


U I I I I I I I I ! I I I I I I I ! I I I I I 

Company name or a^dityr.a. didoTelTs * * * 


I I I l -LLi 1 I I 1 1 1 1 M I M I 

^ 1, 1 I I I I I I I I I I I I I I I I LU 


U-l I I I I I I I I I I M I I I. 


PLEASE PRINT OR TYPE 
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LU 


UU. 


ErKtosed 


To be mailed 


Subscriptions 


Postage 


Foreign handftng 


MMOB 


OPNR 


UPNS 


Discount 


Refund 
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